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PREFACE 


This volume is the ninth annual cumulation of the Index to 
Dental Literature to be produced tnrough the MEDLARS (Med- 
ical Literature Analysis and Retrieval System) and GRACE 
(Graphic Arts Composing Equipment) of the National Library 
of Medicine, and the forty-third volume in the series. 


Users of older volumes of the Index have noted that special 
features were included in various issues. This volume includes, 
in addition to the usual section on dissertations and theses, 
a special listing covering those produced in Canada and the 
United States during 1950-1960 prepared by Ms. Margery 
Jansen, librarian of the College of Dentistry, University of 
Towa. 


A subject section and a name section covering Technical 
Reports pertaining to dentistry, available from the Nation- 
al Technical Information Service, Springfield, Virginia, 
appears for the first time with the permission of the Na- 
tional Library of Medicine. This material is extracted 
from Current Catalog, a publication of the National Library 
of Medicine. 


The Index is divided into two sections: a Subject Section 
and a Name Section. The page format of Index Medicus is 
followed in both sections. 


CRITERIA FOR SELECTION OF ARTICLES 


Articles to be indexed are selected according to the following 
criteria: 

1. All original articles 

2. Editorials which are in effect special articles of national 
or international scope and interest and those of local interest 
but which have a recognized importance in the national or in- 
ternational scene 

3. Reports of national or international organizations which are 
broad in scope and interest 


4. Selected biographies appear in the NAME SECTION with 
the biographee's name in parentheses, followed by the author: 
(Callahan JR), Morris AL 


The following types of material are not included: 
l. News items in general with the exception of special honors 
awarded to outstanding professionals which appear under 
AWARDS AND PRIZES - with recipient listed, i.e. (Hine MK) 
and appearing also as a name entry 
2. Biographies and obituaries in general 
3. Book reviews 

Reprints and abstracts 
5. Editorials of strictly local or inspirational nature 
6. Reports of association meetings (international, national, or 
local) such as, reports of committee activities, elections of 
officers, financial reports, etc. 


The dental subject headings used in the earlier volumes of 
the Index have been modified in style to agree with the Med- 
ical Subject Headings, MeSH, of the National Library of Med- 
icine, and the user should consult that publication for a com- 
plete list of all headings that may appear in this Index. The 
list of headings for dentistry and the subheadings used is car- 
ried on pages clxvii-clxxviii. 

For information on the usage of cross references: See Page 
celxxviii. 


Entries are not restricted solely to the “dental literature. " 
An actual count of the Name Section shows some 14, 863 en- 
tries, excluding joint authors, as follows: 
9, 319 (62.7%) entries from 5544 (37.3%) entries from 
345 Dental Journals 850 Medical and Other 
Journals 
English language Others English language Others 
5,039 (33.9%) 4, 280 (28.8%) 3,760 (25.3%) 1,784 (12%) 
A list of all publications indexed in this volume appears on 
pages cxxxix-clxv. 


The early cut off date required by National Library of Medicine 
procedures does not permit total coverage of the journals pub- 
lished during any one calendar year. Thus material for 1973 
not appearing in this volume will be included in the Index for 
1974. Errors detected too late for correction in this volume of 
the Index will be corrected in subsequent volumes. Errata 
when known are listed on page clxxix. 


Sample Entries 


SUBJECT SECTION: (The following articleappears under the 
three headings: COLD *diagnostic use; DENTAL PULP DIS- 
EASES *diagnosis; DENTAL PULP TEST) 
COLD ‘*diagnostic use 
[Vitality examination witha new cryoapplicator] KlimmW, 


et al. 


Dtsch Stomatol 22:552-4, Jul 72 (Eng. Abstr.) (Ger) 


Each entry includes the following parts: the original title of 
an English language article or the translation of the title 
from another language; the senior author or sole author; ab- 
breviation of journal title; volume number; inclusive paging; 
date of issue and language used in article if other than Eng- 
lish. If an English abstract is given for an article in a for- 
eign language, this is indicated. The language abbreviations 
used are: 
Afr Afrikaans 
Alb Albanian 
Arabic 
Armenian 
Azerbaijani 
Bulgarian 


NAME SECTION: 


Ludwiczak T, Chylak J: Srodki dezynfekujace a masy 
wyciskowe w protetyce stomatologicznej. 


Czas Stomatol 25:857-63, Sep 72 (Pol) 


It should be noted that authors' names are limited to three 
with cross references for the second and third authors, al- 
though all names are entered in the computer and are avail- 
able during computer searches. Articles without authors are 
included at the end of the Name Section and are arranged 
alphabetically by journal title abbreviation. 


THE INDEXING OPERATION 

The content of each article is described by assigning terms 
selected from NLM's controlled list of technical terms, Med- 
ical Subject Headings. In indexing, the analyst assigns as 
many subject headings as are necessary to describe ade- 
quately the content of each article. 


Each article is cited in the Index to Dental Literature only 
under those subject headings which represent the most im- 
portant concepts of the article. All subject headings are 
in MEDLARS (Medical Literature Analysis and Retrieval 
System), the Library's computer-based file of citations, for 
future use in machine retrieval. 


In using the Index to Dental Literature, bear in mind that 
citations are published only under those terms appearing in 
MeSH. If the medical or dental concept you have in mind is 
not a medical subject heading, you will need to find the MeSH 
equivalent. E.g., if you are interested in exodontics, cita- 
tions to articles on that subject will appear in the Index under 
its MeSH equivalent, TOOTH EXTRACTION. 


Chi Chinese Ealian Slv Slovene 
Cro Croatian Jap Japanese Spa Spanish 
Cze Czech Kor Korean Swe Swedish 
Dan Danish Lit Lithuanian Tha Thai 
Dut Dutch Mul Multilingual Tur Turkish 
Fin Finnish Nor Norwegian Ukr Ukrainian 
Fre French Per Persian Vie Vietnamese 
Geo Georgic Pol Polish 
v 


When articles are indexed for the Index to Dental Literature, 
the most specific terms available in MeSH are used. Thus, 
if an article is concerned with penicillin, it would be 
indexed under that term, rather than the broader "antibiotics. 
Under the latter term, one would find only (a) articles dealing 
with antibiotics generally, (b) those that deal in a very general 
way with a large number of named antibiotics, or (c) those 
that deal with specific antibiotics which have not been sepa- 
rately listed in MeSH. 


The user who is interested in one concept may find that the 
broader term is also worth examining for articles of possible 
interest. Although one may be interested primarily in peni- 
cillin sensitivity, articles on the general subject of antibiotic 
sensitivity may be useful. 


The user who wants articles on some aspect of the use of 
antibiotics in oral surgery would certainly want not only the 
general articles that would appear under “antibiotics, " but 
also those concerned with specific antibiotics. 


Special credit should go to Dr. Clifford A. Bachrach, Chief, 
Bibliographic Services Division, and to Mr. Stanley Jablonski, 
Ms. Thelma Charen, MariaG, Farkas, Ph.D. and Ms. Susanne 
M. Humphrey of the National Library of Medicine; to Dr. Robert 
S. Snyder, Jr. and Dr. George H. Timke, American Dental As- 
sociation Research Associates at the National Library of 
Medicine; to the European Consultant, Dr. P. Junker Jacobsen, 
Aarhus; and to Ms. Karen Sorensen and her assistants at 
the A.D.A. Bureau of Library Services. 


Donald A. Washburn, D.D.S., Director of the Bureau 
of Library Services. 


DENTAL BOOKS PUBLISHED 1973 


This list of books and pamphlets, although not exhaustive, 
includes titles in Danish, Dutch, English, French, German, 
Hungarian, Italian, Japanese, Norwegian, Portuguese, Ru- 
manian, Russian, Spanish and Swedish. Some books published 
in 1969, 1970, 1971 and 1972 which did not appear in earlier 
issues of the Index are included. 


AMERICAN ACADEMY OF PERIODONTOLOGY. Current pro- 
cedural terminology for periodontists; a glossary of terms 
and procedures designed as a guide for reporting and inter- 
preting periodontal services tothird party agencies. Editors: 
J. A. Tobias and others. 3ded. Chicago, 1972. 40 p. $4. 

AMERICAN ASSOCIATION OF DENTAL SCHOOLS. Admis- 
sion requirements of U.S. and Canadian dental schools, 
1974-75. In cooperation with the Council on Dental Edu- 
cation, American Dental Association. Washington, 1973. 
159 p. $4. 

AMERICAN ASSOCIATION OF DENTAL SCHOOLS. OFFICE 
OF EDUCATIONAL RESOURCES AND STUDIES. Direc- 
tory of dental educators, 1973-74. Washington, 1973. 
312 p. $5. 

AMERICAN COLLEGE OF DENTISTS. The roster, 1973. 
Bethesda, Md., 1973. 75 p. Limited edition. 

AMERICAN DENTAL ASSOCIATION. American dental direc- 
tory, 1973. Chicago, 1973. 1357p. $25. 

AMERICAN DENTAL ASSOCIATION. COUNCIL ON DENTAL 
THERAPEUTICS. Accepted dental therapeutics. 35th ed. 
Chicago, 1973. 340 p. $5.95. 

ANDRA, ARMIN & OTHERS. Grundlagen der Kieferchirurgie. 
Berlin, Volk und Gesundheit, 1973. 352 p. 

ARNAUDOW, MICHAEL & OTHERS. Die prothetische Versor- 
gung des zahnlosen Unterkiefers mit Einschluss der Implan- 
tation. 4th ed. (Schriften zur Praxis des Zahnarztes, Band 
2) Munich, Werk- Verlag Dr. Edmund Banaschewski, 1972. 
86 p. $7.80. 

ASBELL, M.B._ A bibliography of dentistry in America, 
1790-1840. Cherry Hill, N.J., Sussex House Publi- 
cations, 1973. 107 p. $10. 

AUSTRALIAN DENTAL ASSOCIATION. A. D. A. dental 
directory, 1973-74. North Sydney, 1973. 132 p. 

AYER, W. A. & HIRSCHMAN, R. D., comp. Psychology and 
dentistry; selected readings. Springfield, Thomas, 1972. 
188 p. $8.95. 

BALDANI, MARIO & FIGUEIRO, D. L. Bio cibernética bucal. 
SHo Paulo, Editora Ciberata, 1972. 280 p. 

BARTHA, MIKLOS & INOVAY, JANOS. Fogaszati és sz4j- 
sebészeti érzéstelenités. Budapest, Medicina, 1973. 206p. 
Ft. 38. 

BARTON, PAUL & OTHERS, ed. Handbook for dental editors 
and authors. Chicago, Council on Journalism, American 
Dental Association, 1973. [109 p. $5.95. 
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BAUM, LLOYD, ed. Advanced restorative dentistry; mod- 
ern materials and techniques. Philadelphia, Saunders, 
1973. 341 p. $17.50. 

BATAREC, EVELYNE. Lexique des termes de prothése den- 
taire. Paris, Prélat, 1972. 89p. $6. 

BAUMHAMMERS, ANDREJS & OTHERS. Syllabus of stan- 
dard operating procedures in the periodontics outpatient 
department. 3d ed. Pittsburgh, University of Pittsburgh 
Central Press, 1973. 131 p. 

BEERSTECHER, ERNEST, ed. The centennial of dental edu- 
cation in Texas, 1871-1971. Houston, University of Texas 
Dental Branch, 1972. 37 p. 

BELL, W. E. Orofacial pains--differential diagnosis. Dallas, 
Denedeo of Dallas, 1973. 403 p. $28. 

BELLACK, ERVIN. School water supply fluoridation. Wash- 
ington, U. S. Environmental ProtectionAgency, 1972. 18 p. 

BERESIN, V.E. & SCHIESSER, F.J. The neutral zone in 
complete dentures, principles and technique. St. Louis, 
Mosby, 1973. 176 p. $21.25. 

BETEL'MAN, A. I., ed. Ortopedicheskaifa stomatologifa det- 
skogo vozrasta. 2ded. Kiev, Zdorov'fa, 1972. 260p. $3.50. 

BHASKAR, S.N. Synopsis of oral pathology. 4thed. St. Louis, 
Mosby, 1973. 613 p. $13.50. 

BLACK, L.D.D. Anthology: prevention program manual. 
(Portland, Oregon, Demi-Prey 1972. 120 p. Mimeo. 
$10.50. 

BLUITT, J. S. & OTHERS. Dental hygiene clinic manual. Chi- 
cago, Northwestern University Dental Hygiene Department, 
1971. 153 p. $5.50. 

BOLDEN, T.E. & OTHERS, ed. Dental hygiene examina- 
tion review book. 3d ed. Vol. 1. Flushing, N.Y., Med- 
ical Examination Publishing Company, 1973. 231 p. $7.50. 

BOTTGER, HERMANN & GRUNDLER, HORST. Das zahndrzt- 
liche und zahntechnische Vorgehen beim Teleskopsystem 
in der Prothetik. Munich, Neuer Merkur, 1970. 172 p. 
$24. 70. 

BRAHE, N. B. Dental assistants' self-training program. Re- 
vised. Appleton, Wis., Project D, 1973. 410 p. $22.50. 
BRAUN, HANS & SCHLEGEL, DIETER. Arzneitherapie und 
Arzneiverordnung in der zahnirztlichen Praxis. 2d ed. 

Stuttgart, Medica, 1972. 296 p. $24.55. 

BRONING, HELGA. SpAtergebnisse bei subperiostalen Me- 
tallgeriistimplantaten zur Prothesenverankerung. Zurich 
Juris Druck und Verlag, 1972. 37 p. DM 7.10. 

BULBULIAN, A. H. Facial prosthetics. Springfield, I1l., Thom- 
as, 1973. 40lp. $34.50. 

BUSYGINA, M. V. Bolezni zubov i slizisto! oblochki polosti 
rta. 2ded. Moscow, MedifSina, 1972. 384p. $3. 

BZOCH, K. R., ed. Communicative disorders related to cleft 
lip and palate. Boston, Little, Brown and Company, 1972. 
289p. $9.95. The text first appeared in Cleft lip and palate, 
édited by W. C. Grabb and others, 1971. 


DENTAL BOOKS PUBLISHED 1973 


CANADIAN DENTAL ASSOCIATION. CDA membership direc- 
tory, 1973-1974. Toronto, 1973. 192 p. 

CANADIAN SYMPOSIUM ON DENTAL RESEARCH AND EDU- 
CATION; from presentations made at the Seventh Biennial 
Canadian Conference on Dental Research and Education, 
Geneva Park, Ontario, June 1972. Editor, J. M. Gourley. 
Halifax, Association of Canadian Faculties of Dentistry, 1972. 
136 p. 

CASTANO, F. A. & ALDEN, B.A., ed. Handbook of ex- 
panded dental auxiliary practice. Philadelphia, Lippin- 
cott, 1973. 225 p. $9.75. 

CHARDON, J.D. Les responsabilités du chirurgien-den- 
tiste. Paris, Prelat, 1972. 303 p. $20. 

CHERASKIN, EMANUEL & RINGSDORF, W. M. Predic- 
tive medicine: a study in strategy. Mountain view, 
Calif. , Pacific Press Publishing Association, 1973. 182 p. 
$7. 95. 

COHEN, LAWRENCE. Oral diagnosis and treatment planning. 
Springfield, Ill., Thomas, 1973. 326 p. $19.75. 

COMBE, E. C. Notesondental materials. Edinburgh, Church- 
hill/Livingstone, 1972. 265 p. $10. 

CONFERENCE ON TEACHING METHODOLOGIES, February 
19-21, 1973, Maxwell Air Force Base, Montgomery, Ala- 
bama; proceedings. Sponsored by Council of Faculties, 
American Association of Dental Schools. Washington, 1973. 
70 p. 

commen, JEAN. Lexique des termes de pathologie 
dentaire. Paris, Prélat, 1972. 73 p. $5.50. 

DANILEVSKII, N. F. & KHOMENKO, L. A. Primenenie fer- 
mentov v stomatologii. Kiev, Zdorov'fa, 1972. 188 p. $2.75. 

DEI ROSSI, J. A. & OTHERS. An analysis of dental man- 
power and education in Illinois; a report prepared for 
Health Education Commission of the Illinois Board of 
Higher Education. Santa Monica, Calif., Rand Corporation, 
1971, 64p. $3. 

DELNON, HANSPETER. Die Zahnheilkunde John Hunters 
1728-1793) im Vergleich zum heutigen Stand der Zahn- 
medizin. Zurcher medizingeschichtliche Abhandlungen, 
Neue Reihe, No. 92) Zurich, Juris, 1972. 35 p. $3.75. 

DENTAL ALMANACH, 1973. Heidelberg, Dental Echo, 1973. 
384 p. 

DENTISTS REGISTER, 1973. London, General Dental Council, 
1973. 580 p. 

DEUBERT, L. W. & JENKINS, C. B. G. Tooth-coloured fill- 
ing materials in clinical practice. Bristol, Wright, 1972. 
94 p. $9.50. 

DEUTSCHE GESELLSCHAFT FUR ZAHN-, MUND- UND KIE- 
FERHEILKUNDE. Katalog uber kurzlich abgeschlossene 
und derzeit laufende wissenschaftliche Arbeiten auf dem 
Gebiet der Zahn-, Mund- und Kieferheilkunde, 1971/1973. 
Dusseldorf, 1973. 84 p. 

DINGERSON, A.G. & DINGERSON, M.R. Practice manage- 
ment in preventive dentistry. Philadelphia, Lippincott, 
1973. 193 p. $16. 

DYCE, J. M. Stress and decision-making in dental prac- 
tice. Berlin, Chicago, Die Quintessenz, 1973. 165 p. 
$24. 

EAST AFRICAN DENTAL ASSOCIATION. East African den- 
tal & medical directory, 1973. 2d. ed. Nairobi, 1973. 
200 p. $15. 


ECKERT, W. B., ed. Forensic dentistry. Wichita, Kansas, 
International Reference Organization in Forensic Medicine 
(1973) 33 p. $12. 

EGELBERG, JAN. Dentala plaque ochtandsten. Programmodell 
och pedagogisk radgivning: Sture Bernmalm. Lund, Stu- 
dentenlitteratur, 1972. 97 p. 

EHRLICH, A. B. Business administration for the dental 
assistant. Champaign, Ill., Colwell, 1972. 158 p. 
ENTRETIENS DE BICHAT, Paris, 1973. Odonto-stomato- 
logie. Paris, Expansion Scientifique Francaise, 1973. 

178 p. 

ERICSSON, YNGVE, ed. Nordisk ldrobok i kariologi. 3d 
ed. Stockholm, Sveriges Tandldkarférbunds Forlagsfé- 
rening, 1973. 448 p. $30.75. 

ERLANGEN-NURNBERG. UNIVERSITAT. INSTITUT FUR 
FREIE BERUFE. Eigen- und Fremdbild der Zahnarzte; 
eine empirische Untersuchung Uber Status, Funktion und 
Ansehen eines freien Heilberufes. Director: K. G. Specht; 
Projektbearbeiter: P. Lubecki. Nuremberg, 1972. 329 p. 

ESCHLER, JOSEF& OTHERS. Die Chirurgie des praktischen 
Zahnarztes. Munich, Werk- Verlag, 1971. 96 p. DM2l. 80. 

ESCHLER, JOSEPH & OTHERS. Kieferorthopadie fur den prak- 
tischen Zahnarzt; eine Einfuhrung. (Schriften zur Praxis des 
Zahnarztes, Band 9) Munich-Grafelfing, Werk- Verlag Dr. 
Edmund Banaschewski, 1971. 122 p. $7.80. 

FAGAN, M. J. New concepts in implant dentistry "implanto- 
dontics". 4thed. Atlanta, Dental Practice Plan, Inc., 1972. 
$23.95. 

FEDOROV, LU. A. Gigiena polosti rta. Leningrad, Me- 
ditZina, 1972. 60 p. $0.75. 


FEELEY, N. O., comp. A pictorial look at early Kansas den- 
tistry. Topeka, Kansas State Dental Association, 1971. 15 p. 
FEIJGO, G. M. Ortopedia funcional; atlas de la aparatologia 
ortopédica, 3d ed. Buenos Aires, Mundi, 1972. 223 p. $6. 


FELDSTEIN, P. J. Financing dental care: 
analysis. Lexington, Mass., 
259 p. $13. 50. 

FINN, S.B., ed. Clinical pedodontics. 4th ed. Philadel- 
phia, Saunders, 1973. 704 p. $19.50. 

FIRU, PETRE. Stomatologie infantil4. 2d ed. Bucharest 
Editura Didactic% si Pedagogicd, 1971. 240 p. 

FORD, P. M. & MACLEAN, D. Lecture notes on clinical 
medicine and surgery for dental students. Oxford, Black- 
well Scientific Publications, 1972. 267 p. $7. 

FOUNDATION FOR DENTURE RESEARCH. Personalized 
denture procedures: laboratory manual. Prepared by 
the members of the Foundation for Denture Research. 
Supervised by Earl Pound. 2d ed. Kansas City, Kay 
See Dental Mfg. Co., 1973. 24 p. $15. 

FRAZIER, C.A., ed. Dentistry and the allergic patient. 
Springfield, Ill., Thomas, 1973. 429 p. $18.75. 

FREDERIKS, EDITH. Vascular pattern in embryos with 
clefts of primary and secondary palate. (Ergebnisse der 
Anatomie und Entwicklungsgeschichte, Band 46, Heft 6) 
Gerlin, New York, Springer, 1973. 50 p. $10. 40. 

FREIHOFER, H. H. Zahniarztliche Ausbildung; die Reform der 
zahnarztlichen Ausbildung mit besonderer Beriicksichtigung 
der schweizerischen Verhaltnisse und ihre Realisierung an 
der Universit&t Zirich. Zurich, Juris, 1972. 133 p. 


an economic 
Lexington Books, 1973. 


DENTAL BOOKS PUBLISHED 1973 


GAERNY, A. A. Removable closure of the interdental space 
(C.1.S.). With special consideration of the construction tech- 
nique for individually milled attachments. Berlin, Chicago, 
Die Quintessenz, 1972. 196 p. $48. Translation of Der ab- 
nehmbare Interdentalraum-Verschluss (I. R. V.)} 

GARCIA VICENTE, LUIS. Anestesia troncular en estoma- 
tologia. Madrid, Martinez de Murguia, 1972. 126 p. 
$17.25. 

GARTNER, FRANZ. Rehabilitation und Versorgungsrecht von 
Kriegsversehrten im Kiefer-Gesichtsbereich. Munich, Han- 
ser, 1972. 128 p. $9.45. 

GEDALIA, ITZHAK & ZIPKIN, ISADORE. The role of fluo- 
ride in bone structure. St. Louis, Green, 1973. 40 p. $3.50. 

GEHRING, FRIEDRICH. Extrazellulére Polysaccharide bildende 
Streptokokken aus Zahnplaques und ihre Beziehung zur 
Zahnkaries. Munich, Hanser, 1972. 143 p. DM 34. 

GENERAL DENTAL COUNCIL. Dental postgraduate study in 
the United Kingdom and the Republic of Ireland. 4th ed. 
London, 1972. 75 p. $2.75. 

GERMANY (FEDERAL REPUBLIC). BUNDESVERBAND DER 
DEUTSCHEN ZAHNARZTE. Informationen tber zah- 
narztliche Arzneimittel. Cologne, 1973. 261 p. 

GILMORE, H. W. & LUND, M. R. Operative dentistry. 2d 
ed. St. Louis, Mosby, 1973. 67lp. $21. 

GOLDMAN, H. M. & COHEN, D. W. Periodontal therapy. 
5th ed. St. Louis, Mosby, 1973. 1070 p. $26.50. 

GREAT BRITAIN. DEPARTMENT OF HEALTH AND SO- 
CIAL SECURITY. Code of practice for the protection 
of persons against ionizing radiations arising from med- 
ical and dental use. London, H.M. Stationery Office, 
1972. 138 p. $3.50. 

GREENER, E. H. & OTHERS. Materials science in dentistry. 
Baltimore, Williams & Wilkins, 1972. 408 p. $19.75. 

GRIFFIN, A. J. Dental laboratory management; proven meth- 
ods to bring success. (Dental laboratory technology). 
Chapel Hill, Bureau of Correspondence Instruction, Uni- 
versity of North Carolina. 1972. 62 p. $6. 

HALL, R.M., ed. Facial, oral and reconstructive surgery. 
With contributions and 242 illustrations by Ted Bloodhart. 
(Air instrument surgery, Vol. 3) Heidelberg, New York, 
Springer, 1973. 240 p. $36. 

HANSEN, E. R. Ang. tandplejen: hvad siger loven? Copenhagen, 
Odontologisk Boghandels Forlag, 1971. 69p. $3.50. 

HARRIS, J. E. & WEEKS, K. H. X-rayingthe pharaohs. New 
York, Scribner's, 1973. 195 p. $10. 

HAYES DIRECTORY OF DENTAL SUPPLY HOUSES, 1973- 
1974. Newport Beach, Calif., Hayes, 1973. 29p. $20. 
HENDERSON, DAVIS & STEFFEL, V. L. McCracken's remov- 
able partial prosthodontics. 4th ed. St. Louis, Mosby, 1973. 

477 p. $17.75. 

HOFFMANN-AXTHELM, WALTER. Die Geschichte der Zahn- 
heilkunde. Berlin, Die Quintessenz, 1973. 415 p. $52. 
HOOF, R. F. van. Enlargement of the coronoid process; with 
special reference tothe trismus-pseudocampylodactyly syn- 

drome. Leiden, Stafleu & Tholen, 1973. 120 p. 

HOOF, R. F. van. Fysiotherapie voor mond en kaak. Leiden, 
Stafleu & Tholen, 1972. 153 p. $11.50. 

HOUSE, R. K. Dentistry in Ontario. A study for the Commit- 
on the Healing Arts. Toronto, Queen's Printer, 1970. 274 p. 


HOWARD, W. W. Review of operative dentistry. St. Louis, 
Mosby, 1973. 230 p. $8. 25. 

HOWARD, W. W. & PARKS, A. L. The dentist and law. 3d ed. 
St. Louis, Mosby, 1973. 246p. $11.75. 

HUNSTADBRATEN, KAI. Tannleger i trekvart Srhundre; 
norsk odontologi 1800 - 1875. Vikersund, Caspersens 
Trykkerei (1970) 96p. $2. 50. 

INDEX TO DENTAL LITERATURE, 1972. Chicago, American 
Dental Association, 1973. 685)p. $20. 

INDIA. DENTAL COUNCIL OF INDIA. History of the Den- 
tal Council of India; silver jubilee, 1948-73. New Delhi, 
Dental Council of India, 1973. 165 p. 

INTERNATIONAL PROSTHODONTIC WORKSHOP ON COM- 
PLETE DENTURE OCCLUSION, June 12-15, 1972, the 
University of Michigan, School of Dentistry, Ann Arbor. 
Co-editors: B.R. Lang, C.C. Kelsey. Ann Arbor, 1973. 
338 p. $10. 

ISAACSON, K.G. & WILLIAMS, J.K. An introduction to fix- 
ed appliances. Bristol, Wright, 1973. 118 p. $11. 

JANN, G. R. Lisping and tongue thrusting (the evaluation and 
retraining of orofacial muscle behavior). 3ded. Brockport, 
N.Y., Department of Speech, State University College, 1972. 
36 p. $1. 

JAPAN. MINISTRY OF HEALTH AND WELFARE. Report 
on the survey of dental diseases (1963-1969). Tokyo, Je 
pan Dental Association, 1971. 239 p. 

JENSEN, M.W. The little lost tooth. Illustration: R. J. 
Moore. Sunnyvale, Calif., The Author, 1972. 18 p. 
$3. 95. 

JOHNSON, D.W. & HOLZ, F.M. Legal provisions on ex- 


panded functions for dental hygienists and assistants 
summarized by state 1972. (DHEW publication No. (HRA) 
74-6.) Washington, Govt. Print. Off., 1973. 75 p. $1.05. 
KABAKOV, B.D. & OTHERS. Kratkil kurs voennol! stoma- 


tologii. Leningrad, Medifsina, 1973. 213 p. $2.75. 

KATZ, G. T. The determination of human occlusion; a work- 
book for students of gnatho-kinesiology with maxillary and 
mandibular transparencies in three planes. Los Angeles, 
Marina Press, 1972. [43}p. $34.50. 

KATZ, SIMON & OTHERS. Preventive dentistry in action. 
Upper Montclair, N. J., D.C.P. Publishing, 1972. 324 p. 
$25. 

KHOROSHILKINA, F. fA. Funkfsional'nye metody lechenifa 
v ortodontii. Moscow, Medifsina, 1972. 144 p. $1. 90. 
KIMMEL, KARLHEINZ & PFANNENSTIEL, HUBERT. Das 
rationelle Labor; Ergonomie in der Zahntechnik. 2d ed. 

Munich, Never Merkur, 1972. 338 p. $9.65. 

KIRSCH, THEODOR. Chemotherapie in der Zahn-, Mund- und 
Kieferheilkunde; Forschung und klinische Anwendung. 2. 
Norddeutsche Therapiegesprache Bad Pyrmont, November 
1971. Stuttgart, Thieme, 1972. 85 p. $5.50. 

KODAK COMPANY. X-rays in dentistry. Rochester, N.Y., 
1972, 84 p. 

KORNFELD, MAX. Rehabilitacién bucal; procedimientos clinic- 
os y de laboratorio. Buenos Aires, Mundi, 1972. 2 v. $30. 
‘Translation of Mouth rehabilitation, 1967. 

KROGER, EBERHARD. Lehrbuch der chirurgischen Zahn-, 
Mund- und Kieferheilkunde. Band 1. Berlin, Die Quin- 
tessenz, 1973. 356 p. $55. 


KRYSHTAB, S. L & OTHERS. Orthopedicheskoe lechenie 
nesrashchenii néba. Kiev, Zdorov'fa, 1973. 123 p. $1. 90. 

KURLfANDSKIH, v. f0. Orthopaedic stomatology. Trans- 
lated from the Russian by L. Aksenova. Moscow, Mir, 
1971. 520 p. $7. 

KUSEN, G. J. De denkwijze in de mondheelkunde. Leiden, 
Stafleu & Tholen, 1972. 2lp. $1.75. 

KUTSCHER, A.H. & GOLDBERG, 1.K., ed. Oral care of 
the aging and dying patient. Springfield, Ill., Thomas, 
1973. 209 p. $12. 50. 

KUTSCHER, A. H. & OTHERS, ed. The terminal patient: oral 
care. New York: published by Foundation of Thanatology; 
distributed by Columbia University Press, 1973. 273 p. 

$12.50. 

LANGLADE, MICHEL. Therapeutique orthodontique. Pa- 
ris, Maloine, 1973. 475 p. $45. 

LANGLAND, 0O.E. & SIPPY, F.H. Textbook of dental 
radiography. Springfield, Tll., Thomas, 1973. 380 p. 
$17.50. 

LASSLO, ANDREW & QUINTANA, R. P., ed. Surface chem- 
istry and dental integuments. Springfield, Ill., Thomas, 
1973. 445 p. 

LE DIASCORN, HENRI. Anatomie et physiologie des sutures 
de la face. Paris, Prélat, 1972. 95p. Fr. 30. 

LONGACRE, J. J. Rehabilitation of the facially disfigured; 
prevention of irreversible psychic trauma by early recon- 
struction. Springfield, Ill., Thomas, 1973. 124 p. $14.75. 

LUCCHESE, F. P. Guida pratica al trattamento ortodontico 
della maloclusione di II classe, I divisione nella dentadura 
definitiva secondo la tecnica "edgewise arch". Bologna, 
E.M.0O.S., 1972. 81lp. 

MALMO (SWEDEN). SCHOOL OF DENTISTRY. Annual pub- 
lications, Vol. 15, 1972. Lund, 1973. 27 p. 

MARXKORS, REINHARD. Werkstoffe in der zahnarztlichen 
Praxis. Frankfurt a. M., Sarth, 1972. 182 p. $13.85. 
MAURY, F. Treatise on the dental art, founded on actual 
experience. Translated from the French, with notes and 
additions, by J. B. Savier. Boston, Milford House, 1972. 

324 p. $35. Facsimile of 1843 edition. 

McKEOWN, JOE. Everybody's tooth book; an illustrated guide 
to the care and feeding of your teeth. Santa Cruz, Calif., 
Happy Valley Apple Press, 1973. 129 p. $2.95. 

MERGENHAGEN, S.E. & SCHERP, H.W., ed. Compara- 
tive immunology of the oral cavity. (DHEW publication 
No. (NIH) 73-438.) Bethesda, Md., U.S. National Insti- 
tutes of Health: for sale by U.S. Government Printing 
Office, Washington, 1973. 236 p. $4.75. 

MESSING, J. J. & RAY, G. E. Operative dental surgery. 
London, Kimpton, 1972. 239 p. $24.60. 

MICHLER, MARKWART * BENEDUM, JOST. Einfuhrung in 
die medizinische Fachsprache; medizinische Terminologie 
fir Mediziner und Zahnmediziner auf der Grundlage des 
Lateinischen und Griechischen. Berlin, New York, Sprin- 
ger, 1972. 352p: $10. 40. 

MIEHLKE, ADOLF. Surgery of the facial nerve. 2d ed. 
Munich, Urban & Schwarzenberg; Philadelphia, Saunders, 
1973. 281 p. $45. Translation of Die Chirurgie des 


Nervus facialis. 
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MILLER, W. D. The micro-organisms of the human mouth; 
the local and general diseases which are caused by them. 
Unaltered reprint of the original work published in 1890 
in Philadelphia. With an introductory essay by K.G, KUnig. 
Basel, New York, Karger, 1973. 364 p. $26.50. 

MJOR, I. A. & PINDBORG, J. J., ed. Histology of the hu- 
man tooth. Copenhagen, Munksgaard, 1973. 180 p. D. kr. 
115. 

MOYERS, R. E. Handbook of orthodontics for the student and 
general practitioner. 3ded. Chicago, Year Book Medical 
Publishers, 1973. 778 p. $23.95. 

MUMFORD, J.M. Toothache and related pain. Edinburgh, 
Churchill & Livingstone, 1973. 278 p. $17. 50. 

MURATORI, GIORDANO. L'implantologia orale multipo. 
Bologna, Cantelli, 1972. 303 p. 

MURRAY, H. V. & SLUDER, T. B. Fixed restorative tech- 
niques. (Dental laboratory technology.) Chapel Hill, Bu- 
reau of Correspondence Instruction, University of North 
Carolina, 1972. 308 p. $12.50. 

NALLY, F. F. & EGGLESTON, D. J. A manual of oral 
medicine. Manchester, Manchester University Press, 
1973. 46 p. $3.50. 

NAPADOV, M.A. Samotverdefushchie plastmassy oteche- 
stvennogo proizvodstva i ikh primenie v stomatologii. 
Moscow, Medit3ina, 1971. 160 p. $2.50. 

NAPADOV, M. A. & SAPOZHNIKOV, A. L. Protezirovanie 
bol'nykh s polnym otsutstviem zubov. Kiev, Zdorov'ia, 1972. 
183 p. $2.90. 

NATIONAL DENTAL ASSOCIATION "CHARET". Status of den- 
tal health in the Black community, July 28-30, 1972. New 
Orleans; final report presented to National Health Service 
Corps. Charlottesville, Va., 1972,} 86 p. 

NATVIG, HAAKON & OTHERS. Fluorinnholdet i norske 
vannforsyninger. Oslo, Helsedirektoratet, 1973. 76 p. 
NIPPON DENTAL COLLEGE. Annual publications, Vol. 7, 1971- 

1972. Tokyo, 1973. 182 p. 

NOLTE, W. A., ed. Oral microbiology. 2d ed. St. Louis, 
Mosby, 1973. 455 p. $18. 

NORDENRAM, AKE. Manual of local anaesthesia in general 
dentistry. Bergen, 1971. 39 p. $6.75. 

OKOLOT, T. P.  Khirurgicheskoe lechenie okolokornevor 
kisty s sokhraneniem zubov. Minsk, Belarus', 1972. 
88 p. $1.50. 

ORAL PHYSIOLOGY; proceedings of the International Sympo- 
sium held in Wenner-Gren Center, Stockholm, August 1971. 
Edited by Nils Emmelin and Yngve Zetterman. (Wenner-Gren 
Center international symposium series, Vol. 20.) Oxford, 
New York, Pergamon Press, 1972. 302 p. $30. 

ORBAN, B. J. Periodentics; a concept--theory and practice. 
By D. A. Grant @t al] 4thed. St. Louis, Mosby, 1972. 715 p. 

$21. 75. 

OSAKA DENTAL UNIVERSITY. DEPARTMENT OF PHYSIOL- 
OGY AND ORAL PHYSIOLOGY. Occlusion, mastication, 
salivary secretion and toothbrushing; abstracts of papers 
(M1). Yukio Kakudo, editor. Osaka, 1972. 179 p. 

OSIPOV-SINESTI, GRIGORE. La parodontopathie essentielle; 
conception originale d'interprétation et de traitement par 
les bio-stimulateurs des omo-implants d'os mineral. 

Paris, Maloine, 1971. 254. p. $21.75. 
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PARULA, NICOLAS. Técnica de operatoria dental. 5th ed. 
Buenos Aires, Mundi, 1972. 533 p. 

PATTISON, A. M. & BEHRENS, JACQUELYN. Dental hy- 
giene: the detection and removal of calculus. Reston, Va. 
Reston Publishing Company, 1973. 252 p. $9.95. 

PEACOCK, BASIL. Discursive dentist; recollections and diver- 
sions. London, Heinemann Health Books, 1972. 164p. $6. 60. 

PEISAKHOVICH, I. M. & OTHERS. Gerontostomatologifa. 
Kiev, Zdorov'fa, 1973. 192 p. $4.25. 

PERIODONTAL DISEASE: immunological factors. Papers 
by Irving Glickman fet al] New York, MSS Information 
Corporation, 1972. 2 v. $30. Reprinted from various 
dental & medical journals. 

PHILIPPE, JULIEN. Orthodontie; des principes et une tech- 
nique. Paris, Prélat, 1972. 286p. Fr. 116. 

PHILLIPS, R. W. Skinner's Science of dental materials. 7th 
ed. Philadelphia, Saunders, 1973. 682 p. $19. 

PINDBORG, J. J. Atlas of diseases of the oral mucosa, 2d ed. 
Philadelphia, Saunders, 1973. 285 p. $43.50. 

POUND, EARL. Personalized denture procedures, dentists' 
manual. Anaheim, Calif., Denar Corporation, 1973. 
112 p. $25. 

POWERS, G. R. Cleft palate. Indianapolis, Bobbs- Merrill, 
1973. 38 p. $1.25. 

PRAGAI, GEZA & SZABO, IMRE. Protetikai propedeutika. 
Budapest, Szegedi Orvostudomdnyi Egyetem, 1972. 201 p. 
Ft. 10.50. 

PRAGUE. CHARLES UNIVERSITY. CLINIC OF STOMA- 
TOLOGY. Annual publications, Vol. 3, 1972. Hradec 
Krdlové, 1972. 49 p. Mimeo. 

PROVISION OF DENTAL CARE IN THE COMMUNITY, May 22- 
26, 1966, Hartland, Michigan, presented by School of Public 
Health, University of Michigan. Ann Arbor, 1973. 201 p. 

RACADOT, J. & WEILL, R. Histologie dentaire. Paris, 
Prélat, 1973. 235p. Fr. 58. 

REAP, C. A. Complete dental assistant's, secretary's, and 
hygienist's handbook. New York, Parker, 1973. 240p. $8. 95. 

REDTENBACHER, KURT.  Wurzelbehandlung vitaler und 
gangranéser Z4hne in einer Sitzung. 2d print. Munich, 
Zahnarztliche- Medizinisches Schrifttum, 1973 [[97%) 147 p. 
$18. 25. 

REES, T. D. & WOOD-SMITH, DONALD. Cosmetic facial sur- 
gery. Philadelphia, Saunders, 1973. 609 p. $65. 

REVIEW OF DENTAL PRACTICE, 1972. Ewell, Epsom, 
Surrey, Dental Publications, 1973. 96 p.€ 1. Selection of 
articles published in Dental practice, 

REYNOLDS, J. M. & ARAI, H. Y. Welcome to the world of 
orthodontics. Lubbock, Texas, Zulauf Associates, 1973. 
185 p. $48. 

RHODES, L. C. Directory of black dentists registered in the 
United States, 1972-1973. Norfolk, Va., Medical Dynamics, 
1973. 15lp. $7.50. 

RITACCO, A. A. Operatoria dental; modernas cavidades. 3d 
ed. Buenos Aires, Mundi, 1972. 463 p. 

RUKOVODSTVO PO KHIRURGICHESKOI STOMATOLOGI, Ed- 
ited by A. I. Evdokimov. Moscow, Medifsina, 1972. 584 p. 
$10. 50. 

RUMBAUGH, D. M., ed. Anatomy, dentition, taxonomy, mo- 
lecular evolution and behavior. (Gibbon and siamang, Vol. 
2.) Basel, New York, Karger, 1973. 230 p. $42.85. 


RYBAKOV, A.I. & IVANOV, LS. Klinika terapevticheskof 
stomatologii. Moscow, Medifsina, 1973. 303 p. $5. 25. 

SAFAR, PHILIPPE. Prothése fixée unitaire; nouvelles 
techniques d'utilisation des p&tes thermoplastiques 
empreinte et de réalisation des modéles unitaires. Pa- 
ris, Prélat, 1973. 136 p. 

SALARDI, S. & BERNARDI, M. Odontoiatria. Bologna, 
Edigraf, 1972. 183 p. 

SAO PAULO. UNIVERSIDADE. SECCAO DE DOCUMENTACAO 
ODONTOLOGICA, Catalogo de livros: cumulative quinquenal 
1966-1970. Sao Paulo, 1972. 231 p. 

SASKATCHEWAN. COLLEGE OF DENTAL SURGEONS. 
RESEARCH COMMITTEE. A dental care plan for the 
children of Saskatchewan: principles and concepts. Sas- 
katoon, 1973. 88 p. Mimeo. 

SAUERWEIN, ERNST. Zahnerhaltungskunde; Kariestherapie, 
Endodontie, Parodontologie. Eine Einfuhrung. 2d ed. 
Stuttgart, Thieme, 1972. XI, 278p. DM 12.80. 

SCHMUTH, G. P. F.  Kieferorthopadie: Grundziige und 
Probleme mit einem Beitrag von Ernst Clar. Stuttgart, 
Thieme, 1973. 254 p. DM 17. 80. 

SCHRANZ, DENES & KAAN MIKLOS. A klinikai fogpétlds- 
tani gyakorlatok vezérfonala. Budapest, Semmelweiss 
Orvostudom4nyi Egyetem, 1973. 299 p. Ft. 15. 

SCHUMACHER, G. H., ed. Morphology of the maxille-man- 
dibular apparatus; proceedings of a symposium held on 
the IX International Congress of Anatomists in Leningrad, 
from August 17 to 22, 1970. Leipzig, Thieme, 1972. 204 p. 
$23. 25. 

SCHUMACHER, G. H. & SCHMIDT, HANS. Anatomie und Bio- 
chemie der Zahne. Stuttgart, Fischer, 1972. 523 p. $41 

SCHWARZROCK, S. P. & JENSEN, J. R. Effective dental 
assisting. Dubuque, Iowa, Brown, 1973. 669 p. $10.95. 

SCHWECKENDIEK, WOLFRAM. Spaltbildungen des Gesichts 
und des Kiefers. (Aktuelle Oto-Rhino- Laryngologie, Heft 5) 
Stuttgart, Thieme, 1972. 149 p. $20. 35. 

SCOTT, J.H. & DIXON, A.D. Anatomy for students of dentistry. 
3d ed. Edinburgh, Livingstone, 1972. 606 p. $16. 25. 
SHOJI, YOSHIRO. Systemic endodontics. Berlin, Chicago, 

Die Quintessenz, 1973. 126 p. $22. 

SHUGAR, G. J. & OTHERS. How to get into medical and den- 
tal school. New York, Arco, 1972. 109 p. $4. 

SHUVAL, J. T. Israel study of social and psychological 
factors in dental health. Jerusalem, Israel Institute of 
Applied Social Research, 1970. 149 p. Mimeo. 

SIM, J. M. Minor tooth movement in children. St. Louis, 
Mosby, 1972. 329p. $26.50. 

SIMON, W.J. Clinical dental assisting. New York, Harp- 
er & Row, 1973. 432 p. $17. 50. 

SINGER, FRITZ & SCHON, FRITZ. Partial dentures; a 
textbook for the practitioner. Berlin, Chicago, Die 
Quintessenz, 1973. 207 p. $42. 

SISKIN, MILTON, ed. The biology of the human dental 
pulp. St. Louis, Mosby, 1973. 437 p. $21. 

SMITH, COLIN & PINDBORG, J. J. Histological grading of 
oral epithelial atypia by the use of photographic standards. 
Copenhagen, 1969. 40p. $5. 

SPANG, HERBERT. Die Quintessenz der prothetischen Hilfs- 
teile zur Verbindung abnehmbaren Zahnersatzelemente mit 
dem Restgebiss. (Quintessenz pockets, Band 9) Berlin, 
Die Quintessenz, 1973. 245 p. 


. 

. 
. 


SPERBER, G.H. Craniofacial embryology. (Dental praction- 
er handbook, No. 15.) Bristol, Wright, 1973. 132 p. 
$l. 75. 

SPIRO, S.R., ed. Amnesia-analgesia techniques in dentist- 
ry. Springfield, Ill., Thomas, 1972. 225 p. $8.95. 

SPOUGE, J. D. Oral pathology. St. Louis, Mosby, 1973. 487p. 
$17. 75. 

SOUTHERN CALIFORNIA DENTAL ASSOCIATION. COUN- 
CIL ON DENTAL CARE PROGRAMS. Symposium on 
group practices; different ways to deliver dental care, 
March 23-25, 1973, Los Angeles. Los Angeles, 1973. 
63 p. 

STALEY, R.N. Orthodontic laboratory manual. Iowa City, 
University of Iowa, 1973. 119 p. $4.15. 

SYMPOSIUM ON PERIODONTAL RESEARCH; highlights. 
(Held at the Fifteenth World Dental Congress in Mexico 
City on October 25, 1972] Presented by the American 
Dental Association, the Fédération Dentaire Internation- 
ale, the Warner-Lamber Company. Morris Plains, N.J., 
Public Relations Department, Warner-Lambert Company 
0972) 47 p. 

A SYMPOSIUM ON THE DIAGNOSIS AND TREATMENT OF 
ORAL CANCER. Presented by: the Department of Oral 
Pathology and Oral Medicine and the Department of Pre- 
ventive Dentistry, Meharry Medical College, on Thursday, 
May 29 and Friday, May 30, 1969, at Meharry Medical 
College, Nashville, Tennessee. Nashville, 1972. 150 p. 

TAJIMA, TAMAO. Rinsho koko geka kyshitsu zukan. (Il- 
lustrated clinical oral surgery) Vol. 3. Nagoya, Shikai 
Hochi, 1973, 170 p. 3000 yen. In Japanese. 

TANDARTSENGIDS, 1973. Utrecht, Nederlandsche Maatschappij 
tet Bevordering der Tandheelkunde, 1973. 349 p. 

TERAPEVITCHESKAIA STOMATOLOGIA. Vol. 7. Kiev, 
Zdorov'fa, 1972. 234p. $4.75. 

TEXAS. STATE. DIVISION OF DENTAL HEALTH & UNI- 
VERSITY OF TEXAS DENTAL BRANCH, HOUSTON. 
Texas handbook on dental health education. In coopera- 
tion with Texas Education Agency. Houston, Harrell, 
1972. p. $2.75. 

THACKRAY, A. C. Histological typing of salivary gland tu- 
mours. (International histological classification of tu- 
mours, No. 7.) Geneva, World Health Organization, 1972. 
28 p. & 46 colored plates, 

THODEN VAN VELZEN, S.K. Een inleiding tot de endo- 


dontie. Leiden, Stafleu & Tholen, 1973. 156 p. Dfl. 
$7. 50. 
THUROW, R. C. Edgewise orthodontics. St. Louis, Mosby, 1972. 
336 p. $29. 


TILL, THOMAS, Nahrung und Gebissverfall; ein medizinisches 
Weltproblem. (Schriftenreihe fiir spezialmedizinische 
Forschung, Band 1) Vienna, Maudrich, 1972. 50 p. $5.10. 

TOTH, PAL & DENES, JOZSEF. Gyermekfogdszat; fogsza- 
bélyozfs. Budapest, Medicina, 1973. 320 p. Ft. 67. 

TRAUNER, RICHARD. Kiefer- und Gesichtshirurgie. Munich, 
Urban & Schwarzenberg, 1973. 773 p. $65.50. 2nd ed., of 
Pichler/Trauner Mund- und Kieferchirurgie, Vol. 2., 1948. 

U.S. DEPARTMENT OF HEALTH, EDUCATION, AND WEL- 

FARE. Report on licensure and related health credential- 
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ing, June 1971. Washington, Govt. Print, Off. , 1971. (DHEW 
publication No. (HSM) 72-11.) Washington, Govt. Print. Off. , 
1971. 154 p. $0.70. 

U. S. NATIONAL INSTITUTE OF DENTAL RESEARCH. Den- 
tal research in the United States and Canada, fiscal year 
1971; a catalog of dental research projects sponsored by 
Federal and non-Federal organizations. Bethesda, Md, 
1973. 283 p. 

U. S. NATIONAL INSTITUTE OF DENTAL RESEARCH. 
Grants and awards, fiscal year 1972 funds. Bethesda, 
Md., 1973. 138 p. 

U. S. NAVAL TRAINING SUPPORT COMMAND. Dental tech- 
nician 1 & C, (Rate training manual NAVTRA 10683. ) Wash- 
ington, Govt. Print. Off., 1972. 282 p. $2. 

VENEZUELA. UNIVERSIDAD CENTRAL. FACULTAD DE 
ODONTOLOGIA. Boletin bibliogr4fico, Vol. 1, No. 1. Carac- 
as, 1972. 58 p. Mimeo. 

VERMEIJ-KEERS, CHRISTL. Transformations in the facial 
region of the human embryo. Berlin, New York, Springer, 
1972. 30p. $6. 

WALTHER, D. P., ed. Ortodoncia actualizada. Buenos Aires, 
Mundi, 1972. 524p. $18. Translation of Current orthodontics 
Bristol, 1966. 

WARD, H.L., ed. A periodontal point of view; a practical 
expression of current problems, integrating basic sci- 
ences with clinical data. Springfield, I1l., Thomas, 1973. 
475 p. $19. 75. 

WARD, H. L. & SIMRING, MARVIN, ed. Manual of clinical 
periodontics. St. Louis, Mosby, 1973. 191p. $9.75. 

WIESNER, G.R. & OTHERS. Orthodontics and wind instru- 
ment performance. Washington, Music Educators Nation- 
al Conference, 1973. 34 p. $3. 

WEISZ, F. H. On delegation in medicine and dentistry. 
Brussel, Samson, 1972, 212 p. 

WORLD HEALTH ORGANIZATION. Application of the In- 
ternational Classification of Diseases to dentistry and 
stomatology. Geneva, 1973. 114 p. $4. 80. 

WORLD HEALTH ORGANIZATION. REGIONAL OFFICE FOR 
THE WESTERN PACIFIC, First regional workshop on den- 
tal health services, University of Singapore, 9-16 May, 1972; 
final report. Manila, 1972. 206 p. Limited distribution. 

WUEHRMANN, A. H. & MANSON-HING, L. R. Dental radi- 
ology. 3ded. St. Louis, Mosby, 1973. 466 p. $19.50. 

THE YEAR BOOK OF DENTISTRY, 1973. Chicago, Year 
Book Medical Publishers, 1973. 502 p. $14. 

YOUNG, PORSCHE. Never call retreat: a teaching manu- 
al for the control therapist. Boulder, Colorado, Gla- 
cier Press, 1973. 75 p. Mimeo. $17. 50. 

ZAHNARZTE-KALENDER DER DEUTSCHEN DEMOKRATI- 
SCHEN REPUBLIK. Herausgegeben von Klaus Pape. 
Jahrgang 11/1973. Berlin: Verlag Volk und Gesundheit 
1973. 320 p. DM 8. 

ZEBOOKER, E. P. Your teeth, your dentist, and your health; 
an illustrated handbook for the parent and patient. New York, 
Exposition Press, 1973. 132 p. $5. 

ZIPKIN, ISADORE, ed. Biological mineralization. New 
York, Wiley, 1973. 899 p. $45. 


CANADIAN AND UNITED STATES 
DISSERTATIONS AND THESES 1950-1960 


Margery R. Jansen 


Librarian, College of Dentistry 
University of lowa 


The January 1956 issue of Dental Abstracts listed forty-eight 
doctoral and masters' dissertations and theses of dental in- 
terest which had been accepted by dental or graduate schools 
and for which degrees had been granted during 1951, 1953-55. 
These listings continued to appear monthly in Dental Ab- 
stracts until December, 1964. The Index to Dental Liter- 
ature made reference to them under the headings EDUCA- 
TION, DENTAL -- postgraduate and EDUCATION, DENTAL 
-- dissertations and theses. Beginning with January 1961 
and continuing through 1963 the theses listed in Dental 
Abstracts were also printed in the Index under the heading 
EDUCATION, DENTAL -- dissertations and theses. In 1964 


Dental Abstracts discontinued the section on dissertations 


and the single’ listing which appeared in the Index was 
transferred to the preliminary pages of the Index where 
theses were arranged by country and institution in one 
section and by author in a second section. This arrange- 
ment continued until the volume for 1972 where a subject 
section was added. From 1960 - 1973 some 9,900 items 


have been recorded. 


To these listings is now added this extensive work pre- 
pared by Ms. Margery R. Jansen, dental librarian of the 
University of Iowa. Ms. Jansen sent a letter in 1972 to 


all the schools recorded in the Dental Students’ Register 


as having graduate students, beginning with 1949. In re- 
sponse thirty-four schools sent in the titles of 1,551 theses. 
The subject section was developed of necessity on the 
basis of the titles given and has, perforce, been made 


general. 


The close observer may sometime find a discrepancy 
between a title given in Dental Abstracts during the years 
1956 - 1960 and the title in this catalog. The titles used 
in this section, however, have been taken from library 


card catalogs. 


In addition to the librarians who submitted lists, Ms. 
Jansen was assisted in this voluntary effort by Ms. Martha 
Czaikowski, Ms. Marty Kraus, Ms. Tracy Middleton and 


Mr. Bruce Radtke, University of Iowa. 
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CANADIAN AND UNITED STATES 
DISSERTATIONS AND THESES 
by Country and Institution 1950-1960 


CANADA 


TORONTO. UNIVERSITY. FACULTY OF DENTISTRY. 124 

Edward Street, Toronto 2, Ontario, Canada 

Allen, D. N. An electromy»graphic study of the right 
temporal muscles of monozygotic and dizygotic twins. 
M.S.D. 1957 

Anderson, D. L. Histochemistry of connective tissues 
interfibrillar substances. M.S.D. 1957 

Antoni, A. A. The temporomandibular joint -- its com- 
ponent parts, its derangements, and their treatment. 
M.S.D. 1954 

Bim, J. A., Eisner, D. A. and Ibanez, C. R. Morphology 
of the human mandible: a study of gonial angle and 
mandibular length in normal children and children 
with cleft palate at six, eight and ten years of age. 
Dip. Orthod. 1960 

Boyko, R. An evaluation of the techniques for electro- 
myography of the temporal muscle and a study of 
certain aspects of its function in a group of children 
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techniques. M.S. 1954 

Soparker, Pramod M. A three-segment approach to arch 
measurement, with particular reference to age changes 
and tooth positioning. M.S. 1956 

Sprott, Robert E. Cephalometric standards for the seven 
year old angular measurements. M.S. 1952 

Staley, Clement Edwin. Root recovery. M.S. 1955 

Tade, William Howard. A histochemical study of poly 
saccharides in bovine dental pulp. M.S. 1960 

Telle, Erik S. A longitudinal study of skeletal face 
height in girls, five to thirteen years of age. M.S. 
1956 

Thayer, Keith Evans. Impression technique for a com- 
plete maxillary denture. M.S. 1956 

Thoen, Roscoe Joseph. A comparison of labio-lingual in- 
clination of anterior teeth of articulator mountings and 
natural cases. M.S. 1952 

Thompson, Robert Morris. Pulpless replantation proce- 
dures of canine teeth; a clinical and histological study. 
M.S. 1956 

Wagner, Richard Gordon. Cephalometric standards for 
the eight year old. M.S. 1952 

Waite, Daniel Elmer. Operating room technique under 
general anesthesia. M.S, 1955 

Wakely, John Wilbert. The script for a movie illustra- 
ting "Maintaining a dry field in operative dentistry." 
M.S. 1954 

Walker, Frederick Eugene. Clinical procedures in per- 
iodontal therapy. M.S. 1956 

Whiteside, Robert Merle. Immediate denture surgery. 
M.S. 1955 

Wicks, Raymond LaVern. Facial height and depth rela- 
tionships at four and eight years. M.S. 1953 

Wilson, Oliver Emanuel. The comparison between the 
emergence of the deciduous and permanent teeth. 
M.S. 1950 

Wormley, John H. Complete denture articulation for or- 
thognathous and prognathous cases. M.S. 1956 


Yock, Douglas Harold. The script for a movie illustra- 
ting ''The porcelain jacket veneer crown preparation." 
M.S. 1954 

Young, Leo Emmet. Jaw relationship records. M.S 1954 

Zwickel, Normal Louis. Impression procedures for eder 
tulous cleft palate patients. M.S. 1957 


LOYOLA UNIVERSITY. MEDICAL CENTER. 2160 South First 


Avenue. Maywood, Ilinois 60153 

Acevedo, Raul R. An investigation of the stretch of the 
perioral muscles. M.S. 1959 

Asahino, Steve N. An electromyographic study of the 
masseter and temporal muscles before, during and 
after orthodontic treatment. M.S. 1960 

Brescia, Nicholas J. Roentgenographic study of the 
trabecular pattern of the alveolar processes of the 
human maxilla and mandible. M.S. 1959 

Carter, Gilbert V. Electromyographic study of mandibu- 
lar posture as influenced by horizontal changes of 
head posture. M.S. 1959 

Chase, Lawrence P. Changes in the maturation of 
epithelial cells in the mucous membrane of the 
cheek after therapeutic x-ray radiation in patients 
with head and neck carcinoma. M.S. 1960 

Choukas, Nicholas Chris. The anatomy of the temporo- 
mandibular joint in humans. M.S. 1958 

Coady, John M. A study of gamma irradiated mouse 
incisor. M.S. 1960 

Edgar, David L. An electromyographic study of the ef- 
fect of negative intraoral air pressure on the perioral 
musculature. M.S. 1960 

Gargiulo, Anthony W. Mitotic activity of human oral ep- 
ithelium when exposed to hydrogen peroxide. M.S. 1959 

Iwersen, Arthur E. Contributions of liberal arts colleges 
towards the educational preparation of dental students. 
M.S. 1960 

Marfino, Nicholas Robert. A histologic study of regener- 
ation on the supporting tissues of dogs following exper- 
imental surgery. M.S. 1958 

Mittelman, Henry R. Healing of an experimental incision 
in the human attached gingiva. M.S. 1958 

Parikh, Naishadh. A study of residual activity in tempo- 
ralis muscle. M.S. 1960 

Pawlowski, Bernard M. An electromyographic appraisal 
of temporal and digastric muscle behavior under the’ 
oblique loads. M.S, 1959 

Powers, Bernard J. A radiographic study of the relation 
of the mandibular angle to the opening movements of 
the mandible. M.S. 1958 

Reeve, Charles M. The prevalence, morphology and dis- 
tribution of epithelial rests in the periodontal ligament 
of humans. M.S. 1960 

Santangelo, Mario V. A study of gamma irradiated mouse 
submandibular gland. M.S. 1960 

Schoenheider, William A. DNA metabolism of the basal 
cell layer of the epithelium of the tongue in the mouse. 
M.S. 1960 

Shanahan, Richard J. An electromyographic study of the 
masseter and temporal muscles before, during and aft- 
er orthodontic treatment. Part III: One week after the 
placement of archwires. M.S. 1960 


Loyola-- Maywood (Cont. ) 

Smith, Charles E. An electromyographic appraisal of 
muscle tensions in the temporal and infrahyoid mus 
culature. M.S. 1960 

Widen, Bernard A. An electromyographic study of the 
masseter and temporal muscles before, during and 
after orthodontic procedures. Part I. Before and one 
one day after separating wires were placed between 
the teeth. M.S. 1960 

Wilderman, Malbern Norris. Histogenesis of repair of 
the dental supporting tissues after mucogingival resec - 
tion. M.S. 1959 

MARYLAND. UNIVERSITY. SCHOOL OF DENTISTRY. lll 

South Greene Street, Baltimore, Maryland 21201 

Adamo, Norma Jean. Microcirculation in the spleen. 
M.S. 1960 

Campbell, John L. The antibiotic sensitivity of the 
causitive agents of acute cellulitis of face and neck. 
M.S. 1953 

Cooksey, Virginia H. The effect of sodium fluoride on 
alkaline phosphatase in rat dentition. M.S. 1957 

Davis, J. L. In vivo studies to determine the chemo- 
therapeutic effect of broad spectrum antibiotics on 
the rickettsia, coxiella burneti. M.S. 1960 

Heifetz, C. L. Some studies on staphylococcus aureus 
with special reference to the interaction of lysozyme 
and antibiotics. M.S. 1960 

Heller, W. M. A comparative evaluation of preservatives 
for use in eye solutions. Ph.D. 1955 

Jordan, Howard Vernon, Jr. Studies on the lactobacilli 
from the oral cavity of the albino rat. Ph. D. 
1957 


Joseph, J. Mehsen. A study of lysozyme activity. Ph. D. 
1954 

Konetzka, Walter Anthony. Bacterial activity on organic 
components of human teeth. Ph.D. 1954 

Langford, George Curtis. Occurrence of anaerobic 
neisseria in the normal human mouth. M.S, 1950 

Levine, Phillip Julian. A proposed ethyl aminobenzoate 
lotion for dental use. MS, 1957 

Morgan, Howard H. A design for subperiosteal metallic 
denture implants with plastic inserts to facilitate the 
preparation of histological sections. MS, 1954 

Proutt, Leah M. Dextrose utilization with inorganic and 
organic phosphate change in rabbit gut during con- 
traction in vitro. M.S, 1952 

MICHIGAN. UNIVERSITY. SCHOOL OF DENTISTRY. Ann 

Arbor, Michigan 48104 

Allen, Robert David, and Seibel, Mason Ethbert. Lay ed- 
ucation in orthodontics. M.S. 1950 

Alling, Charles Calvin. Trauma as a factor causing de- 
layed repair of dental extraction sites. M.S. 
1954 


Anderson, George Spilman. A study of the effects of 
microwave diathermy upon the rate of orthodontic 
tooth movement in dogs. M.S. 1955 

Aponte-Rivera, Adath Josefa. A bacteriological study of 
the contamination of contra-angles and sterilizing 
procedures. M.S. 1957 

Arias-Teja, Ernesto. A method for measuring the 
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dimensional changes of the wax pattern during the 
hygroscopic expansion. M.S. 1958 
Arnold, Eugene Edward. A study of the significance of 


the interdental spacing in the primary dentition. 
M.S. 1954 


Asgar, Kamal. The relationship between the physical 
properties and microstructure of chromiu m-cobalt 
base alloys used in dentistry. Ph.D. 1959 

Ash, Allan A. Variation in size and form of the cranial 
base. M.S. 1959 

Ash, Major McKinley, Jr. Periodontal disease in 
children. M.S. 1954 

Baril, Claude. An electromyographic analysis of the 
temporalis muscles and certain facial muscles in 
thumb and finger sucking patients. M.S. 
1959 

Baum, Lloyd. An evaluation of ceramic-like die ma- 
terial. M.S. 1952 

Baumgartner, David William, and Boucher, Daniel John. 
A mathematical grid coordinate determination of 
Bolton's point. M.S. 1953 

Benson, Donald Eugene. Suggestions facilitating use and 
construction of the Oliver guide plane. M.S. 
1950 

Bergeron, Donald David, and Boettner, Victor Adrian. 
An appraisal of 803 models of adult occlusion in 
term of prevalence of malocclusion and need for 
treatment from a public health viewpoint. M.S. 
1952 

Boettner, Victor Adrian. see Bergeron, Donald David. 

Boucher, Daniel John. see Baumgartner, David William. 

Braaten, Chester Roland. A serial study of epiphyseal 
growth as expressed by the metacarpals and 
proximal phalanges of the hand. M.S. 1954 

Brabb, Benjamin Jay. The relative efficiency of an 
altered method of teaching dental motor skills. M.S. 
1958 

Bradley, Richard Eldon. The relationship between 
eruption, calcification, and crowding of certain 
mandibular teeth. M.S. 1960 

Bristol, L. Benson. A study of the present-day silicates 
as to physical properties and manipulative technique. 
M.S. 1959 

Brock, William Charles, and Williams, Robert Earl. 
Observation technique in orthodontics. M.S. 1950 

Brosch, James William. Capping dental pulps with a 
compound of calcium phosphate, neomycin and hydro- 

Brown, Donald Seymour. An electromyographic analysis 
of the temporal and masseter muscles and determin- 
cortisone. M.S. 1960 
ation of interocclusal clearance in cleft palate 
patients. M.S. 1957 

Brown, Velma Pauline, and Daugaard-Jensen, Ingrid J. 
Changes in the dentition from the early teens to the 
early twenties; a longitudinal cast study. M.S. 1950 

Browne, Robert W. A cephalometric study of effective 
mandibular length changes seen in patients treated 
with functional jaw orthopedic appliances. M.S. 1959 

Bruner, Fred William. A study of certain of the effects 

of rotating instruments when cutting dental tissues 

‘at speeds in excess of 150,000 rpm. M.S. 1958 
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Buchanan, William Thomas. Fractures of the mandibu- 
lar condyle; post-treatment evaluation of open and 
closed methods of reduction. A clinical and roentgen- 
ographic survey of eleven cases. M.S. 1955 

Bucher, John Francis. A preliminary investigation of 
the feasibility of stainless steel files as root canal 
filing instruments and as a root canal filling 
material. M.S. 1958 

Cain, Martin Joseph, Jr. Surface conditions of stone in 
contact with alginate and rubber base impressions. 
M.S. 1957 

Caister, Louis Edwin. The part-time teacher and 
personnel policies in dental education. Ph.D. 1960 

Carson, John B.C. A cephalometric study of mandibu- 
lar morphology, with special reference to the denture 
supporting and muscle attachment areas. M.S. 1958 

Cartwright, Charles Bert. A study of gold foil and mat 
gold restorations using different methods of conden- 
sation. M.S. 1960 

Castro, Maria Elena. Photoelasticity applied in a com- 
parative study of four types of cavity preparations 
for primary molars. M.S. 1952 

Ciepielewski, Jacques. A clinical and laboratory evalu- 
ation of the rubber base ‘Wash Technic" for taking 
impressions of inlay, crown, and bridge prepara- 
tions. M.S. 1960 

Clauss, William J. An evaluation of analyses of the 
mixed dentition. M.S. 1955 

Cohen, John. An investigation of the bacteriological 
effectiveness of M-Cresylacetate. M.S. 1960 

Comstock, Frank William. A study of the reversible 
hydrocolloid indirect inlay technic. M.S. 1955 

Cook, James Edward. Intraoral pressures involved in 
thumb and finger sucking. M.S. 1958 

Cooley, DeOrr. A method for deepening the mandibular 
and maxillary sulci to correct deficient edentulous 
ridges. M.S. 1951 

Cooper, Hugh, Jr. The electroplating of copper dies for 
use in restorative dentistry. M.S. 1954 

Corpron, Richard Earl. An investigation of several 
physical properties of three certified silicate 
cements. M.S. 1960 

Coughlin, Edward Thomas A., Il. An evaluation of 2 
tooth restorative self curing acrylic resin. M.S. 1951 

Crawford, Thomas Nixon. see Lund, Melvin Robert. 

Crookston, Lynn Byron. The addition of a surface 
active agent, sodium lauryl sulfate, to camphorated 
parachlorophenol for use in root canal therapy. M.S. 
1950 

Crumpton, Earl Lynn. A study of the penetration of 
of phenol and silver nitrate into the dentin of vital 
teeth. M.S. 1950 

Cruz-Jasso, Horacio. Changes of mechanical properties 
of hypodermic needles as influenced by disinfection, 
sterilization and use. M.S. 1958 

Curtis, Glenn Houston; McCall, Clarence Milton; and 
Overaa, Hogne Egil. A clinical study of the effective- 
ness of the Role and Charters' tooth brushing 
methods. M.S. 1955 


Dalton, William J. A study of the healing process 
following experimental fracture of the rat maxilla. 
M.S. 1950 

Daugaard-Jensen, Ingrid Johanne. see Brown, Velma 
Pauline. 

Davis, Marvin. A series of drawings to enable the 
orthodontist to illustrate the biomechanics which per- 
mit movement of the teeth. M.S. 1950 

DeCastro, Hernando, and Way, David Charles. A study 
and appraisal of forty-three treated cases of mal- 
occlusion. M.S. 1952 

Devine, Robert Kiernan. A study of facial ossification 
centers of normal and cleft lip and palate embryos. 
M.S. 1958 

Dietz, Gerald Cunningham. The stainless steel file for 
root filling. M.S. 1960 

Dietz, Victor Hugo. Intracutaneous tests using filtrates 
prepared from pathologic pulps of human teeth with 
special reference to rheumatoid arthritis. Ph.D. 
1950 

DiNapoli, Adelmo. A study and survey of oral tissue 
changes associated with senescence. M.S. 1959 

Ditto, William Murchison, and Hall, David Lloyd George. 
A survey of 143 periodontal cases in terms of age 
and malocclusion. M.S. 1953 

Doerr, Robert Edward. A study of the prediction of 
student success in the School of Dentistry of the 
University of Michigan. M.S. 1953 

Dundass, Robert Phelps. The physical properties of 
silico-phosphate cements. M.S. 1952 

Eastwood, Alexis William. An introduction to cephalo- 
metric radiography. M.S. 1950 

Ebel, Henry Edward, Jr. Disgnostic aids in a pilot 
study of temporomandibular joint dysfunction. M.S. 
1960 

Eder, Melvyn. A statistical evaluation of the compara- 
tive accuracy of filling root canals with gutta-percha 
and a combination of silver point with gutta-percha. 
M.S. 1957 

Eifert, Donald Floyd. A roentgenographic cephalometric 
study of the tongue. M.S. 1958 

ElHadary, Mahmoud S. The application of rubber impreés- 
sion material to crown and bridge prosthesis. M.S. 
1957 

Eneroth, Jan Otto Lennart. Physiologic gingival contour 
and an objective method for its studying. M.S. 1958 

Esposito, Russell P. The application of three-dimensional 
photo elastic stress analysis in the analysis of ortho- 
dontic forces. M.S. 1956 

Evanson, Leonard. A review of the literature of the cul- 
ture media used in endodontics. M.S. 1960 

Fabric, Fred. Fourth annual report of the operation of 
the Sturgis, Michigan fact-finding orthodontic clinic. 
M.S. 1950 

Fadden, Leigh Edward. The responses of children to den- 
tal treatment, the dental office, andthe dentist. M.S. 
1952 

Farrell, Edward Wagner. Graduate orthodontic laboratory 
procedures and selection of a photographic technic for 
orthodontics. M.S. 1952 
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Fisk, Ross Ockley. The relationship of a weight/height in- 
dex to the total number of erupted canine, first bicus- 
pid and second molar teeth in a sample of ten and eleven 
year old children. M.S. 1955 

Fleming, Harry Blair. An investigation of the vertical 
overbite during the eruption of the permanent dentition. 
M.S. 1960 

Fletke, Wilbert Curtis; Hayden, Jess, Jr.; and Winkler, 
Morton Edward. A study of the distribution of radio- 
active calcium in the permanent teeth of dogs when 
utilized as calcium hydroxide applied topically to the 


remaining portions of amputated pulpal tissue. M.S. 


1955 
Fowler, William MacDaniel. See Hall, Walter Alexis. 
French, William Crawford. A study of the morphology of 

the nasal capsular region. M.S. 1956 
Gach, Lewis. A study of the terminal nerve endings in 

the periodontal membrane ‘and gingiva. M.S. 1956 
Gans, Alan Lewis. A serial study of the dentition and 

apical base relationships in Class I malocclusion. 

M.S. 1958 
Garnick, Jerry. Electromyographic and clinical siudy of 

the rest position of the mandible. M.S. 1959 
Gaskins, Herman Earle. An evaluation of methods in the 

placement of self-curing acrylic resins. M.S. 1952 
Gilbert, Daniel Henry. A radiographic method of basilar 

cephalometrics. M.S. 1958 
Gilmore, Richard Horton. The Hayes Nance concept; a 

critique. M.S. 1951 
Goodman, Marvin Moses. An investigation of the oral 

effects of diabetes mellitus in children. M.S. 1950 
Gore, Samuel Davis. A method for studying the effect 

of orthodontic treatment on the bones of the face. 

M.S. 1954 
Green, Edward Nathan. Microscopic investigation of root 

canal diameters with a review of the literature. M.S. 

1956 
Hagan, Edmund H. An analysis of 319 cases of mandi- 

bular fractures. M.S. 1959 
Hall, David Lloyd George. See Ditto, William Murchison 
Hall, Walter Alexis, and Fowler, William MacDaniel. 

A study to determine relationship trends of freeway 

space, posterior tooth form and condylar inclination 

to arch a vault form. M.S. 1951 
Hanagan, Francis Joseph. Changes occuring from the 

use of the Kesling tooth positioner. M.S. 1951 
Happle, James Dixon. A study of the morphology of the 

nasal capsular region in cleft palate embryos. M.S. 

1957 
Haralabakis, Harilaos Nicholas. Familiar resemblances 

in cranio-facial osteology as revealed by cephalo- 

metric x-rays in Greek families. M.S. 1953 
Hayden, Jess, Jr. See Fletke, Wilbert Curtis 
Heatherington, Douglas Bruce. A survey of results in 

two types of palatorrhaphy. M.S. 1956 
Heisél, William Amos. An investigation into human head 
balance. M.S. 1958 
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Heuer, Michael A. A study of the structural, dimensional, 
and physical characteristics of root canal instruments. 
M.S. 1959 

Hill, Dorotha Evelyn. A study of the color stability and 
the time consumed during the insertion of plastic re- 
storative materials in the windows of anterior crowns. 
M.S. 1958 

Hoek, Robert Boer. Experimental studies on tooth plan- 
tation in the Syrian hamster. M.S. 1957 

Holt, John Wellington, Sr. Evaluating the condition of a 
partially or completely edentulous mouth and practical 
methods of recording the data obtained. M.S. 1952 

Huettner, Robert James. An evaluation of the use of high 
frequency waves in the sterilization of pulp canals. 
M.S. 1950 

Hunter, William Stuart. The oblique cephalometric pro- 
jection and asymmetries of the glenoid fossa and art- 
icular eminence. M.S. 1955 

Hunter, William Stuart. The inheritance of mesiodistal 
tooth diameter in twins. Ph.D. 1959 

Jacob, John T. An electromyographic study of ortho- 
dontic retention patients before and after occlusal 
equilibration. M.S. 1960 

Jenkins, Ronald J. A comparison of tooth development 
in male siblings. (2 vol.) M.S. 1954 

Jordan, David Robert. A comparison of movement of the 
mandible with movement of the Hanau articulator using 
lateral cephalometric ratiographs and the Gnatho- 
Thesiometer. M.S. 1960 

Kahler, Fred William. The use of silicate cement as a 
dental restorative material. M.S. 1953 

Kepron, Donald. Phoronomy of jaw movement. A 
preliminary study to estabi.sh a method for the in- 
vestigation. M.S. 1956 

Kiester, Gordon Livingston. Meniscectomy of the rhesus 
monkey; a histopathological report of meniscectomized 
temporomandibular joints. M.S. 1955 

King, Richard Manning. A method for the photoelastic 
study of stresses developed in dental structures. M.S. 
1953 

Kirstiné, William Donald. Innervation of the human 
periodontal membrane and gingiva. M.S. 1957 

Kohler, Charles Alfred. A clinical and histological in- 
vestigation of healing of surgical mucoperiosteal flaps 
in humans. M.S. 1958 

Konikow, Zalman. Thermal changes in children's teeth 
due to the technics used during cavity preparation. 
M.S. 1952 

Kristoffersen, Tore @rnulf. Clinical evaluation of "Gum- 
Ox" as a plaque and calculus preventive. M.S. 1960 

Krohn, Samuel. Effect of the administration of steriod 
hormones on the gingival tissues. M.S. 1957 

Landsberg, Jack. Study of a new endodontic therapeutic 
agent. M.S. 1951 

Lawson, Wilfrid Alan. An investigation into the validity 
of a method used for measuring masticatory forces 
transmitted through a denture base. M.S. 1955 
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Lazo de la Vega, Alicia. La ortodoncia preventiva y 
estudio en el medio Mexicano de la clasificacion de 
la oclusion, segun se ha delineado en el Dept. de 
Ortodoncia de la Universidad de Michigan. M.S. 1950 

Leibold, John Paul. The comparative properties of die 
stones. M.S. 1951 

Liatukas, Elena L. Compressive strength of dental amal- 
gam as influenced by condensing technic. M.S. 1959 

Lindahl, Roy Lawrence. The effect of barbiturates on 
dental stimuli as measured by the high frequency 
vitalometer. M.S. 1952 

Lindsay, Ronald Keith. Temporomandibular joint disease; 
and its treatment by meniscectomy. M.S. 1954 

Loper, Steve Turner, Jr. A serial study of the dentition 
and apical base relationships. M.S. 1957 

Luna, Cristobal. Comparative study of silver and copper 
dies from elastic impression materials. M.S. 1959 

Lund, Melvin Robert, and Crawford Thomas Nixon. 
Evaluating gold inlay casting technics. M.S. 1954 

Lyon, Bernard W. Cephalometric appraisal of two oc- 
clusal planes. M.S. 1956 

Mackenzie, Richard Stanley. Interrelated effects of dia- 
betes mellitus, arteriosclerosis, and calculus on loss 
of alveolar bone. M.S. 1960 

Maher, Joseph Francis. Mandibular arch development in 
the late mixed dentition. M.S. 1955 

Mahler, David Bernard. A _ photoelastic analysis of 
the stresses developed in a restored primary tooth 
when subject to forces of mastication. Ph.D. 1956 

Makinson, Owen Francis. The comparative effect of 
x-rays on photographic and radiographic emulsions. 
M.S. 1957 

Margeson, Ross Desbrisay. An evaluation of alginate 
impression materials in gold inlay and crown and 
bridge impressions. M.S. 1953 

McCall, Clarence Milton. See Curtis, Glen Houston 

McCracken, William Lionel. An evaluation of activated 
methyl methacrylate denture base materials. M.S. 1952 

McKelvey, Lowell Edison. A discussion of amyloid di- 
sease and the role of gingival biopsy in its diagnosis. 
M.S. 1950 

McMillan, Russell S. An investigation of the relationship 
of human abnormalities of structure and function to 
abnormalities of their dentition. M.S. 1960 

Mehra, Baij Nath. A roentgenographic study of the al- 
veolar process in various races. M.S. 1950 

Meinhold, Charles Henry. Periodontal changes incident 
to orthodontic treatment. M.S. 1950 

Mickler, Arthur M. Physical properties of zinc oxide 
eugenol cements. M.S. 1951 

Millard, Herbert Dean. The occurrence of certain dental 
anomalies in 1,049 complete mouth radiographs. M.S. 
1956 

Minkoff, Robert. A longitudinal study of the covariation 
of sketetal growth with reference to the mandible, the 
metacarpals, and standing height. M.S. 1959 

Montague, Leon Arthur. The effects of heredity upon 

craniofacial morphology as seen in cephalometric 

radiographs of twins. M.S. 1956 
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Mortell, John Francis, Jr. Observations of Hunter- 
Schreger bands. M.S. 1955 

Mumford, James Muit. Direct-current paths between 
two electrodes placed on the crowns of extracted 
human teeth. M.S. 1957 

Murphy, Richard Thomas. Epithelial neoplasms of oral 
minor salivary glands. M.S. 1958 

Murray, John Joseph, Jr. A cephalometric analysis of 
occlusal adjustment of the molars in the mixed 
dentition. M.S, 1959 

Myers, George Elliott. A study of impermeable areas 
in the walls of cavities prepared in the treatment of 
dental caries. M.S. 1952 

Neer, Robert Truman. A comparison of the facial bones 
of a cleft-palate and a normal human embryo. M.S. 
1960 

Nolla, Carmen Maria. The development of the perma- 
nent teeth. M.S, 1952 

Overaa, Hogne Egil. See Curtis, Glenn Houston 

Overberger, James Edwin. Compressive strength of 
dental amalgam as influenced by alloy particle size. 
M.S. 1957 

Panzer, Milton, A comparison of the amount of heat 
generated during instrumentation of extracted teeth and 
during instrumentation of teeth in vivo. M.S. 1951 

Parsons, Patricia Anne. The relationship of lactobacilli 
to the presence or absence of teeth and carious 
lesions. M.S. 1960 

Pascoe, John Joseph. Growth ofthe mandible as related 
to mandibular prognathism and surgical correction. 
M.S. 1957 

Petersen, Robert Allan. A comparison of the nasal cap- 
sular region in a normal and a cleft palate embryo. 
M.S. 1960 

Petty, Charles Robert. An investigation of the coagula- 
tion properties of neo-hemoplastin and its application 
to oral surgery. M.S. 1952 

Pinson, Thomas James. The effect of hyaluronidase on 
capillary permeability. M.S. 1957 

Ponitz, Robert John. Tensile properties of heat- manipu- 
lated stainless steel orthodontic wires. M.S. 1955 

Porritt, John Edward. An electromyographic study of 
effects of occlusal interference on the muscle contrac- 
tion patterns of the masseter and temporal muscles. 
M.S. 1958 

Port, Forest Chester. Thermal expansion of the new in- 
vestment designed for the controlled water-added 
hygroscopic technic. M.S. 1955 

Porter, Donald R. A clinical comparison of lidocaine 
and unacaine for anesthetic efficiency. M.S. 1953 

Ramfjord, Sugurd Peder. The effect of systemic disease 
on the periodontium of rhesus monkeys with reference 
to poliomyelitis, tuberculosis and alloxan produced 
diabetes. Experimental periodontal reattachment in 
rhesus monkeys. M.S. 1951 

Rapp, Robert. An investigation of the presence or 
absence of nerves in dentin. M.S. 1956 

Rautiola, Clifton Alfred. The microhardness of cementum 
and dentin. M.S. 1960 
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Michigan--Ann Arbor (Cont. ) 


Rector, Robert Allen. Nature of the innervation of the 
human tooth. M.S. 1957 

Reed, Richard Alden. Surgical and maxillofacial pros- 
thesis. M.S. 1951 

Rees, Molen Newell. The manipulation of self curing 
resins; its effect on anterior restorations. M.S. 1952 

Reese, James Wallace. Toothbrushing for orthodontic 
patients. M.S. 1959 

Ridgeley, Garrett Vernon. Comparative properties of 
regular and improved stones. M.S. 1951 

Rios, Carlos M. A study of the vertical dimension and 
centric relation. M.S. 1956 

Roffinella, John Phillip. A study of the temporoman- 
dibular joint syndrome. M.S. 1954 

Rondon, Angelo Joseph. Chronic upper respiratory al- 
lergy and its relation to dentofacial development. 
M.S. 1956 

Rovin, Sheldon. An investigation of human neoplasia in 
vitro using the organ culture method. M.S. 1960 
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limiting ephitelial scalpel’ in removing the epithelial 
lining of periodontal pockets. M.S.D. 1954 

Wildman, Alexander James. A study of the relation be- 
tween nasal emission and the form and function of 
certain structures associated with nasopharyngeal 
closure in cleft palate individuals. M.S.D. 1954 

Williams, James E. A radiographic cephalometric study 
of the labio-lingual axial inclination of the central 
incisors in relation to the mandible and maxilla of 
of excellent dentitions. M.S.D. 1951 

Williams, Raleigh Thomas. A cephalometric study of 
the growth and development in cleft lip and palate 
individuals from birth to four years. M.S.D. 1953 

Williams, Robert L. A serial radiographic study of 
velopharyngeal closure and tongue position in certain 
vowel sounds. M.S.D. 1951 


Winders, Robert V. A study in the development of an 
electronic technique to measure the forces exerted 
on the dentition by the perioral and lingual muscula- 
ture. M.S.D. 1956 

Wong, Ka Chor. Effects of paraformaldehyde prepara- 
tions on the periapical tissues in non-vital pulpotomy 
procedures. M.S.D. 1958 

Wood, Billy G. An electromyographic and cephalometric 
roentgenographic investigation of the mandible and 
hyoid movements. M.S.D. 1958 

Worley, Robert Cromwell. An objective comparison of 
local anesthetics. M.S. 1954 

Yahr, Robert C. A comparison of the gnatho-thesiome- 
ter with lateral cephalometric and temporomandibu- 
lar joint radiographs in measuring certain antero- 
posterior positions of the mandible. M.S.D. 1957 

Yasny, M. A lateral cephalometric study of the dento- 
facial morphology in cleft palate patients from 6-13 
years of age. M.S.D. 1954 

Young, George R. The effect of sugar on the solubility 
of human tooth enamel. M.S. 1952 

Zwemer, Elizabeth June. A radiographic and clinical 
investigation of various movements of the mandible. 
M.S.D. 1954 

Zwemer, Thomas John. An electromyographic study of 
the temporal and masseter muscles in cleft palate 
patients with insufficient maxillary development. 
M.S.D. 1954 
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Aldrich, John Erdmann. A radiographic investigation of 
the intra-articular space of the temporomandibular 
’ joint in a group of children. M.S. 1954 
Anderson, Douglas Albert. A study of some of the white 
lesions of the human oral mucous membrane. M.S. 
1956 
App, George Russell. The effect of silicate, amalgam, 
and cast gold on the gingiva. M.S. 1959 
Arnold, Norman R. A comparative investigation of two 
muco-gingival methods. M.S. 1960 
Benson, Lambert A. A study of the cemental surface of 
human teeth. M.S. 1958 
Bertz, James Ellis. A histological and histochemical 
study of bone regeneration in fractured mandibles of 
rats. M.S. 1960 
Blair, Allan E. The efficacy of placebo on pain per- 
ception threshold. M.S. 1960 
Bruce, William Albert. Proliferative capacities of the 
rat sulcus epithelium. M.S. 1958 
Buchsieb, Walter C. Cephalometric comparison of 
skeletal profile changes in the growing child. M.S. 
1960 
Conroy, Charles William. Cytodiagnosis of oral lesions 
by fluorescence microscopy. M.S. 1958 
Cueva-Santana, Felipe. Displacement of the soft tissues 
and its relation to denture stability. M.S. 1959 
Delapa, Richard J. The effect of nisentil on the induc- 
tion dosage of intravenous barbiturates. M.S. 1958 
Elwood, William Kent. Histochemistry of the light and 
dark adapted retinas of Rana pipiens. M.S. 1953 
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Engelman, William P. A comparison of healing follow- 
ing gingivectomy with and without prior scaling and 
curettage. M.S. 1960 

Ennever, John. Morphological and cultural studies of 
the dentobacterial plaque. M.S. 1959 

Esterl, Norman L. Electron microscopy of the develop- 
ing molar root of the rat. MS. 1959 

Fedi, Peter Francis, Jr. A study of the effects of stress 
upon the alveolar bone of the Syrian hamster. M.S. 
1956 

Ferrell, David Leo, Jr. A serial roentgenographic ce- 
phalometric study using Wylie and Downs' analyses. 
MS. 1955 

Ferrigno, Peter Dante. A study of topical administra- 
tion of hydorcortisone acetate, 9-alpha-fluorohydro- 
cortisone acetate and pyridoxine hydrochloride upon 
oral lesions. MS. 1957 

Gillis, Thomas Cook. A cephalometric roentgenographic 
study of the intraarticulator space of the temporo- 
mandibular joint in cases of Class I (Angle) and Class 
II (Angle) malocclusion. M.S. 1957 

Greene, Alan H. A study of the characteristics of stip- 
pling and its relation to gingival health. M.S. 1960 

Harris, Norman Oliver. Flourine metabolism and the 
parathyroid glands. MD.S. 1953 

Harrison, James D. The effect of retraction materials 
on the gingival sulcus epithelium. MS. 1960 

Hatchett, Charles M. A comparative investigation of the 
two mucogingival methods. MS. 1960 

Hickey, Judson Campbell. Electromyographic studies of 
mandibular muscles in basic jaw movements. MS. 
1955 

Hileman, Alvin Carl. A comparative histologic and cy- 
tologic study of human oral tissues utilizing fluores- 
cence and visible light microscopy. MS, 1957 

Howard, Suryakanthama Anamiah. Clinical study of the 
surface characteristics of the gingiva. MS, 1959 

Johnson, Walter Nels. The application of the ultrasonic 
dental unit to scaling procedures. MS, 1957 

Johnston, Paul Benjamin. Tissue response to tooth move- 
ment in normal and rachitic rats. MS. 1959 

Kolas, Steve. Investigation of normal human saliva for 
possible anticarcinogenic action and chemical carcino- 
genesis in mucous membranes (with a historical re- 
view of chemical carcinogenesis anda tissure reaction 
composite of methylcholanthrene epidermal carcino- 
genesis in mice). MS. 1954 

Leonard, Wilmore Brown. The effect of various scaling 
instruments on tooth root surface. M.S. 1956 

Logan, Franz Worth. The epithelial root sheath, MS. 
1959 

Lotshaw, Ralph Louis. A study on the relationship be- 
tween the level of plasma cholinesterase and the dur- 
ation of succinylcholine induced apnea. MS, 1957 

Louis, John D. The influence of epinephrine on the in- 
cidence of bacteremia. MS. 1959 

McMahon, Kenneth K. An electromyographic cephalo- 
metric study of mandibular rest position MS. 1960 


Mallernee, Rollin Elliott. The effect of dental ultrason- 
ic energy upon the periodontal membrane of the dog. 
MS. 1957 

Marin, Howard Luke. An investigation of the changes in 
the palatal process of the maxilla when pressure is 
applied to specific areas. MS. 1957 

Martone, Alexander Lun. The effects of oral prostheses 
on the production of speech sounds. M.S. 1956 

Maslowski, Walter C. The effect of surgery on blood 
coagulation. MS. 1960 

Masters, William Sigmund. A study of mandibular con- 
dyle movements and positions. MS, 1959 

Mazarow, Henry B. Bone repair following experimentally 
produced defects. M.S, 1959 

Melfi, Rudy Chris. Dentinal-pulpal membrane M.S, 1959 

Miller, Edward F. Calculus formation on rat molars 
when fed a diet softened with human saliva. MS, 1958 

Miller, Ernest Leroy. A study of some of the stresses 
induced upon the abutment tooth by the partial denture 
clasp. MS. 1957 

Mongkollugsana, Dipya. A study of the microscopic inn- 
ervation of the human gingivae. MS. 1953 

Montgomery, Paul Winston. A study of the exfoliative 
cytology of normal oral mucosa and of leukoplakia 
and carcinoma. MS, 1950 

Mullinix, Eston E. An investigation of the gross and 
microscopic structure of the temporomandibular joint 
in young rhesus monkeys. MS. 1952 

Nairn, Robert Ian. A study of the muscles of the lips 
using the electromyograph. MS. 1959 

Neufeld, John Orlando. An investigation of the changes 
in the trabecular pattern of the mandible following the 
the loss of teeth, MS. 1956 

Newman, Dwight Warren. Oral changes in rhesus mon- 
keys exposed to 250 KV total body irradiation. M. S. 
1953 

Newman, William Allen. An analysis of lateral cephalo- 
metric roentgenograms of adults with natural denti- 
tion and with complete dentures. MS, 1957 

Pennell, Billy Malcolm. The effect of sodium dilantin 
and cortisone on the stressed albino rat. MS. 1954 

Phipps, James Edward. A cephalometric study of the 
hyoid bone in the mandibular rest position M.S. 1956 

Porter, Chastain Kendall. In vitro culture of mucosa. 
MS. 1959 

Resnick, Alvin. A survey of occlusion in a group of 
young adult male students at Ohio State University. 
M.S, 1955 

Rice, Bruce Horace. Studies on dental calculus forma- 
tion with a review of the literature. MS. 1956 

Robinson, Don Keith. A clinical investigation of three 
synthetic narcotic drugs. MS. 1958 

Roche, William C. Histo-radiography of soft tissues. 
MS. 1960 

Rogers, John Hawley. An investigation of the stability 
of mandibular rest postition and a method of obtaining 
it using the Margol.s cephalometer. M.S, 1934 

Rufener, Samuel D. Subcutaneous tissue reaction to den- 
ture powders. MS, 1960 
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Ohio-- Colombia (Cont. 
Sanderson, Ivan E. Palatal length and width correlations. 
MS. 1960 
Schmidt, William Robert.. An investigation of the degree 
of error in angular measurements of mandibular : est 
position using a roentgenographic cephalometric tech- 
nique. M.S. 1955 
Smith, Robert Leroy. The role of epithelium in the healing 
of experimental extraction wounds. M.S, 1957 
Snider, Louis J. Roentgenographic cephalometric growth 
studies of normal and Class II dentitions of the Nava- 
jo Indian. MS. 1956 
Snyder, Bernard Shaw. The effect of the antihistaminic 
agents on the inflammatory response following surgi- 
cal trauma. MS. 1956 
Soehoed, Toetie Chairani. A cephalometric study of the 
maxillary permanent first molars in Class II division 
l treatment. MS. 1959 
Sowter, John Bright. "Normal" mucosa under dentures, 
MS. 1959 
Stifter, John J. A study of Point's, Howe's and Neff's 
analysis on Class I (Angle) adult dentitions. MS. 1958 
Toro, Luis. A method of measuring lip protrusion. 
M.S. 1960 
Toto, Patrick. A study of the oral mucosa during 
pregnancy. M.S. 1950 
Ulrich, George, Jr. An electron microscopic study of 
human oral epithelium from herpes simplex lesions 
MS. 1957 
Uohara, George L Origin of gingival sulcus epithelium. 
MS. 1958 
Weaver, Richard Irvin. Antihistamines in experimental 
inflammations. M.S, 1956 
Wilson, Donald L. The influence of gelatin film over 
produced defects. MS, 1959 
Zink, John A, Streptokinase-streptodornase effects of 
postoperative sequelae. MS. 1960 
OREGON. UNIVERSITY. Eugene, Oregon 97403 
Berquist, Herbert C. The local effects of cortico- 
steroids and anti-infective agents on the proliferation 
of granulation tissue into pulpectomized and apicoec- 
tomized dog's teeth (a histological study). M.S. 1960 
Gardner, Margery K. Acid production in sucrose by oral 
bacteria as a means of estimating caries activity: a 
study of a new test proposed by Rickles. M.S. 1956 
Sims, William. A study of the oral anaerobic gram- 
negative cocci, and their possible association with 
dental disease. M.S. 1957 
PACIFIC. UNIVERSITY. Pacific Avenue, Stockton, California 
95204 
Adams, John Marvin. Microorganisms associated with 
cellulitis and their sensitivity to antibiotics. M.S. 
1959 
DeJulien, Lorenz Frederick, Jr. Operative and 
postoperative hemorrhage, a major oral surgery 
problem with six case histories. M.S. 1959 
Shimasaki, Walter W. An investigation of the etiology 
and surgical managemert of radiation osteomyelitis of 
the mandible and maxilla. M.S, 1959 
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Altemus, Leonard Anthony. Horizontal and vertical 
dentofacial relationships in normal and Class II Divi- 
sion I malocclusion in girls ll-l5 years. M.S. 
1955 

Asbell, Milton Baron. A study in the family-line trans- 
mission of dental occlusion. M.S. 1954 

Berry, Harrison M. Roentgen evaluation of root curva- 
ture; application of Clark's technique. M.S. 1952 

Bradley, James L. Cysts of the maxillary bones; a 
clinical study. M.D.S. 1950 

Bright, Robert Huston. Trichlorethylene as an anesthetic 
agent in oral surgery. M.S. 1953 

Bruce, Ellsworth A. Adamantinoma (Ameloblastoma) : 
Thirteen case histories including roentgenographic 
and histopathologic data. M.D.S. 1950 

Burton, Joseph T. Surgical correction of prognathism 
as an aid in orthodontics. M.D.S. 1950 

Chipps, James E. Oral manifestations of the Stevens- 
Johnson syndrome. M.S. 1950 

Evans, Marvin Ratledge. An analysis of image sharpness 
recorded on slow- and fast-speed dental roentgeno- 
grams. MS. 1955 

Ferris, Harry Edwin. Prevention of allergic transfusion 
reactions; the prophylactic use of antihistamine in 
blood to prevent allergic transfusion reactions. M.S. 
1951 

Fleming, Harold S. The capacity of tooth germs for 
growth under changed environmental conditions when 
transplanted between animals of the same or different 
strains or from man to lower animals. D.MS. 
1952 

Friedlander, John D. The dentition of the young adult 
American male. MS. 1951 

Friesz, Raymond H. Temporomandibular disturbances; 
a literary review with case _ reports. M.S. 
1951 

Heiser, John Harleth. Post anesthetic nausea and vomit- 
ing. MD.S. 1950 

Henriques, Alvaro Cardoso. A correlative study of 
palato-facial growth using the cephalometric and 
roentgenographic cephalometric technics. D. Se. 
1953 

Henriques, Alvaro Cardoso. The growth of the palate 
and the growth of the face during the period of the 
changing dentition. MS. 1951 

Kochar, Balwant Singh. Study of blood and nerve supply 
of maxillary teeth with clinical applications. M.S. 
1955 

Krygier, Stanley James. A case-history analysis of 
changing occlusal relationships during the period of 
changing dentition. MS. 1954 

Lerner, Hillard Isaac. Thumb-sucking and dental 
occlusion: a serial study. MS. 1955 

Linz, Andrew Melchior. Observations on the basement 
membrane of the gingiva. M.S, 1953 

Lipsius, Martin. A study of the young adult American 
female dentition in normal occlusion, in Class I and 
Class II Division I malocclusions. M.S, 1954 
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Looby, John Patrick. An experimental and clinical study 
of Pressocaine, a new local anesthetic agent. MS, 
1953 

Mazaheri, Mohammad. Statistical analysis of patients 
with congenital cleft lip and/or palate at the Lancaster 
Cleft Palate Clinic. M.S. 1955 

Meyer, Irving. The value of gingival biopsy in the 
diagnosis of generalized amyloidosis. M.S, 1950 

Post, Ralph. The differential diagnosis of cervico- 
facial swellings. MS. 1955 


Sleeper, Edward L. Eosinophilic granuloma of bone. 


M.S. 1951 

Tandikul, Thavil. The relation between palatal and 
facial dimensions in Philadelphia children age 7-13 
classified according to type of occlusion. M.D,S, 1952 

Tuckson, Coleman Reed, Jr. The effects of variation 
of the target-to-film ang object-to-film distances on 
the anatomical accuracy of the roentgen image. M.S. 
1952 

Walton, Martin Luther, Jr. The effect of dl-threonine 
deficiency on the growth and development of oral 
tissues. MS. 1950 

Watson, Henry Sasser. A roentgenographic cephalometric 
investigation of the axial inclination of the deciduous 
maxillary and mandibular central incisors. M.S, 1957 


PITTSBURGH. UNIVERSITY. SCHOOL OF DENTISTRY. Pitts- 


burgh, Pennsylvania 15213 

Abbey, Fletcher Stuart. Clinical analysis of the morality 
of teeth. M.S. 1959 

Antila, Eric M. A study on the reliability of locating 
the bony landmark, Bolton point, in cephalometric 
roentgenography. M.S. 1958 

Azar, Joseph Samuel. A quantitative study of the 
alveolar bone response to molar extrusion induced by 
removal of antagonists in the rat. M.S. 1960 

Bauerle, James E. The incidence of occurrence 
of the temporomandibular joint subluxation. M.S. 
1950 

Boneiio, Joseph J. A cephalometric appraisal of white 
identical twins. M.S. 1955 

Clark, Charles Augustus. The effects of adrenocortico- 
trophic hormone on extraction wound healing. M.S. 
1960 

Coy, Richard Eugene. Comparative study of different 
types of posterior teeth in mastication with full den- 
tures. M.S. 1959 

Dalmass, Armand Gabriel. Tissue response to tooth 
movement in normal hypothyroid and hyperthyroid 
rats. M.S. 1960 

Easly, Robert Frances. An evaluation of the stereographic 
and mathematical angulation radiographic technique 
for locating impacted maxillary canine teeth. M.S, 
1960 

Feldman, Eugene Windt. Speech articulation problems 
associated with placement of orthodontic appliances. 
MS. 1954 

Finder, Moses Jacob. Anorganic bone -- an evaluation 


of host acceptance in extraction sockets of man. M.S. 
1960 


Fox, Leonard. A study of ultra-violet light in oral 
diagnosis. MS. 1955 

Freedman, Lester. The effect upon systemic temperature 
of prophylactic antibiotic administration, pre-and-post 
surgically in oral surgical procedures. M.S. 
1955 

Fuller, George Edward. A study of the intraosseous 
relationship of the extra-oral skeletal fixation pin in 
the mandible. MS, 1954 

Ganley, Charles. An evaluation of tissue reaction 
following the use of colloid iodine in oral surgery. 
M.S. 1953 

Goldblatt, Louis. A three dimensional study of the adult 
temporomandibular articulation. MS. 1957 

Gottfried, Herbert C. A re-evaluation of Angle's Class 
Il, Division 1 classification. MS, 1954 

Green, Larry Joy. An _ investigation of the inter- 
relationships among the variables, height, weight, 
chronological, dental, and skeletal ages. MS. 
1960 

Hampe, Walter F. The glenoid fossa in the evaluation 
of facial asymmetry. MS. 1956 

Henderson, David L. A clinical study of the incidence 
of pain and discomfort following the use of various 
local anesthetics. MS. 1954 

Keim, Richard P. Evaluation of induction, maintenance, 
and recovery times of three anesthetic agents for 
ambulatory oral surgery. M.S, 1958 

Keiper, Frederick M. IL A cephalometric appraisal of 
the changes in the dentofacial profile coincident with 
the treatment of Class II, division 1 malocclusion. 
M.S. 1958 

Laskowski, Edward John. A radiographic study of the 
temporomandibular articulation during orthodontic 
treatment. MS. 1952 

Locke, Robert S. Succinylcholine as an adjunct to 
general anesthesia in a general office. MS, 1956 

Loutzenhiser, T. Raymond. A determination of the 
variation of coincidence between the visually esti- 
mated and anatomically determined median line for 
artificial dentures. M.S, 1953 

McGovern, Thomas J. A comparison of the relation of 
the maxillary first permanent molars to the sella- 
nasion plane among normal occlusions, Class II 
division 1 and Class II malocclusion. MS, 1957 

Martin, Rudolph Martin. An analysis of normal cases 
and Class II, division 1 cases by cephalometric 
evaluation. M.S. 1957 

Meisel, Robert Gnam. Cephalometric appraisal of white 
fraternal twins. MS. 1958 

Mohnac, Alex M. The incidence of occurrence of 
gingivitis gravidarum with a classification thereof. 
M.S, 1950 


Monheim, Leonard M. Complications of intratracheal 
anesthesia. M.S, 1954 

Moore, Charles Harold. Incidence of torus palatinus in 
the newborn. MS, 1959 

Nodiot, Henri Ernest. Cephalometrically formulated 
composite of the facial skeletal profile of the adoles- 
cent American Negro. M.S. 1958 
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Panchura, Andrew Thomas. The study of reliability of 
orbitale as landmark in cephalometric roentgeno- 
graphy. MS. 1959 

Pasqual, Harry Nicholas. Measurement of blood loss 
during oral surgical operations. MS. 1959 

Pavlakovich, Frank G. A study of the chronic histological 
changes in bone following insertion of extra-oral 
skeletal fixation of pins at various speeds. M.S, 1958 

Petrone, Joseph A. A cephalometric study of the 
occlusion found in the permanent dentition of pre- 
maturely born children. M.S, 1957 

Pollock, Stanley L. The effect of epinephrine upon blood 
pressure and pulse rate. MS. 1957 

Reber, James Alvin. Untreated malocclusion as related 
to oral pathology in adults. M.S, 1951 

Reber, John David. Radiographic interpretive variations 
of the temporomandibular joint. M.S. 1956 

Seipp, Joseph Henry, Jr. The study of tooth migration 
in rachitic and nonrachitic rats. M.S. 1959 

Shaw, Alfred Leonard. The study of tooth migration 
in normal, hyperthyroid and hypothyroid rats. MS. 


1960 
Shore, Irving L. A cephalometric study of facial 
symmetry. MS, 1959 


Simms, William B. Analysis of one hundred cases of 
mandibular fractures treated by extraoral skeletal 
fixation. M.S. 1950 

Staffieri, E. George. A radiographic study of alveolar 
bone patterns. M.S. 1957 

Thompson, Henry Clay, IL A study of the acute changes 
in bone following insertion of extra oral skeletal 
fixation pins at various speeds. M.S. 1955 

Toothman, George Wayne. A study of the vertical 
variation in the curve of occlusion in Angle's Class 
II Division 1 malocclusions during the treatment. 
M.S. 1954 

Wicks, Robert G. A radiographic analysis of the profile. 
MS. 1957 

ROCHESTER. UNIVERSITY. SCHOOL OF MEDICINE AND 
DENTISTRY. 260 Crittenden Boulevard, Rochester, New 
York 14642 

Abadom, Paul Nnaemeka. The pathological reactions and 
metabolism of 5:5 diphenylhydantoin in the ferret. 
M.S. 1959 

Bhussry, Baldev Raj. Surface changes in enamel. M.S. 
1953 

Bowen, William Henry. A study of oral actinomyces 
and their possible role in calculus formation. M.S. 
1959 

Brudevold, Finn. A study of the solubility and com- 
position of intact human enamel. M.S. 1954 

Caldwell, Robert Craig. Food retention in the mouth 
and acid production in dental cavities. M.S. 1957 

Debbane, Edgard Felix. A cephalometric and histologic 
study of the effect of orthodontic expansion on the 
midpalatal suture of the cat. MS. 1957 

Guzman Ibarra, Cesar. Microradiographic study of 

“white spots" in human enamel. M.S. 1955 
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Hillblom, Robert Allan. The effect of fluoride on tooth 
movement in rats and hamsters. MS. 1955 

Isaac, Sally. A study of fluoride in enamel: its relation 
to fluoride in drinking water and to its rate of dis- 
solution in acid M.S, 1956 

Kim, Young Ho. A comparative cephalometric study of 
the relationship of facial structures in normal and 


cleft palate children. M.S, 1958 

Koulourides, Theodore A. The effect of organic anions 
on enamel and dentin solubility rates in acid buffers. 
MS. 1958 

Ludwig, Thomas George. A comparison of the caries - 
producing potentialities of sweetened beverages and of 
other carbohydrate foods. M.S, 1954 

Luxford, E. W. Paul. A study of the amylase activity 
of the Syrian hamster salivary glands. M.S. 1956 

Newbrun, Ernest. Microradiographic comparisons of de- 
mineralized and fluorosed enamel. M.S, 1957 

Quigley, Mervyn Bonaventure. The effect of hemostatic 
agents on the exposed pulps of hamsters. M.S. 1955 

Sarnas, Karl Viktor. Growth changes in skulls of ancient 
man in North America. An X-ray cephalometric in- 
vestigation of some cranial and facial changes during 
growth in the Indial Knoll skeletons. M.S. 1955 

Schultz-Haudt Stig Deramm. A discussion of the chem- 
istry of the gingival tissues. M.S, 1953 

Simmons, Norman Stanley. The investigation of sub- 
maxillary mucoid and the defense mechanisms of the 
mouth. Ph.D. 1950 

Soni, Narendar Nath. A polarizing microscopy and micro 
radiographic study on sound, carious and etched en- 
amel. MS. 1959 

Taylor, Richard Galvin. Oral pathology in the cerebal 
palsied child MS. 1954 

Wileman, William Robert. The adhesiveness of denta! 
filling materials and methods of increasing the bond 
strength, MS. 1954 

SAINT LOUIS UNIVERSITY. SCHOOL OF DENTISTRY. 1402 

South Grand Boulevard, Saint Louis, Missouri 63104 

Bader, Philip. A comparison of the maxillary arch and 
nasal septum of cleft palate patients with noncleft 
patients, using posterior-anterior cephalometric pro- 
jections. M.S. 1957 

Baker, William D. The healing of tooth root- fractures. 
M.S. 1955 

Bardgett, James Francis. Development of a methodology 
for cephalometric and clinical evaluation of Class I 
and Class II discrepancy cases treated by serial 
extraction procedures. M.S.D. 1956 

Bernardi, Frank. A cephalometric analysis of the 
stability and type of movement obtained in Class I, 
division I malocclusions treated with extra-oral 
forces. M.S.D. 1956 

Brah, Robert H. T.M. joint osteo-arthritis in monkeys. 
M.S. 1953 

Byrne, John J. A controlled cephalometric analysis of 
facial growth in children with cleft palate. M.S. 1955 

Callahan, Robert D. A study of the relationship of point 
A as a cephalometric landmark. M.S. 1959 
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Cassidy, Lucius F., Jr. A cephalometric comparison of 
mandibles in Class I and Class II division 1 with ANB 
differences of five degrees or more. M.S. 1959 

Fasano, Eugene Francis. A study of the relation of the 
teeth of Class I and Class I, Division I occlusions by 
cephalometric analysis. MS. 1957 

Frost, Wheeler Dale. Treatment of Class II, division 1 
occlusions with the extraction of the permanent 
maxillary second molars by using different types of 
therapy. M.S.D. 1956 

Horsch, Stanley Roman. A study of speech of individuals 
with Class II, Division 1 malocclusion before and after 
treatment. MS. 1957 

Jacobs, Joseph. A cephalometric and clinical evaluation 
of Class I discrepancy cases treated by serial 
extraction. M.S. 1959 

Janusz, Henry Erwin. A cephalometric analysis of the 
dental-skeletal complex of adults with Class I and 
Class Il, Division 1 occlusion. MS, 1956 

King, Tom B. A cephalometric study of the positional 
relationship of the incisors in Class I and Class II 
Division 1 occlusion. MS. 1959 

Kwapis, Bruno Walter. Giant cell tumor of the jaw. 
M.S.D. 1952 

Levens, Philip. The stability of cephalometric land- 
marks. M.S. 1959 

Mastorakos, Leo W. Development of a methodology for 
cephalometric evaluation of Class II division cases 
treated by extra-oral forces. MS, 1954 

Miller, Albert L. Cephalometric appraisal on the results 
of treatment of Class II Division I cases. M.S, 1954 

Nichol, Charles William. Development of a methodology 
for cephalometric and clinical evaluation of Class II 
Division I discrepancy cases treated by serial ex- 
traction procedures. M.S. 1957 

Paxton, Melvin C. A cephalometric evaluation of Class 
I discrepancy cases in which four first bicuspids 
were removed and treated with the edgewise appliance. 
M.S. 1959 

Ringenberg, Quentin M. Influence of heredity upon the 
dental arch. M.S, 1954 

Rivera, Jose M. Heredity's part in tooth size as 
observed in twins, siblings, and non-blood related 
individuals. M.S, 1954 

Schmidt, William George. A cephalometric and statistical 
evaluation of the occlusal curvature of the central 
incisor, first premolar, and second premolar, class 
I and class II division I occlusion. M.S, D, 1953 

Sotiropoulos, Gus George. The rehabilitation of the cleft 
palate patient. M.S.D. 1952 

Sotiropoulos, Peter George. The effect of vitamin D 
deficiency on the orthodontic treatment of dogs. (In 
collaboration with Vernon E. Truetzel) MS.D, 1950 

Truetzel, Vernon Edward. The effect of vitamin D 
deficiency on the orthodontic treatment of dogs. (In 
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Seal, William M. Facial growth changes from ages eight 
to eighteen. M.S. 1957 

Seims, William G., Jr. Clinical and histological reaction 
of the healthy dental pulp to paraffin and to a polyan- 
tibiotic. MS. 1952 

Shephard, Stanley L. The direction of enamel rods of 
primary molars and its application to cavity prepara- 
tion. MS. 1955 

Sproule, Walter J. A comparison of some of the features 
of the box and modified box inlay preparations on up- 
per bicuspid teethh MS. 1952 

Stephens, Paul H. A cephalometric evaluation of the re 
sults of orthodontic treatment in Class II, division I 
malocclusion cases. M.S. 1952 

Supernaw, Eugene W. A study of the incidence of defec - 
tive speech in cases of open-bite malocclusion. M.S. 
1955 

Takano, William S. A study of variations in facial re- 
lationships in the adult Nisei with excellent occlusions. 
M.S. 1950 

Tamarin, Arnold. Effects of total inanition on the sub- 
maxillary gland of the rat. M.S.D. 1960 

Taylor, Robert F. An analysis of tooth size tooth po- 
sition, and size of supporting area. M.S. 1953 

Thomas, Frank E. A comparative study of maxillary 
and cranial base changing relationships during growth 
in class I and class II malocclusions. M.S.D. 1959 

Thurston, James L. A cephalometric evaluation of the 
facial-skeletal and dental changes during and after 
treatment of Class II, division 1 malocclusion. M.S. 
1955 

Ticknor, Robert C. A serial cephalometric roentgeno- 
graphic study of the variation in the craniofacial com - 
plex. M.S. 1958 

Wallman, Rex H. A cephalometric roentgenographic 
investigation of changes occurring in certain teeth as 
a result of orthodontic therapy. M.S. 1958 

Washbon, Robert E. Thumbsucking: A review and an 
analysis of a method of treatment. M.S. 1956 

Watson, Thomas Joseph. Extra-alveolar cephalometric 
appraisal during therapy. M.S. 1954 

Wendorff, Theodore K. A cephalometric evaluation of 
morphological variations presented by the anomaly 
open bite. MS. 1955 

Wieslander, Lennart A. T. The effect of orthodontic 
treatment on the concurrent development of the cra- 
niofacial complex. M.S.D. 1960 

Willis, Robert H. A cephalometric study of size rela- 
tionships of tne normal male soft palate. M.S. 1953 

Wise, William J. The diagnosis of zygosity in triplets. 
M.S. 1958 

Yellen, Milton. Certain craniofacial differences in child 
ren possessing excellent occlusion and Class II divi- 
sion 1 malocclusion. M.S. 1950 
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Hall, Gene. Cephalometric appraisal; the twin wire ap- 
pliance. MS. 1957 

Hogan, David Windweh. Effects of occlusal alterations on 
the development of the condylar head. M.S. 1958 

Johnson, Franklin Andrew. Self-curing denture repair 
acrylics: a comparison of some properties with den 
ture base acrylics. MS, 1952 

Jolly, James Mumford, Premolar rotation. M.S, 1955 

Keso, Larson Russel. Torsiversion of the maxillary 
first permanent molar and its relationship to arch 
form. M.S. 1960 

Lee, Kyle Thomas Jr. Bone lesions of the jaw associa- 
ted with hyperparathyroidism. M.S. 1950 

McIntosh, James Jameson. A comparative analysis of 
anchorage movement. M.S, 1960 

Malloy, Charles Bernard. Evaluation of lateral plane 
radiography of the temporomandibular joint. M.S, 1956 

Martin, Edward Hugh. Tetanus infections of dental origin. 
MS. 1950 


Martin, Jack Richard. Stability of the anterior teeth aft- 
er treatment. MS. 1960 


Mayeau, Mark Jay. Estimate of the maxillary supporting 
area and its relation to spacing-crowding variations. 
MS. 1960 

Meyer, Paul Sterling. Effect of fluids and the use of 
elastic ligatures in the oral cavity. MS. 1958 

Nichols, Frederick Carval. Clinical and histopathologic 
reactions of oral mucosa to semi-buried denture im- 
plants in dogs. M.S. 1953 

Perino, Nicholas James. The effects of the antihistamine 
pyrrobutamine upon soft tissue wound healing. M.S. 
1956 

Sanders, Samuel Gillespie. Histamine content of human 
gingiva and saliva under conditions of antihistamine 
therapy and traumatic oral surgery. M.S. 1954 

Shanley, Leo Stifel. Influence of mandibular third molars 
on mandibular anterior teeth. M.S. 1960 

Wardlaw, Fay Orion. Study of the relation of the height 
and width of the hard palate to articulatory defects 
of speech. MS. 1960 
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CANADIAN AND UNITED STATES 
DISSERTATIONS AND THESES 
by Subject 1950-1960 


ALVEOLAR PROCESS 


Azar, J.S. U.S.A. Pittsburgh 
Baume, L.J. U.S.A. California. San Francisco 
Baxter, D.H. U.S.A. Washington 
Bolden, T. E. U.S.A. Mlinois 
Brescia, N.J. U.S.A. Loyola 

Fedi, P. F., Jr. U.S.A. Ohio State 
MacKenzie, R.S. U.S.A. Michigan 
Mehra, B.N. U.S.A. Michigan 
Nevins, L.M U.S.A. New York 
O'Meyer, R.X U.S.A. Mlinois 
Perrini, P.P. U.S.A. Northwestern 
Piroshaw, N. U.S.A. Tufts 
Shankwalker, G.B, U.S.A. Indiana 
Staffieri, E.G. U.S.A. Pittsburgh 
Theilade, J. Canada. Toronto 


ANESTHESIA 


Adilman, H.B. U.S.A. Northwestern 
Allard, J.R. U.S.A. California 
Allen, R.E. U.S.A. Missouri 
Billett, A.E. U.S.A. Northwestern 
Black, H.B. U.S.A. Northwestern 
Blair, A.E. U.S.A. Ohio State 
Bogdanski, W. U.S.A. Georgetown 
Bright, R.H. U.S.A. Pennsylvania 
Brown, J.C. U.S.A. Missouri 
Butler, C.F. U.S.A. Northwestern 
Davies, G.O. U.S.A. Northwestern 
Delapa, R.J. U.S.A. Ohio State 
Evans, G.W. U.S.A. Tufts 

Follmar, K.E. U.S.A. Northwestern 
Gehrig, J.D. U.S.A. Minnesota 
Gregory, V. P. U.S.A. Northwestern 
Heiser, J.H. U.S.A. Pennsylvania 
Henderson, D.L. U.S.A. Pittsburgh 
Holland, MR. U.S.A. Minnesota 
Jorgenson, A. K. U.S.A. Northwestern 
Jurgens, P.E. U.S.A. Minnesota 
Keim, R. P. U.S.A. Pittsburgh 
Levine, P.J. U.S.A. Maryland 
Locke, R.S. U.S.A. Pittsburgh 
Looby, J.P. U.S.A. Pennsylvania 
Lotshaw, R.L. U.S.A. Ohio State 
McCarthy, F.M U.S.A. Georgetown 
McCollum, R.J. U.S.A. Missouri 
McPhail, C.W. U.S.A. Northwestern 
Monheim, L.M U.S.A. Pittsburgh 
Murphy, P.J. U.S.A. Missouri 
Nidiffer, T.J. U.S.A. Missouri 
Porter, D.R. U.S.A. Michigan 
Prasertsuntarasai, T. U.S.A. Alabama 


Rivas, R.J. U.S.A. Missouri 
Robinson, D.K. U.S.A. Ohio State 
Shons, K.W. U.S.A. Missouri 
Skau, R.M U.S.A. Northwestern 
Terpinas, T.M. U.S.A. Minnesota 
Vernale, C.A. U.S.A. Georgetown 
Waite, D.E. U.S.A. Iowa 

Ware, W.H. U.S.A. California 
Worley, R.C. U.S.A. Northwestern 


ANTHROPOLOGY, PHYSICAL 


Bell, S.W. U.S.A. Indiana 

Craven, A.H. U.S.A. [Illinois 
Haralabakis, H.N. U.S.A. Michigan 
Hitchcock, H.P. U.S.A. Alabama 

Jow, W.M. U.S.A. Southern California 
McCabe, J.B U.S.A. Alabama 

Nodiot. H. E. U.S.A. Pittsburgh 
Sarnas, K.V. U.S.A. Rochester 

Sarya, A. F. U.S.A. Missouri 

Takano, W.S. U.S.A. Washington 
Teal, R.J. U.S.A. Southern California 


ANTIHISTIMICS 
Baldridge, O.L., Jr. U.S.A. Washington University 


Ferris, H.E. U.S.A. Pennsylvania 
Grant, A.G. U.S.A. North Carolina 


Perino, N.J. U.S.A. Washington University 


Revzin, ME. U.S.A. Detroit 


Sanders, S.G. U.S.A. Washington University 


Smith, LM U.S.A. Detroit 

Snyder, B.S. U.S.A. Ohio State 
Szmyd, L. U.S.A. Georgetown 
Thornhill, J.R., Jr. U.S.A. Baylor 
Weaver, R.L U.S.A. Ohio State 


BACTEREMIA see SEPTICEMIA 
BIOCHEMISTRY 


Abadom, P.N. U.S.A. Rochester 
Akamine, R.N. U.S.A. Illinois 

Alt, U.S.A. Northwestern 
Carbonaro, L. U.S.A. Northwestern 
Cavanaugh, E. U.S.A. Northwestern 
Elwood, W.K. U.S.A. Ohio State 
Feagans, W.M. U.S.A. Virginia 
Ferro, W. F. U.S.A. Alabama 
Forscher, B.K. U.S.A. Northwestern 
Gibbs, W.H., Jr. U.S.A. Detroit 
Harris, N.O. U.S.A. Ohio State 
Heller, W.M U.S.A. Maryland 
Hunt, A.M. Canada. Toronto 
Jacobson, L.O. U.S.A. Northwestern 
Jass, H.E. U.S.A. Northwestern 
Johnson, R.B, U.S.A. Alabama 
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Joseph, J.M U.S.A. Maryland 
Laskin, D.M U.S.A. Mlinois 

Lekan, E.C. U.S.A. Illinois 

Marley, J. F. U.S.A. Alabama 
Nelson, F.C. U.S.A. Southern California 
Pollock, S.L. U.S.A. Pittsburgh 
Proutt, L.M U.S.A. Maryland 
Quarterman, L.A. U.S.A. Northwestern 
Ringsdorf, W.M., Jr. U.S.A. Alabama 
Rizzo, A.A. U.S.A. Alabama 

Rosano, C.L. U.S.A. Alabama 

Rosen, L. U.S.A. Alabama 

Sharton, H.H. U.S.A. Northwestern 
Short, W.A. U.S.A. Alabama 

Siegel, A.L. U.S.A. Alabama 

Spies, H.A., Jr. U.S.A. Alabama 
Stanford, J.W. U.S.A. Alabama 
Stanish, E.S. U.S.A. Northwestern 
Stoesz, A.R. U.S.A. Minnesota 
Thompson, W.D. U.S.A. Alabama 
Wagner, MJ. U.S.A. Indiana 

White, R.C. U.S.A. Alabama 
Yielding, K L. U.S.A, Alabama 


BLOOD 


Adamo, N.J. U.S.A. Maryland 
DeJulien, L. F., Jr. U.S.A. Pacific 
McGowan, E.L U.S.A. Alabama 
Middleton, R.A. U.S.A. Georgetown 
Moore, E.E. U.S.A. Baylor 
O'Connell, W.L. U.S.A. Georgetown 
Pasqual, H.N. U.S.A. Pittsburgh 


White, G.W. U.S.A. St. Louis 


BONE AND BONES 


Bawden, J.W. U.S.A. Iowa 

Broffman, E.G. U.S.A. Southern California 
Church, L. E. U.S.A. George Washington 
McVeigh, J.B. U.S.A. Georgetown 

Moore, R.L. U.S.A. Northwestern 

Murphy, J.W. U.S.A. Southern California 
Neuger, S. U.S.A. Indiana 

Pavlakovich, F.G. U.S.A. Pittsburgh 
Richardson, E.W., Jr. U.S.A. Southern California 
Scherer, R. F. U.S.A. North Carolina 
Smith, F.W. U.S.A. Michigan 

Thompson, H.C., MI U.S.A. Pittsburgh 
Yaeger, J.A. U.S.A. Mlinois 


BONE AND BONES *transplantation 


Alley, R.S. U.S.A. Missouri 
Annichiarico, J.N. U.S.A. Georgetown 
Burke, R.J. U.S.A. Minnesota 
Dalton, W.J. U.S.A. Ohio State 
Finder, MJ. U.S.A. Pittsburgh 
Jones, E.L. U.S.A. Northwestern 
Kist, R.J. U.S.A. Iowa 

Korchin, L. U.S.A. Georgetown 
Mazarow, H.B. U.S.A. Ohio State 
Montgomery, J.C. U.S.A. Missouri 
Ramadan, A. E. U.S.A. Indiana 
Singer, C.F. U.S.A. Missouri 
Spira, Melvin. U.S.A. Northwestern 


Swan, W.R. U.S.A. Northwestern 
Swenson, R.D. U.S.A. Georgetown 
Thompson, S.C., Jr. U.S.A. Michigan 
Watanabe, M U.S.A. Mlinois 
Welborn, J. F. U.S.A. Northwestern 
Wilson, A.J. U.S.A. Georgetown 
Youngblood, P.J. U.S.A. Michigan 
Yuktanandana, L U.S.A. Alabama 
CEPHALOMETRY 
Antila, E.M U.S.A. Pittsburgh 
Bardgett, J. F. U.S.A. St. Louis 
Barnes, J.Q. U.S.A. Washington 
Baum, A.T. U.S.A. Washington 
Baumgartner, D.W. U.S.A. Michigan 
Bloom, H.L. U.S.A. Northwestern 
Boucher, D.J. U.S.A. Michigan 
Butz, R.J. U.S.A. Nebraska 
Callahan, R.D. U.S.A. St. Louis 
Carstensen, D.J. U.S.A. Iowa 
Crowley, J.A. U.S.A. North Carolina 
Dick, MF. U.S.A. Northwestern 
Eastwood, A.W. U.S.A. Michigan 
Ervin, R.H. U.S.A. Iowa 
Furr, ML. U.S.A. Missouri 
Geiger, R.C. U.S.A. Iowa 
Gendron, E.A. U.S.A. North Carolina 
Gilbert, D.H. U.S.A. Michigan 
Greer, R.P. U.S.A. Tennessee 
Hardin, W.J. U.S.A. Missouri 
Houg, A.M U.S.A. Washington 
Hunter, W.S. U.S.A. Michigan 
Kercheval, ML. U.S.A. Iowa 
Kotteman, W. P. U.S.A. Iowa 
LaSalle, L.T. U.S.A. North Carolina 
Levens, P. U.S.A. St. Louis 
Leventhal, M. U.S.A. Iowa 
Lyon, BW. U.S.A. Michigan 
Marsters, J.C. U.S.A. Southern California 
Mastorakos, L.W. U.S.A. St. Louis 
Nelson, R.M. U.S.A. Iowa 
Nichol, C.W. U.S.A. St. Louis 
Panchura, A.T. U.S.A. Pittsburgh 
Ross, R.B. Canada. Toronto 
Sanders, W.R. U.S.A. Iowa 
Sarya, A. F. U.S.A. Missouri 
Seward, F.S. U.S.A. Illinois 
Smith, J.S. U.S.A. Tennessee 
Sprott, R.E. U.S.A. Iowa 
Teal, R.J. U.S.A. Southern California 
Uchiyama, G.S. U.S.A. St. Louis 
Wagner, R.G. U.S.A. Iowa 
Warren, J.E. U.S.A. Tennessee 
Wasserberger, L. J. U.S.A. Michigan 
Watson, T.J. U.S.A. Washington 
Wolman, G.S. U.S.A. Missouri 
Woodside, F.G. Canada. Toronto 
CLEFT PALATE 
Adisman, LK. U.S.A. New York 
Anderson, B.D. U.S.A. Northwestern 
Arnstine, A. U.S.A. Northwestern 
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Bader, P. U.S.A. St. Louis 
Berkowitz, S. U.S.A. Illinois 

Bim, J.A. Canada. Toronto 

Borden, G.H. U.S.A. Illinois 
Brodie, A.G., Jr. U.S.A. Illinois 
Brown, D.S. U.S.A. Michigan 
Buckley, D.C. U.S.A. Nebraska 
Byrne, J.J. U.S.A. St. Louis 
Carpenter, C.R. U.S.A. Northwestern 
Collito, M.B, U.S.A. Tufts 

Devine, R.K. U.S.A. Michigan 
Flint, W.L. U.S.A. Washington 
Graber, T.M U.S.A. Northwestern 
Happle, J.D. U.S.A. Michigan 
Heatherington, D.B. U.S.A. Michigan 
Just, H.W. U.S.A. Northwestern 
Kim, Y.H. U.S.A. Rochester 
Konishi, H. U.S.A. Northwestern 
Mazaheri, M. U.S.A. Pennsylvania 
Nakagawa, W.S. U.S.A. Missouri 
Neer, R.T. U.S.A. Michigan 
Nielsen, R.A. U.S.A. Indiana 
Ovens, J.P. U.S.A. Washington 
Pastor, S. U.S.A. Northwestern 
Peterson, R.A. U.S.A. Michigan 
Ponterio, A.E. U.S,A. Washington 
Posen, A. L. U.S.A. Mlinois 
Rattner, L. J. U.S.A. Missouri 
Roberts, R.M. U.S.A. Nebraska 
Sotiropoulos, G.G. U.S.A. St. Louis 
Subtelny, J.D. U.S.A. Mlinois 

Tong, W. Y. U.S.A. Nebraska 
Wildman, A.J. U.S.A. Northwestern 
Williams, R.T. U.S.A. Northwestern 
Winer, M.A. U.S.A. Missouri 
Yasny, M. Canada. Toronto 
Zwemer, T.J. U.S.A. Northwestern 
Zwickel, N.L. U.S.A. Iowa 


CROWNS 


Carlisle, F.B., Jr. U.S.A. Northwestern 
Ciepielewski, J. U.S.A. Michigan 

Davila, H.M U.S.A. Indiana 

El Hadary, MS. U.S.A. Michigan 

Hill, D E. U.S.A. Michigan 

Hoblit, N. E. U.S.A. Northwestern 
Jeronimus, R.D. U.S.A. Iowa 

Margeson, R.D. U.S.A. Michigan 
Sawyer, H. F. U.S.A. Iowa 

Yock, D.H. U.S.A. Iowa 


DEFICIENCY DISEASES 


Astaff, A. U.S.A. California 

Bolden, T.E. U.S.A. Mlinois 

Bourgeois, A.J., Jr. U.S.A. Georgetown 

Honig, C.D. U.S.A. Southern California 

Houlding, P.W. U.S.A. California. San Francisco 
Hunt, A.M. Canada. Toronto 

Lussier, J.P. U.S.A. California 

Miglani, D.C. U.S.A. Minnesota 

Myers, H.M U.S.A. California 


Sotiropoulos, P.G. U.S.A. St. Louis 
Springer, G. U.S.A. Southern California 
Toverud, S.U. U.S.A. Harvard 


DENTAL ARCH 


Allen, R. U.S.A. Southern California 
Baldridge, D.W. U.S.A. Tennessee 
Bedell, R.E. U.S.A. Washington 

Bell, S.W. U.S.A. Indiana 

Cox, G.C. U.S.A. Iowa 

Fleet, LJ. U.S.A. Northwestern 
Haas,eA. J. U.S.A. Mlinois 

Hall, W.A. U.S.A. Michigan 

Holcomb, A.E U.S.A. Iowa 

Hopp, W.M. U.S.A. Iowa 

Kelley, H.G. U.S.A. Indiana 

Keso, L.R. U.S.A. Washington University 
Lindquist, J.T. U.S.A. Indiana 

Maher, J. F. U.S.A. Michigan 

Mayeau, MJ. U.S.A. Washington University 
Mclver, J.E. U.S.A, Iowa 

O'Reilly, T.X U.S.A, Iowa 

Pearson, L.E. U.S.A. Minnesota 
Ringenberg, QM U.S.A. St. Louis 
Soparker, P.M U.S.A. Iowa 

Speck, N.T. U.S.A. Mlinois 

Truque, MH. U.S.A. Michigan 

Warren, E.B U.S.A. Tennessee 
Watkins, E.H. U.S.A. California. San Francisco 
Wooldridge, H.R. U.S.A. Tennessee 


DENTAL CARIES 


Brewer, H.E. U.S.A. Indiana 
Caldwell, R.C. U.S.A. Rochester 
Chernausek, D.S. U.S.A. Minnesota 
Coburn, C.L Canada. Toronto 
Cruz, A. U.S.A. Iowa 

Gardner, MK. U.S.A. Oregon 
Gish, C.W. U.S.A. Indiana 
Grainger, R.M. Canada. Toronto 
Hawkins, W. L. U.S.A. Alabama 
Hyde, E.J. U.S.A. Indiana 

Ivey, P.E. U.S.A. Iowa 

Jarvis, A. Canada. Toronto 

Loevy, H. U.S.A. Mlinois 

Ludwig, T.G. U.S.A. Rochester 
Maschka, P.J. U.S.A. Iowa 
McCann, MC. U.S.A. Nebraska 
McDonald, R.E. U.S.A. Indiana 
Miller, W.A. U.S.A. Mlinois 
Nizel, A.E. U.S.A. Tufts 

Pike, J.S. U.S.A. Nebraska 
Pollara, B. U.S.A. Northwestern 
Quinn, G.W. U.S.A. Tennessee 
Rickles, N.H. U.S.A, California. San Francisco 
Savara, B.S. U.S.A. Illinois 
Schoppe, T.G. U.S.A. Southern California 
Wachtl, C. U.S.A. Northwestern 
Wilkie, E. U.S.A. Alabama 

Zita, A.C. U.S.A. Indiana 


DENTAL ENAMEL 


Bhatia, H.L. U.S.A. Mlinois 
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Bhussry, B.R. U.S.A. Rochester 
Brewer, H.E. U.S.A. Indiana 
Brudevold, F. U.S.A. Rochester 
Butt, B.G. U.S.A. Mlinois 

Davidson, H.D. U.S.A. Tufts 
Guzman-Ibarra, C. U.S.A. Rochester 
Isaac, S. U.S.A. Rochester 
Koulourides, T.A. U.S.A. Rochester 
Newbrun, E. U.S.A. Rochester 


Peckham, S.C., Jr. U.S.A. Georgetown 


Rowe, W.C. U.S.A. Nebraska 
Shephard, S.L. U.S.A. Washington 
Soni, N.N. U.S.A. Rochester 
Stanford, J.W.- U.S.A. Georgetown 
Wachtl, C. U.S.A. Northwestern 
Young, G.R. U.S.A. Northwestern 
Zwemer, J. U.S.A. Mlinois 


DENTAL MATERIALS 


App, G.R U.S.A. Ohio State 
Asgar, K. U.S.A. Michigan 


‘Avery, S.K. U.S.A. Washington University 


Baum, L. U.S.A. Michigan 
Bjorndal, A.M. U.S.A. Iowa 
Boyd, J.B, Jr. U.S.A. Indiana 
Brannin, D. E. U.S.A. Minnesota 
Bristol, L.B, U.S.A. Michigan 
Cain, MJ., Jr. U.S.A. Michigan 


Calomeni, A.A. U.S.A. Washington University 


Cartwright, C.B. U.S.A. Michigan 


Copeland, H.L, Jr. U.S.A. Georgetown 


Corpron, R.E. U.S.A. Michigan 


Coughlin, E.T.A., MI U.S.A. Michigan 


Dundass, R.P. U.S.A. Michigan 


Emmerson, J.H. U.S.A. Northwestern 


Fletcher, J. R. Canada. Toronto 
Hall, C.D. U.S.A. Indiana 
Horne, G.H. U.S.A. Missouri 


Johnson, F.A. U.S.A. Washington University 


Johnston, J. F. U.S.A. Indiana 
Jones, P.M U.S.A. Northwestern 
Kahler, F.W. U.S.A. Michigan 
Klein, A.L U.S.A. Indiana 
Leibold, J.P. U.S.A. Michigan 
Liatukas, E.L. U.S.A. Michigan 
Love, D.R. U.S.A. Indiana 

Luna, C. U.S.A. Michigan 

Mangi, S.L. U.S.A. Indiana 
McCracken, W.L. U.S.A. Michigan 
Mehta, R.H. U.S.A. Indiana 
Mickler, A.M U.S.A. Michigan 
Mirza, F. U.S.A. Tufts 

Morrison, K.N. U.S.A. Washington 
Nadal, R. U.S.A. Indiana 
Overberger, J.E. U.S.A. Michigan 
Phillips, R.W. U.S.A. Indiana 
Port, F.C. U.S.A. Michigan 

Rees, MN. U.S.A. Michigan 
Ridgeley, G.V. U.S.A. Michigan 
Rodriquez, MS. U.S.A. Georgetown 
Sadler, J. F. U.S.A. Tennessee 


Schaad, T.D. U.S.A. Missouri 
Schnell, R.J. U.S.A. Indiana 
Schwarz, W.D. U.S.A. Tufts 
Seniff, R.W. U.S.A. Missouri 
Sexson, J.C. U.S.A. Indiana 
Shiere, U.S.A. Michigan 
Silberkweit, M. U.S.A. Illinois 
Swartz, ML. U.S.A. Indiana 
Tannir, M.D. U.S.A. Indiana 
Tarplee, R.E U.S.A. Indiana 
The, U.S.A. Michigan 
Vieira, D. F. U.S.A. Indiana 
Wehner, P.J. U.S.A. Michigan 
Welch, F.E U.S.A. Tufts 
Wiethoff, R.W. U.S.A. Minnesota 
Wileman, W.R. U.S.A. Rochester 
Wilkinson, C.E U.S.A. Tennessee 
Wilkinson, E.G. U.S.A. Nebraska 
Zawawi, H.A.M U.S.A. Indiana 


DENTAL OCCLUSION 
Daniel, R.G. U.S.A. Southern California 


Fleming, P.T. U.S.A. Iowa 


Gregory, J. F. U.S.A. Southern California 


Lerner, H.L U.S.A. Pennsylvania 
Micelotti, A.N. U.S.A. Tufts 
Murray, J.J., Jr. U.S.A. Michigan 
Petraitis, B,J. U.S.A. Washington 
Petrone, J.A. U.S.A. Pittsburgh 
Resnick, A. U.S.A. Ohio State 


Romero-Rosas, MT. U.S.A. Southern California 


Vaughan, O.G. U.S.A. Northwestern 
DENTAL PULP 


Annese, J.J. U.S.A. Tufts 

Berman, D.S. U.S.A. Illinois 

Best, B.C. U.S.A. Nebraska 
Brinsden, G.L U.S.A, Northwestern 
Brosch, J.W. U.S.A. Michigan 
Davila, H.M U.S.A. Indiana 

Day, W.C. U.S.A. Nebraska 

Dung, D.K.H. U.S.A. Missouri 
Fletke, W.C. U.S.A. Michigan 
Flieder, D.E U.S.A. Iowa 
Freemon, J. F. U.S.A. Tennessee 
Gibilisco, J.A. U.S.A. Minnesota 
Goodale, W.G. U.S.A. Iowa 
Gosselin, D.H. U.S.A. Nebraska 
Guthrie, T.J. U.S.A. Indiana 
Hester, E.M U.S.A. North Carolina 
Jennings, R.E. U.S.A. Indiana 
Kozlov, M. U.S.A. IMlinois 

Lindahl, R.L. U.S.A. Michigan 
Loevy, H. U.S.A. Mlinois 

Ludlam, F.H. U.S.A. Northwestern 
Mansukhani, N.H. U.S.A. Mlinois 
Maurice, C.G. U.S.A. Illinois 
Miyahara, R.L U.S.A. Missouri 
Miyamoto, O. U.S.A. Mlinois 
Mohamed, Y.R. U.S.A. Indiana 
Mohammed, C.L U.S.A. Mlinois 
Nordh, N.A. U.S.A. Northwestern 
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Dental Pulp (Cont. ) 
O'Malley, J.J. U.S.A. Mlinois 
Quigley, MB. U.S.A. Rochester 
Riedesel, ML. U.S.A. Iowa 
Seims, W.G., Jr. U.S.A. Washington 
Stewart, E.E. U.S.A. Minnesota 
Tade, W.H. U.S.A. Iowa 
Taylor, P.P. U.S.A. Michigan 
Thanik, K.D. U.S.A. Indiana 
Via, W. F., Jr. U.S.A. Michigan 
Wang, M. F. Canada. Toronto 
Winter, C.V. U.S.A. North Carolina 
Wong, K.C. U.S.A. Northwestern 

DENTIN 
Butt, B.G. U.S.A. Mlinois 
Crumpton, E.L. U.S.A. Michigan 
Delio, C.A. U.S.A. Nebraska 
Klein, A.L U.S.A. Indiana 
Koulourides, T.A. U.S.A. Rochester 
Liberto, V.N. U.S.A. Tennessee 
Lundblade, H. P. U.S.A. Minnesota 
Marshall, F.J. U.S.A. Mlinois 
Melfi, R.C. U.S.A. Ohio State 
Mjor, LA. U.S.A. Alabama 
Mohammed, C.L U.S.A. Mlinois 
Peckham, S.C., Jr. U.S.A. Georgetown 
Perreault, G. U.S.A. Mlinois 
Phillips, R.W. U.S.A. Indiana 
Rapp, R. U.S.A. Michigan 
Rautiola, C.A. U.S.A. Michigan 
Sausen, R.E. U.S.A. Minnesota 
Seniff, R.W. U.S.A. Missouri 
Serfaty, MM U.S.A. IMlinois 
Silberkweit, M U.S.A. Mlinois 
Stamps, H. F. U.S.A. Michigan 
Stanford, J.W. U.S.A. Georgetown 
Thomsen, A.W. U.S.A. Northwestern 
Wang, M. F. Canada. Toronto 
Wilkinson, C.E. U.S.A. Tennessee 

DENTISTRY, OPERATIVE 

Aponte-Rivera, A.J. U.S.A. Michigan 

Bruner, F.W. U.S.A. Michigan 

Castro, ME. U.S.A. Michigan 

Comstock, F.W. U.S.A. Michigan 

Copeland, J.W. U.S.A. Missouri 

Copper, H., Jr. U.S.A. Michigan 

Fleege, F.J. U.S.A. Iowa 

Gaskins, H.E. U.S.A. Michigan 

Going, R.E. U.S.A. Illinois 

Guard, W. F. U.S.A. Nebraska 

Haskins, R.C. U.S.A. Nebraska 

Kasloff, Z. U.S.A. Indiana 

Konikow, Z. U.S.A. Michigan 

Lampshire, E.L. U.S.A. Nebraska 

Lund, MR. U.S.A. Michigan 

Mahler, D.B. U.S.A. Michigan 

Menegale, C. U.S.A. Indiana 

Mohamed, Y.R. U.S.A. Indiana 

Myers, G.E U.S.A. Michigan 

Panzer, M. U.S.A. Michigan 
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Schenker, S.L U.S.A. Indiana 
Schnepper, H.E. U.S.A. Washington 
Shephard, S.L. U.S.A. Washington 
Sproule, W.J. U.S.A. Washington 
Wakely, J.W. U.S.A. Iowa 

Wang, MF. Canada. Toronto 


DENTITION 


Brown, V.P. U.S.A. Michigan 
Friedlander, J.D. U.S.A. Pennsylvania 
Lipsius, M. U.S.A. Pennsylvania 
Loper, S.T., Jr. U.S.A. Michigan 
McMillan, R.S. U.S.A. Michigan 
Snider, L.J. U.S.A. Ohio State 


DENTURE, COMPLETE 


Adams, C.D. U.S.A. Iowa 

Allen, L.R. U.S.A. Washington University 
Apfel, D.A. U.S.A. Northwestern 
Appleby, R.C. U.S.A. Iowa 

Askew, H.C. U.S.A. Alabama 

Bills, ED. U.S.A. Iowa 

Bolender, C.L. U.S.A. Iowa 
Clough, H.E. U.S.A. Iowa 

Cooley, D. U.S.A. Michigan 
Coulombe, J.A.R., Jr. U.S.A. Washington 
Coy, RE U.S.A. Pittsburgh 

Day, H.J. U.S.A. Iowa 

Dilley, H.E. U.S.A. Iowa 

Eilers, R. U.S.A. Iowa 

Hansen, N.J. U.S.A. Tufts 

Jaslow, C.C. U.S.A. Iowa 

Jennings, S. U.S.A. Northwestern 
Jensen, J.L. U.S.A. Northwestern 
Kirchoff, W. F. U.S.A. Iowa 
Lambrecht, J.R. U.S.A. Washington 
Laney, W.R U.S.A. Iowa 
Loutzenhiser, T.R. U.S.A. Pittsburgh 
Miller, T.H. U.S.A. Iowa 

Morstad, A.T. U.S.A. Iowa 
Newman, W.A. U.S.A. Ohio State 
Olsen, E.S., Jr. U.S.A. Minnesota 
Smutko, G.E. U.S.A. Michigan 
Sowter, J.B. U.S.A. Ohio State 
Starr, R. U.S.A. Indiana 

Thayer, KE. U.S.A. Iowa 

Thoen, R.J. U.S.A. Iowa 

Udani, T.M. Canada. Toronto 
Whiteside, R.M U.S.A. Iowa 
Wormley, J.H. U.S.A. Iowa 

Young, L.E. U.S.A. Iowa 

Yurkstas, A.A. U.S.A. Tufts 
Zwickel, N.L. U.S.A. Iowa 


DENTURE, PARTIAL, FIXED 


Carlisle, F.B., Jr. U.S.A. Northwestern 
Ciepielewski, J. U.S.A. Michigan 

El Hadary, M.S. U.S.A. Michigan 
Erdmann, G.E. U.S.A. Iowa (2) 

Hoblit, N.E. U.S.A. Northwestern 
Margeson, R.D. U.S.A. Michigan 
Pressman, H.A. U.S.A. Iowa 

Shaheen, H.M. U.S.A. Indiana 
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DENTURE, PARTIAL, REMOVABLE 
Anderson, E.E. U.S.A. Iowa 
Cordeiro, P. F.S. U.S.A. Tufts 
Dumbauld, J.B U.S.A Iowa 
Fridley, HH USA Tufts 
Glann, G.W. U.S.A. Iowa 
Johnson, W.W. U.S.A. Iowa 
Leonard, L. J. U.S.A. Indiana 
Miller, E.L. U.S.A. Ohio State 
Schweiger, J.W. U.S.A. Iowa 
Selma, F. U.S.A. Georgetown 
Shippee, R.W. U.S.A. Michigan 

DIAGNOSIS, ORAL 
Fischer, W.G. U.S.A. Iowa 
Fox, L. U.S.A. Pittsburgh 

EDUCATION, DENTAL 
Brabb, B,J. U.S.A. Michigan 
Bush, J.B. U.S.A. Iowa 
Caister, L.E. U.S.A. Michigan 
Callaghan, N.R. U.S.A. Iowa 
Doerr, R.E. U.S.A. Michigan 
Iwersen, A.E U.S.A. Loyola 
Jansen, J.A.M. Canada Toronto 
Okubo, J.K. U.S.A. Detroit 
Schield, H.W. U.S.A. Michigan 
Steinman, R.R. U.S.A. Michigan 

EMBRYOLOGY 


Boone, G.N. U.S.A. Southern California 
Chow, D.D. U.S.A. Southern California 


Dempsey, H. U.S.A. Washington 
Dempsey, R.H. U.S.A. Washington 
Devine, R.K. U.S.A. Michigan 
Gordon, H.J. U.S.A. Illinois 
Happle, J.D. U.S.A. Michigan 
Jacobson, A. U.S.A. IMlinois 
James, T.W U.S.A. Minnesota 
Neer, R.T. U.S.A. Michigan 
Petersen, R.A. U.S.A. Michigan 


Turner, T.C.T. U.S.A. Southern California 


ENDODONTICS 
Baccus, D. U.S.A. Tennessee 
Berquist, H.C. U.S.A. Oregon 
Bucher, J. F. U.S.A. Michigan 
Claypool, J. F. U.S.A. Northwestern 
Crookston, L.B, U.S.A. Michigan 
Dietz, G.C. U.S.A. Michigan 
Eder, M. U.S.A. Michigan 
Evanson, L. U.S.A. Michigan 
Green, EN. U.S.A. Michigan 
Healey, H.J. U.S.A. Indiana 
Heuer, MA. U.S.A. Michigan 
Hibbard, E.D U.S.A. Nebraska 
Hogeland, J.H. U.S.A. Iowa 
Huettner, RJ. U.S.A. Michigan 
Hutner, ML. U.S.A. Tufts 
Kennedy, D.R. U.S.A. Minnesota 
Landsberg, J. U.S.A. Michigan 
Lunblade, H. P. U.S.A. Minnesota 
Marshall, F.J. U.S.A. Illinois 
O'Neal, L.R. U.S.A. Tennessee 


Patterson, S.S. U.S.A. Indiana 
Priebe, W.A. U.S.A. Tufts 
Shindell, E. U.S.A. Tufts 
Sud, V. U.S.A. Minnesota 
Torneck, C.D. U.S.A. Michigan 
Wais, F.T. U.S.A. Michigan 
FACE 
Altemus, L.A. U.S.A. Pennsylvania 
Ash, A.A. U.S.A. Michigan 
Baird, F.P. U.S.A. Washington 
Bash, V. P. U.S.A. Washington 
Bedell, R. E. U.S.A. Washington 
Behm, W.R. U.S.A. Northwestern 
Bell, S.W. U.S.A. Indiana 
Blair, E.S. U.S.A. Mlinois 
Blake, S.R. U.S.A. Washington 
Bolton, L.L. U.S.A. Tennessee 
Bowker, W.D. U.S.A. Iowa 
Bright, P.J. U.S.A. Northwestern 
Brown, M.A. U.S.A. Tennessee 
Burstone, C.J. U.S.A. Indiana 
Carlson, D.R. U.S.A. Northwestern 
Cook, E.B. Canada. Toronto 
Corl, MB. U.S.A. North Carolina 
Coulson, R.A. U.S.A. Washington 
Debnam, W.S. U.S.A. North Carolina 
Dennis, H.J. U.S.A. Georgetown 
Desposato, J.D. U.S.A. Washington 
Frantz, L. U.S.A. Illinois 
Fredericks, C.D. U.S.A. Iowa 
Freeman, R.S. U.S.A. Northwestern 
French, W.C. U.S.A. Michigan 
Gerber, W.E. U.S.A. Northwestern 
Gibbs, K.E. U.S.A. Washington 
Giblon, J.H. Canada. Toronto 
Gilmore, W.A. U.S.A. Washington 
Goldsman, S. U.S.A. Indiana 
Gore, S.D. U.S.A. Michigan 
Hamilton, D.C. U.S.A. North Carolina 
Hampe, W. F. U.S.A. Pittsburgh 
Hapak, F.M. U.S.A. Indiana 
Haralabakis, H.N. U.S.A. Michigan 
Hitchcock, H.P. U.S.A. Alabama 
Holahan, G. V. U.S.A. Georgetown 
Inouye, S. Y. U.S.A. Washington 
Janusz, H.E. U.S.A, St. Louis 
Jenkins, D.H. Canada. Toronto 
Johnson, G.K. U.S.A. Washington 
Kim, Y.H. U.S.A. Rochester 
Knarr, R.H. U.S.A. Iowa 
Konishi, H. U.S.A. Northwestern 
Kreager, J. E. U.S.A. Indiana 
Lehman, D.G. U.S.A. Indiana 
Levin, B.J. Canada. Toronto 
Lippitz, H.A. U.S.A. Northwestern 
Lundell, L.C. U.S.A Washington 
Marcondes, A.R. U.S.A. Illinois 
Mciver, J.E. U.S.A. Iowa 
McNair, R.W. U.S.A. Washington 
Meister, D.S. U.S.A. Northwestern 
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Face (Cont. ) 


Miller, A. E. U.S.A. North Carolina 
Mitchell, J.G. Canada. Toronto 
Murphy, F.D. U.S.A. Nebraska 
Nodiot, H. E. U.S.A. Pittsburgh 
Norris, U.S.A. Iowa 

O'Reilly, T.X U.S.A. Iowa 

Peay, W.L. U.S.A. Washington 
Perry, R.M Canada. Toronto 
Ponterio, A.E U.S.A. Washington 
Prakash, P. U.S.A. Tufts 

Prichard, B.W. U.S.A. Tennessee 
Rasmusson, D. F. U.S.A. Northwestern 
Raynes, J.G. U.S.A. Washington 
Roche, W.C. U.S.A. Ohio State 
Sanborn, R.T. U.S.A. Mlinois 
Schulz, J.D. U.S.A. Washington 
Shore, LL. U.S.A. Pittsburgh 
Shotts, A.C., Jr. U.S.A. Tennessee 
Stern, G.A. U.S.A. Tennessee 
Subtelny, J.D. U.S.A. Mlinois 
Takano, W.S. U.S.A. Washington 
Tandikul, T. U.S.A. Pennsylvania 
Telle, E.S. U.S.A. Iowa 

Thomas, A.L U.S.A. Tufts 

Ticknor, R.C. U.S.A. Washington 
Timmons, L.S. U.S.A. Illinois 
Toro, L. U.S.A. Ohio State 

Wallis, S.F. U.S.A. Mlinois 
Warren, E.B. U.S.A. Tennessee 
Wicks, R.G. U.S.A. Pittsburgh 
Wicks, R.L. U.S.A. Iowa 

Williams, B.H. U.S.A. Mlinois 
Wilson, T.M. U.S.A. North Carolina 
Wright, J.M. U.S.A. Mlinois 

Yellen, M. U.S.A. Washington 
Zaytoun, H.S. U.S.A. North Carolina 
Zingeser, MR. U.S.A. Tufts 


FACE * Growth and development 


Brodie, A.G., Jr. U.S.A. Illinois 
Buchsieb, W.C. U.S.A. Ohio State 
Callis, Ro U.S.A Indiana 

Clements, B.S. U.S.A. Washington 
Coben, S.E U.S.A. Illinois 

Colle, A.J. U.S.A. Tufts 

Costigan, W. E. U.S.A. Washington 
Davidian, C. U.S.A. Southern California 
Elmajian, K.E. U.S.A. Washington 
Erickson, L.C. U.S.A. Washington 
Esselman, E.J. U.S.A. Washington 
Franks, M., Jr. U.S.A. Northwestern 
Funt, L.A. Canada. Toronto 

Gans, B U.S.A Illinois 

Girard, J.W., Jr. U.S.A. North Carolina 
Henriques, A.C. U.S.A. Pennsylvania 
Kelley, R.R. U.S.A, Washington 
Kendrick, G.S. U.S.A. Northwestern 
Lande, MJ. U.S.A. Mlinois 

Lavin, J.J. U.S.A. Washington 


McGowan, J.E.C. U.S.A. Canada. Toronto 


Meeker, G.R. U.S.A  Mlinois 


Meinhold, G.L. U.S.A. Washington 
Mistry, K.M U.S.A. Illinois 
Mohammed, C.L U.S.A. Illinois 
Nelson, T.O. U.S.A. Washington 
O'Meyer, R.X. U.S.A. Illinois 
Penaloza, V. U.S.A. Minnesota 
Pihl, E B. U.S.A. Washington 


Richardson, E.W., Jr. U.S.A. Southern California 


Rondon, A.J. U.S.A. Michigan 

Sarnas, K.V. U.S.A. Rochester 

Sayers, G.E. Canada. Toronto 

Seal, W.M_ U.S.A. Washington 

Selman, A.J. U.S.A. Illinois 

Thomas, F.E. U.S.A. Washington 
Thompson, W. J. U.S.A. Michigan 
Walton, M.L., Jr. U.S.A. Pennsylvania 
Watanabe, M U.S.A. Illinois 
Weersing, D.J. U.S.A. Michigan 
Wieslander, L.A.T. U.S.A. Washington 


FACE * Physiology 


Acevedo, R.R. U.S.A. Loyola 

Allen, D.N. U.S.A. Toronto 

Asahino, S.N. U.S.A. Loyola 

Baril, C. U.S.A. Michigan 

Boyko, R. Canada. Toronto 

Cook, E. B. Canada. Toronto 
Copeland, G.P. Canada. Toronto 
Edgar, D.L. U.S.A. Loyola 

Ehrich, D.S., Jr. U.S.A Missouri 
Fried, K.H. U.S.A. Tufts 

Ganoza, C.E. U.S.A. Minnesota 
Geltzer, B. U.S.A. Northwestern 
Halbert, R. U.S.A. Mlinois 

Hamula, W. U.S.A. Indiana 

Haryett, R.D. Canada. Toronto 
Heisel, W.A. U.S.A. Michigan 

Hess, O.E. U.S.A. Missouri 

Hickey, J.C. U.S.A. Ohio State 
Jacob, J.T. U.S.A. Michigan 
Johnston, M.S. Canada. Toronto 
Jourdonnais, J.A. U.S.A. Northwestern 
Just, H.W. U.S.A. Northwestern 
Karau, R.E. U.S.A. Northwestern 
Levin, B.J. Canada. Toronto 

Morris, L.Y., Jr. U.S.A. Nebraska 
Morrow, C.B Canada. Toronto 
Munera, L. U.S.A. Tufts 

Nairn, R.L U.S.A. Ohio State 
Nieberg, L.G. U.S.A Missouri 
Nohrstrom, P.H. U.S.A. Northwestern 
Parikh, N. U.S.A. Loyola 
Pawlowski, B.M. U.S.A. Loyola 
Perry, H.T., Jr. U.S.A. Northwestern 
Pesek, MG. U.S.A. Mlinois 

Porritt, J.E. U.S.A. Michigan 
Roberts, M. U.S.A. Northwestern 
Schlossberg, L. U.S.A. Northwestern 
Shanahan, R.J. U.S.A. Loyola 

Sims, F.W. U.S.A. Tennessee 
Smith, C.E U.S.A. Loyola 


| 


CANADIAN AND UNITED STATES DISSERTATIONS AND THESES 1950-1960 


Snyder, B. B. U.S.A. Nebraska 
Stevens, H.M U.S.A. Tennessee 
Storey, A.T. U.S.A. Michigan 
Trausch, G.S. U.S.A. Northwestern 
Widen, B.A. U.S.A. Loyola 
Winders, R.V. U.S.A. Northwestern 


FLUORIDES 


Adbul-Ghaffar, H. U.S.A. Indiana 
Bhatia, H.L. U.S.A. Mlinois 
Coburn, C.L Canada. Toronto 
Cooksey, V.H. U.S.A. Maryland 
Gish, C.W. U.S.A. Indiana 
Grey, H.S. Canada. Toronto 
Hillblom, R.A. U.S.A. Rochester 
Maurice, C.G. U.S.A. Mlinois 
Parikh, J.C. U.S.A. Georgetown 
Rickles, N.H. U.S.A. California. San Francisco 
Swieterman, R.P. U.S.A. Indiana 


GENETICS, HUMAN 


Allen, D.N. Canada. Toronto 
Asbell, MB. U.S.A. Pennsylvania 
Bonello, J.J. U.S.A. Pittsburgh 
Campbell, G.L U.S.A. Washington 
Frei, R.H. U.S.A. Washington 
Haralabakis, H.N. U.S.A. Michigan 
Hunter, W.S. U.S.A. Michigan 
Jenkins, R.J. U.S.A. Michigan 
Kelley, T.J. U.S.A. Tufts 

Lueck, B.W. U.S.A. Southern California 
Meisel, R.G. U.S.A. Pittsburgh 
Montague, L.A. U.S.A Michigan 
Prork, E.S. U.S.A. Illinois 
Ringenberg, QM U.S.A. St. Louis 
Rivera, J.M. U.S.A. St. Louis 
Wise, W.J. U.S.A. Washington 


GINGIVA 


App, G.R. U.S.A. Ohio State 
Arboleda, V. U.S.A. Tufts 

Bruce, W.A. U.S.A. Ohio State 
Eneroth, J.0.L. U.S.A. Michigan 
Gach, L. U.S.A. Michigan 

Gargiulo, A.W. U.S.A. Loyola 
Greene, A.H. U.S.A. Ohio State 
Henry, J.L. U.S.A. Mlinois 

Howard, S.A. U.S.A. Ohio State 
Kirstine, W.D. U.S.A. Michigan 
Krohn, S. U.S.A. Michigan 

Krop, MM. U.S.A. Northwestern 
Linz, A.M U.S.A. Pennsylvania 
Maddrell, J.A. U.S.A. Northwestern 
Marwah, A.S. U.S.A Illinois 

Medak, H. U.S.A. Mlinois 
Mongkollugsana, D. U.S.A. Ohio State 
Panuska, H.S. U.S.A. Minnesota 
Porter, C.K. U.S.A. Ohio State 
Quart, A.M U.S.A. New York 
Schultz-Haudt, U.S.A. Rochester 
Senter, A.D. U.S.A. California. San Francisco 
Smulow, J. U.S.A. Tufts 

Swieterman, R.P. U.S.A. Indiana 


Uohara, G.L U.S.A. Ohio State 
Wertheimer, F.W. U.S.A. Georgetown 


GINGIVA ** Pathology 


Allen, R.R. U.S.A. Minnesota 
Behrens, D. U.S.A. New York 
Castaldi, C.R. U.S.A. Northwestern 
Elliott, H.S. U.S.A, Baylor 

Fisher, E.T. U.S.A. Northwestern 
Gamboa, G.C. U.S.A. Minnesota 
Ivey, USA. Iowa 

Konze, C. F. U.S.A. Iowa 

McIntosh, W.G. Canada. Toronto 


Mohnac, A.M U.S.A. Pittsburgh 
Reynolds, C. Canada. Toronto 
Savara, B.S. U.S.A. Mlinois 
Schaffer, E.M U.S.A. Minnesota 
Spence, W.J. U.S.A. Northwestern 
Toto, P. U.S.A. Ohio State 
Ulrich, G., Jr. U.S.A. Ohio State 
Wilson, L B. Canada. Toronto 
GINGIVA ** Surgery 
Arnold, N.R. U.S.A. Ohio State 
Bradley, R.E U.S.A. Iowa 
Cummings, P.M, Jr. U.S.A. Alabama 
Engleman, W. P. U.S.A. Ohio State 
Harrison, J.D, U.S.A. Ohio State 
Hatchett, C.M U.S.A. Ohio State 
Irwin, D.H. U.S.A. Northwestern 
Ivancie, G. P. U.S.A. Iowa 
Kohler, C.A. U.S.A. Michigan 
McKelvey, L. E. U.S.A. Michigan 
Meyer, I. U.S.A. Pennsylvania 
Mittleman, H.R. U.S.A. Loyola 
Vargas, B. U.S.A. Baylor 
Wilderman, MN. U.S.A. Loyola 
GROWTH 
Braaten, C.R. U.S.A. Michigan 
Broussard, C.J. U.S.A. Missouri 
Feldman, A. Canada. Toronto 
Green, L.J. U.S.A. Pittsburgh 
Jennings, L.R. U.S.A. Indiana 
Ludwick, T. E. U.S.A. Washington 
Minkoff, R. U.S.A. Michigan 
Rizzo, A.A. U.S.A. Alabama 
Roy, E.W. U.S.A. Mlinois 


Snedaker, D.L. U.S.A. Southern California 
Swerdlow, A. U.S.A. Southern California 


HABITS 
Austin, J.C. U.S.A. Minnesota 
Baril, C. U.S.A. Michigan 
Cashion, L.R. U.S.A. North Carolina 
Cook, J.E. U.S.A. Michigan 
Dann, C, Mi, U.S.A. North Carolina 


Davidian, C. U.S.A. Southern California 


Fleuchaus, P.T. U.S.A. Minnesota 
Gonzalez, R.R. U.S.A. Missouri 
Lambert, C.G. U.S.A. Tennessee 
Lerner, H.L U.S.A. Pennsylvania 
Mitchell, J.G. Canada. Toronto 
Palmer, G.L. U.S.A. Tennessee 
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Habits (Cont. ) 
Pinson, T.J. U.S.A. Michigan 
Reynolds, C. Canada. Toronto 
Shanks, H.W. Canada. Toronto 
Shuttee, T.S. U.S.A. Georgetown 
Stalker, F.O. U.S.A. Missouri 
Washbon, R. E. U.S.A. Washington 
Waterman, J.M U.S.A. Missouri 
HYALURONIDASE 
Fleuchaus, P.T. U.S.A. Minnesota 
Pinson, T.J. U.S.A. Michigan 
Reynolds, C. Canada. Toronto 
Shuttee, T.S. U.S.A. Georgetown 
Stalker, F.O. U.S.A. Missouri 
Waterman, J.M. U.S.A. Missouri 
MALOCCLUSION 
Bauerle, J.R. U.S.A. Iowa 
Benight, W.M U.S.A. Missouri 
Bergeron, D.D. U.S.A. Michigan 
Blake, S.R. U.S.A. Washington 
Bolton, L.L. U.S.A. Tennessee 
Broussard, C.J. U.S.A. Missouri 
Craig, C.E. U.S.A. Illinois 
Crockatt, W.C. U.S.A. Missouri 
Frankel, J.M U.S.A. Illinois 
Gans, A.L. U.S.A. Michigan 
Gonzalez, R.R. U.S.A. Missouri 
Grant, L.E. U.S.A. Missouri 
Jow, W.M_ U.S.A. Southern California 
Kabrin, H.C. U.S.A. Missouri 
Malone, R. F. U.S.A. Missouri 
McCabe, J.B. U.S.A, Alabama 
Petraitis, B.J. U.S.A. Washington 
Popovich, F. Canada. Toronto 
Prakash, P. U.S.A. Tufts 
Reber, J.A. U.S.A. Pittsburgh 
Sauser, C.W. U.S.A. Tufts 
Savara, B.S. U.S.A. Mlinois 
Stephen, D.J. U.S.A. Michigan 
Tillman, N.E, U.S.A. Missouri 
Vorhies, J.M U.S.A. Indiana 
Wendorff, T.K. U.S.A. Washington 
White, E.J. U.S.A. Mlinois 
MANDIBLE 
Bim, J.A. Canada. Toronto 
Browne, R.W. U.S.A. Michigan 
Calcote, C.E. U.S.A. North Carolina 
Carson, J.B.C. U.S.A. Michigan 
Cassidy, L. F., Jr. St. Louis 


De Jesus, L.G. U.S.A. Southern California 


Edgerton, R.L. U.S.A. Northwestern 
Flint, W.L. U.S.A. Washington 
Gilbert, K L. U.S.A. Nebraska 
Gilmore, W.A. U.S.A. Washington 
Glowacz, C.R. U.S.A. Northwestern 


Hogan, D.W. U.S.A. Washington University 


Holton, P.J. U.S.A. Georgetown 
Javois, A.J. U.S.A. Northwestern 
Knell, J.K. U.S.A. Washington 
Mitchell, D.J.E. Canada. Toronto 


Neufeld, J.O, U.S.A. Ohio State 
Parker, D.G. U.S.A. Iowa 
Posen, A.L. U.S.A. Illinois 
Rudee, D.A. U.S.A. Washington 
Schoverling, W.J. U.S.A. Washington 
Simpson, C.D. U.S.A. Minnesota 
Van Alstine, R.S. U.S.A. Michigan 
Weaver, C.L. U.S.A. Missouri 

MANDIBLE ** Growth and development 
Bhaskar, S.N. U.S.A. Mlinois 
Buchman, F.L. U.S.A. Iowa 
Cullen, R.L. U.S.A. Southern California 
Cunat, J.J. U.S.A. Mlinois 
Davis, R.M. U.S.A. Washington 
Funt, L.A. Canada. Toronto 
Hoerman, K.C. U.S.A. Missouri 
Kelley, H.G. U.S.A. Indiana 
Lavin, J.J. U.S.A. Washington 
Ludwick, T.E U.S.A. Washington 
Ludwig, MK. U.S.A. Illinois 

McGowan, J. E.C. Canada. Toronto 

Minkoff, R. U.S.A. Michigan 
O'Shell, V.J. U.S.A. Missouri 
Pascoe, J.J. U.S.A. Michigan 


Ricciardi, A. U. U.S.A. Southern California 


Robinson, LB. U.S.A. Mlinois 
Sayers, G.E. Canada. Toronto 
Schneider, W.C. U.S.A. North Carolina 
Shaffer, J.B U.S.A. North Carolina 
Speck, N.T. U.S.A. Illinois 
Valins, MJ. U.S.A. Indiana 
MANDIBLE ** Physiology 
Anderson, R.M. U.S.A. Washington 
Bryan, W.J. U.S.A. Northwestern 
Butori, U.S.A. Washington 
Carter, G.V. U.S.A. Loyola 
Cook, A.R. U.S.A. Northwestern 
Coulombe, J.A.R., Jr. U.S.A. Washington 
Dierkes, D.D. U.S.A. Northwestern 
Ganoza, C.E. U.S.A. Minnesota 
Garnick, J. U.S.A. Michigan 
Gibbs, J.P. U.S.A. Nebraska 
Good, H.C., Jr. U.S.A. Northwestern 
Hartwick, A.G. U.S.A. Northwestern 
Hickey, J.C. U.S.A. Ohio State 
Hines, F.B U.S.A. North Carolina 
Jennings, S. U.S.A. Northwestern 
Jordan, D.R. U.S.A. Michigan 
Kepron, D. U.S.A. Michigan 
King, W.A. U.S.A. Northwestern 
Klein, P.E. U.S.A. Northwestern 
Klepacki, F.H. U.S.A. Northwestern 
Lundquist, W.C. U.S.A. Northwestern 
Masters, W.S. U.S.A. Ohio State 
McMahon, K.K. U.S.A. Ohio State 
McNutt, J.H. U.S.A. Minnesota 
Moore, EE. U.S.A. Baylor 
Moreland, D.G. U.S.A. Nebraska 
Mullen, R. P. U.S.A. Northwestern 
Olsen, E.S., Jr. U.S.A. Minnesota 
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Phipps, J. E. U.S.A. Ohio State 
Powers, B.J. U.S.A. Loyola 
Rogers, J.H. U.S.A. Ohio State 
Schmidt, W.R. U.S.A. Ohio State 
Scully, J.J. U.S.A. Mlinois 
Smith, J.L. U.S.A. Northwestern 
Stalnaker, B.D., Jr. U.S.A. Minnesota 
Superstine, M. U.S.A. Michigan 
Udani, T.M Canada. Toronto 
Vanoucek, H.L. U.S.A. Northwestern 
Vedder, R.L. U.S.A. Michigan 
Wood, B.G. U.S.A. Northwestern 
Yahr, R.C. U.S.A. Northwestern 
Zwemer, E.J. U.S.A. Northwestern 
MANDIBLE ** Surgery 
Bertz, J. E. U.S.A. Ohio State 
Brannin, D. E. U.S.A. Minnesota 
Buchanan, W. T. U.S.A. Michigan 
Chwazik, W.L. U.S.A. Georgetown 
Clark, F.E U.S.A. Missouri 
Fuller, G.E. U.S.A. Pittsburgh 
Hagan, E.H. U.S.A. Michigan 
Jarabak, J.R. U.S.A. Northwestern 
Lanfranchi, R. P. U.S.A. Northwestern 
Leemkuil, R.W. U.S.A. Iowa 
Lynch, R.J. U.S.A. Towa 
Simms, W.B. U.S.A. Pittsburgh 
Weiss, A.W. U.S.A. Michigan 
MASTICATION 
Askew, H.C. U.S.A. Alabama 
Cordeiro, P. F.S. U.S.A. Tufts 
Coy, RE. U.S.A. Pittsburgh 
Fleming, P.T. U.S.A. Iowa 
Gardner, A. F. U.S.A. Illinois 
Jansen, J.A.M. Canada. Toronto 
Lawson, W.A. U.S.A. Michigan 
Mahler, D.B. U.S.A. Michigan 
Patel, V. U.S.A. Tufts 
Pesek, MG. U.S.A. Illinois 
Richardson, G.D. U.S.A. Georgetown 
Sauser, C.W. U.S.A. Tufts 
Scully, J.J. U.S.A. Mlinois 
Yurkstas, A.A. U.S.A. Tufts 
MICROBIOLOGY 
Adams, J.M U.S.A. Pacific 
Aponte-Rivera, A.J. U.S.A. Michigan 
Bowen, W.H. U.S.A. Rochester 
Campbell, J.L. U.S.A. Maryland 
Claypool, J. F. U.S.A. Northwestern 
Cohen, J. U.S.A. Michigan 
Cruz-Jasso, H. U.S.A. Michigan 
Davis, J.L. U.S.A. Maryland 
Diodati, U.S.A. Nebraska 
Doran, E.J. Canada Toronto 
Evanson, L. U.S.A. Michigan 
Folsom, T.C. U.S.A. Northwestern 
Freese, J.A. U.S.A. Southern California 
Gardner, MK. U.S.A. Oregon 
Gaston, C.M U.S.A. Alabama 
Gillis, R.E. U.S.A. Case Western Reserve 


Green, G.H. U.S.A. Northwestern 
Heifetz, C.L. U.S.A. Maryland 
Hunter, H.A. Canada. Toronto 
Jordan, H.V., Jr. U.S.A. Maryland 
Kennedy, D.R. U.S.A. Minnesota 
Konetzka, W.A. U.S.A. Maryland 
Kristufek, H.K. U.S.A. Northwestern 
Langford, G.C. U.S.A. Maryland 
Lynch, E.P. U.S.A. Northwestern 
Madlener, E.M. Canada. Toronto 
Margetis, P.M U.S.A. Georgetown 
Mills, M.G. U.S.A. Northwestern 
Nevin, T.A. U.S.A. Alabama 
Parsons, P.A. U.S.A. Michigan 
Pike, J.S. U.S.A. Nebraska 
Richardson, W. U.S.A. Tennessee 
Schaffer, E.M U.S.A. Minnesota 
Sims, W. U.S.A. Oregon 

Sreebny, L.M U.S.A. Mlinois 

Sud, V. U.S.A. Minnesota 
Thompson, H.A. Canada. Toronto 
Zwemer, J. U.S.A. Illinois 


NEOPLASMS 


Bruce, E.A. U.S.A. Pennsylvania 
Chase, L.P. U.S.A. Loyola 
Chaudry, A. P. U.S.A. Minnesota 
Frissell, C.T. U.S.A. Indiana 
Houston, M. U.S.A. Illinois 
Kolas, S. U.S.A. Ohio State 
Murphy, R.T. U.S.A. Michigan 
Ore, D.E U.S.A. Mlinois 

Rovin, S. U.S.A. Michigan 
Shannon, LL. U.S.A. California. San Francisco 
Sleeper, E. U.S.A. Pennsylvania 


ORTHODONTIC APPLIANCES 


Austerman, J.B. U.S.A. Missouri 
Baldwin, J.J. U.S.A. Indiana 
Barringer, MD. U.S.A. North Carolina 
Callender, G.L. U.S.A. Missouri 
Crowder, H.M U.S.A. Tennessee 
Cucalon, A., Jr. U.S.A. Southern California 
Day, W.H. U.S.A. Missouri 

Denver, P.I. U.S.A. Indiana 

Dreiling, R.R. U.S.A. Missouri 
Drenker, E.W. U.S.A. Nebraska 
Fellows, T.W. U.S.A. Missouri 
Fortuna, A.A. U.S.A. Missouri 

Fryar, G.M U.S.A. Indiana 

Hall, G. U.S.A. Washington University 
Hanagan, F.J. U.S.A. Michigan 
Hodgson, E.W. U.S.A. Missouri 
Hyman, J. U.S.A. Southern California 
Kemler, E.A. U.S.A, Northwestern 
Krause, L. P. U.S.A. Missouri 
Lawless, D.T. U.S.A. Indiana 
Matthews, M.A. Canada. Toronto 
Mitchell, D.L. U.S.A. North Carolina 
Moran, J..R. U.S.A. Washington 
Mortell, J. F., Jr. U.S.A. Michigan 
Orman, W.K. U.S.A. Washington 
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Orthodontic Appliances (Cont. ) 


Paxton, MC. U.S.A. St. Louis 
Ponitz, R.J. U.S.A. Michigan 
Reynolds, W. J., Jr. U.S.A. Missouri 
Richardson, W. U.S.A. Tennessee 
Teetzel, J.H. U.S.A. Michigan 
Vassar, R.J. U.S.A. Northwestern 
Wolf, EL U.S.A. Missouri 

Ziegler, J.T. U.S.A. Tennessee 


ORTHODONTICS 


Allen, R.D. U.S.A. Michigan 
Amason, R.M U.S.A. Tennessee 
Anderson, G.S. U.S.A. Michigan 
Anderson, J.P. U.S.A. Washington 
Anderson, R.A. U.S.A. Mlinois 
Asahino, S.N. U.S.A. Loyola 
Baker, R.W. U.S.A. IMlinois 
Baldridge, D.W. U.S.A. Tennessee 
Barringer, F. E. U.S.A. Washington 
Baxter, D.H. U.S.A. Washington 
Benson, D.E. U.S.A. Michigan 
Bernardi, F. U.S.A. St. Louis 
Besas, A. E. U.S.A. Northwestern 
Blenkner, R.C. U.S.A. Northwestern 
Bloom, L.A. U.S.A. Washington 
Boice, R.D. U.S.A. Missouri 
Bolton, W.A. U.S.A. Washington 
Bowling, B.R. U.S.A. Missouri 
Brock, W.C. U.S.A. Michigan 
Burton, J.T. U.S.A. Pennsylvania 
Cardinal, S.J. U.S.A. Iowa 
Carlson, S. U.S.A. Northwestern 
Carr, W.K. U.S.A. Indiana 

Cater, R.E. U.S.A. Missouri 
Caudle, R.P. U.S.A. Missouri 
Cech, H. U.S.A. Nebraska 

Cohen, S. P. U.S.A. Missouri 


Cucalon, A., Jr. U.S.A. Southern California 


Curtis, L.R. U.S.A. Missouri 
Dalmass, A.G, U.S.A. Pittsburgh 
Davis, M. U.S.A. Michigan 
Debbane, E. F. U.S.A. Rochester 
DeCastro, H. U.S.A. Michigan 
Dona, A.A. U.S.A. Washington 
Drake, J.V. U.S.A. Washington 
Duncan, C.E. U.S.A. Missouri 
Dung, D. K.H. U.S.A. Missouri 
Esposito, R. P. U.S.A. Washington 
Fabric, F. U.S.A. Michigan 
Farrell, E.W. U.S.A. Michigan 
Ferrell, D.L, Jr. U.S.A. Ohio State 
Foresman, R.R. U.S.A. Illinois 
Frost, W.D U.S.A. St. Louis 
Gibbs, R.E. U.S.A. Illinois 

Gill, G.N. U.S.A. Missouri 
Gilmore, R.H. U.S.A. Michigan 
Gore, S.D. U.S.A. Michigan 
Gottfried, H.C. U.S.A. Pittsburgh 
Groves, MH., Jr. U.S.A. Indiana 
Hagihara, E.M. U.S.A. Northwestern 


Hall, C.B, U.S.A. North Carolina 
Hasstedt, C.W. U.S.A. Washington 
Hegedus, S.E. Canada. Toronto 

Heim, H. U.S.A. Tufts 

Hoe, P.S. U.S.A. Missouri 

Huckaba, G.W. U.S.A. Tennessee 
Hughes, H.H. U.S.A. Missouri 
Humphreys, K.W. U.S.A. Indiana 

Jacob, J.T. U.S.A. Michigan 

Jarvis, A. Canada. Toronto 

Johnson, P.W. U.S.A. Southern California 
Jolly, J.M U.S.A. Washington University 
Jones, F.G. U.S.A. Washington 
Jourdonnais, J.A. U.S.A. Northwestern 
Kawanami, S. U.S.A. Missouri 

Keiper, F. 1 U.S.A. Pittsburgh 
Kendrick, G.S. U.S.A. Northwestern 
Kenneth K. U.S.A. Southern California 
Krop, MM. U.S.A. Northwestern 

Kuhn, R.J. U.S.A. Indiana 

Lazo de la Vega, A. U.S.A. Michigan 
Lewis, B.W. U.S.A. North Carolina 
Macapanpan, L.C. U.S.A. Illinois 
Martin, J.R. U.S.A. Washington 

Martin, R.M U.S.A. Pittsburgh 
McGovern, W.C. U.S.A. Washington 
McIntosh, J.J. U.S.A. Washington University 
Meinhold, C.H. U.S.A. Michigan 

Menius, J.W., Jr. U.S.A. North Carolina 
Meyer, P.S. U.S.A. Washington University 
Miller, A.L. U.S.A. St. Louis 

Miller, C.D. U.S.A. Missouri 

Mistry, K.M. U.S.A. IMlinois 

Miyahara, E.J. U.S.A. Missouri 

Moore, MR. U.S.A. Missouri 

Moran, J.R. U.S.A. Washington 
Muehlebach, G. E. U.S.A. Missouri 
Murphy, J.W. U.S.A. Southern California 
Nagamoto, K.K. U.S.A. Southern California 
Nickel, S.E. U.S.A. Missouri 

Nordh, N.A. U.S.A. Northwestern 

Ogata, Y. U.S.A. Missouri 

O'Rielly, W.C. U.S.A. Washington 

Orr, G.J. U.S.A. North Carolina 

Orr, R.J. U.S.A. Missouri 

Patel, V.M U.S.A. Tufts 

Peterson, A. E. U.S.A. Washington 
Pfluger, W.M. U.S.A. Tennessee 

Phillips, J.R, U.S.A. Washington 
Plowman, P.E. U.S.A. Missouri 

Quinn, G.W. U.S.A. Tennessee 

Radke, R.W. U.S.A. Missouri 

Ramming, R.W., Jr. U.S.A. Tennessee 
Reese, J.W. U.S.A. Michigan 

Reinstein, A. U.S.A. Northwestern 
Ricciardi, A. U. U.S.A. Southern California 
Sadler, J. F. U.S.A. Tennessee 

Sain, J.A. U.S.A. Tennessee 

Schurter, J.G. U.S.A. Southern California 
Shanahan, R.J. U.S.A. Loyola 
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Silverstein, A. U.S.A. Mlinois 
Sklaroff, J.H. U.S.A. Michigan 
Sleichter, C.G. U.S.A. Illinois 

Smythe, R.B. U.S.A. Northwestern 
Snedaker, D.L. U.S.A. Southern California 
Soehoed, T.C. U.S.A. Ohio State 
Sotiropoulos, P.G. U.S.A. St. Louis 
Spence, W.J. U.S.A. Northwestern 
Stephens, P.H. U.S.A. Washington 
Stifter, J.J. U.S.A. Ohio State 

Stucky, MM U.S.A. Missouri 

Swann, G.C. Canada. Toronto 

Swift, C. F. U.S.A. Southern California 
Swoiskin, R. U.S.A. Northwestern 
Thurston, J.L. U.S.A. Washington 
Toothman, G.W. U.S.A. Pittsburgh 
Torchia, J.S. U.S.A. Missouri 
Tovstein, B.C. U.S.A. Illinois 

Walker, W.W. U.S.A. North Carolina 
Wallman, R.H. U.S.A. Washington 
Widen, B.A. U.S.A. Loyola 
Wieslander, L.A. T. U.S.A. Washington 
Wolfe, D.R. U.S.A. Missouri 

Wyatt, O.E. U.S.A. Missouri 

Wyatt, W. P. U.S.A. Missouri 

Zemke, D.W. U.S.A. Missouri 


PALATE 


Debbane, E. F. U.S.A. Rochester 
Foster, R.E. U.S.A. Washington 
Hausrath, D.H. U.S.A. Northwestern 
Henriques, A.C. U.S.A. Pennsylvania 
Marin, H.L. U.S.A. Ohio State 
Sanderson, LE. U.S.A. Ohio State 
Staab, A.E. U.S.A. Missouri 
Tandikul, T. U.S.A. Pennsylvania 
Willis, R.H. U.S.A. Washington 


PATHOLOGY, ORAL 


Anderson, D.A. U.S.A. Ohio State 
Berman, L.N. U.S.A. New York 
Bradley, J.L. U.S.A. Pennsylvania 
Chipps, J.E. U.S.A. Pennsylvania 
Conroy, C.W. U.S.A. Ohio State 
Dietz, V.H. U.S.A. Michigan 
Ferrigno, P.D. U.S.A. Ohio State 
Gamboa, G.C. U.S.A. Minnesota 
Gardner, A. F. U.S.A. Georgetown 
Gardner, A. F. U.S.A. Mlinois 
Goodman, MM U.S.A. Michigan 
Hawthorne, D.E. U.S.A. Missouri 
Jackson, G.E. U.S.A. Northwestern 
Kwapis, BW. U.S.A. St. Louis 

Lee, K.T., Jr. U.S.A. Washington University 
Martin, E.H. U.S.A. Washington University 
Millard, H.D. U.S.A. Michigan 
Montgomery, P.W. U.S.A. Ohio State 
Moore, C.H. U.S.A. Pittsburgh 
Moore, R.L. U.S.A. Northwestern 
Niland, F.W. U.S.A. Georgetown 
Peterson, W.A. U.S.A. Minnesota 
Pincock, L. D. U.S.A. Minnesota 


Porch, R.C. U.S.A. Missouri 
Porkas, N.M. U.S.A. New York 
Porter, C.K. U.S.A. Ohio State 
Post, R. U.S.A. Pennsylvania 
Reber, J.A. U.S.A. Pittsburgh 
Reed, R.D. U.S.A. Georgetown 
Runyon, W. F. U.S.A. Missouri 
Smulow, J. U.S.A. Tufts 
Stewart, E.E. U.S.A. Minnesota 
Taylor, R.G. U.S.A. Rochester 
Waldron, C.A. U.S.A. Minnesota 
Witkop, C.J., Jr. U.S.A. Michigan 
Wrubel, G.J. U.S.A. New York 
Wyatt, W.P. U.S.A. Missouri 


PEDODONTICS 


Abdul-Ghaffar, H. U.S.A. Indiana 
Ash, MM, Jr. U.S.A. Michigan 
Austin, J.C. U.S.A. Minnesota 
Best, B.C. U.S.A. Nebraska 
Bhiladvala, P.M U.S.A, Tufts 
Boyles, E.L. U.S.A. Tufts 
Cannon, J.J. U.S.A. Iowa 


Clauss, W.J. U.S.A. Michigan 


Croxton, W.L. U.S.A. Indiana 

Delio, C.A. U.S.A. Nebraska 
Fadden, U.S.A. Michigan 
Goodale, W.G. U.S.A. Iowa 
Gosselin, D.H. U.S.A. Nebraska 
Harris, J.G. U.S.A. Tennessee 
Hester, E.M. U.S.A. North Carolina 
Ingino, A.L. U.S.A. Missouri 
Jennings, L.R. U.S.A. Indiana 
Kimbrough, C,E. U.S.A. Southern California 
Klepacki, F.H. U.S.A. Northwestern 
Koenig, A.H. U.S.A. Minnesota 
Konikow, Z. U.S.A. Michigan 
Kouffman, S.S. U.S.A. Northwestern 
Lewis, T.M U.S.A. Washington 
Ludlam, F.H. U.S.A. Northwestern 
McReynolds, J.E. U.S.A. Nebraska 
Neaderland, R.B U.S.A. Mlinois 
Ralls, ML. U.S.A. North Carolina 
Roder, R.E. U.S.A. Washington 
Sawusch, RH. U.S.A. Michigan 
Schumacher, E.R. U.S.A. Washington 
Stucky, J.J. U.S.A. Nebraska 

Sud, V. U.S.A. Minnesota 

Winter, C.V. U.S.A. North Carolina 


PERIODONTAL DISEASES 


Ash, MM, Jr. U.S.A. Michigan 
Conroy, C.W. U.S.A. Missouri 
Desai, N.T. U.S.A. Indiana 

Ditto, W.M U.S.A. Michigan 
Gilbert, R.H. U.S.A. Northwestern 
Kouffman, S.S. U.S.A. Northwestern 
Mehta, M.M. Canada. Toronto 
Stanley, H.R., Jr. U.S.A. Georgetown 
Theilade, J. Canada. Toronto 
Vaughan, O.G. U.S.A. Northwestern 
Yuktanandana, I U.S.A. Alabama 
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PERIODONTAL DISEASES ** Therapy 
Fraleigh, C.M. U.S.A. Northwestern 
Grant, J.C. U.S.A. Iowa 

Jensen, J.R. U.S.A. Minnesota 
Johnson, W.N. U.S.A. Ohio State 
Lawther, G. U.S.A. Minnesota 
Padgett, J.L. U.S.A. Northwestern 
Salcedo, N.B. U.S.A. Georgetown 
Smythe, R B. U.S.A. Northwestern 
Walker, F.E. U.S.A. Iowa 
Wertheimer, F.W. U.S.A. Northwestern 


PERIODONTIUM 


Anderson, D. L. Canada. Toronto 
Beltin, C.M U.S.A. Mlinois 

Boyd, J.B, Jr. U.S.A. Indiana 
Brown, C.B. U.S.A. Northwestern 
Carwell, G.R. U.S.A. Iowa 

Caudle, R.P. U.S.A. Missouri 
Chawla, T.N. U.S.A. Tufts 

Curtis, G.H. U.S.A. Michigan 
Dalmass, A.G. U.S.A. Pittsburgh 
Davila, H.M U.S.A. Indiana 

Delio, C.A. U.S.A. Southern California 
DiNapoli, A. U.S.A. Michigan 
Ennever, J. U.S.A. Ohio State 

Eros, T., Jr. U.S.A. Southern California 
Gach, L. U.S.A. Michigan 

Gupta, O.P. U.S.A) New York 

Hall, C.D. U.S.A. Indiana 

Hileman, A.C. U.S.A. Ohio State 
Hoffman, R L. U.S.A. Mlinois 
Houglum, M.W. U.S.A. Minnesota 
Humphreys, K.W. U.S.A. Indiana 
Humphries, W.L., Jr. U.S.A. Tennessee 
Hussein, H. F. U.S.A. Indiana 
Hwang, W.S. U.S.A. Iowa 

Johansen, J.R. U.S.A Alabama 
Kirstine, W.D. U.S.A. Michigan 
Knapp, MJ. U.S.A. Georgetown 
Kristoffersen, T.O. U.S.A, Michigan 
Mallernee, R.E U.S.A. Ohio State 
Meinhold, C.H. U.S.A. Michigan 
Miller, E.F. U.S.A. Ohio State 
Miyahara, E J. U.S.A. Missouri 
Miyahara, R.L U.S.A. Missouri 
Mosher, R.L, Jr. U.S.A. Nebraska 
Namajuska, LE. U.S.A. Northwestern 
Nevins, L.M U.S.A. New York 
Pineiro, G.L U.S.A. Mlinois 
Piroshaw, N. U.S.A. Tufts 
Ramfjord, S.P. U.S.A. Michigan 
Reeve, C.M. U.S.A. Loyola 

Rice, B.H. U.S.A. Ohio State 


Richardson, E.W., Jr. U.S.A. Southern California 


Shick, R.A. U.S.A. Michigan 
Shklar, G. USA Tufts 


PROSTHODONTICS 


Arias-Teja, E U.S.A. Michigan 


Avery, S.K U.S.A. Washington University 


Bhargava, K. U.S.A. Tufts 

Cain, MJ., Jr. U.S.A. Michigan 
Calomeni, A.A. U.S.A. Washington University 
Campbell, R.L. U.S.A. Northwestem 
Chawla, Y.C. U.S.A. Detroit 
Cueva-Santana, F. U.S.A. Ohio State 
Duncan, E.T. U.S.A. Washington University 
Hitchcock, C.K. U.S.A. Northwestern 
Holt, J.W., Sr. U.S.A. Michigan 
Hudson, A/L. U.S.A. Southern California 
Idris, A.A.M. U.S.A. New York 

Jones, E.L. U.S.A. Northwestern 

Jones, P.M. U.S.A. Northwestern 
Kapur, K.K. U.S.A. Tufts 

Lawson, W.A. U.S.A. Michigan 

Luna, C. U.S.A. Michigan 

Martin, W.T. U.S.A. Iowa 

Martone, A.L. U.S.A. Ohio State 
McCracken, W.L. U.S.A. Michigan 
Mirza, F. U.S.A. Tufts 

Morgan, H.H. U.S.A. Maryland 
Newman, C.W. U.S.A. Indiana 

Nichols, F.C. U.S.A. Washington University 
Richardson, G.D. U.S.A. Georgetown 
Riley, T.J., Jr. U.S.A. Washington 
Rios, C.M U.S.A. Michigan 

Robinson, R.G. U.S.A. Indiana 

Rufener, S.D, U.S.A. Ohio State 

Rupp, N.W_ U.S.A. Georgetown 
Stromberg, W.R. U.S.A. Michigan 
Tarplee, U.S.A. Indiana 

Wehner, P.J. U.S.A. Michigan 
Westerberg, ML. U.S.A. Minnesota 


PUBLIC HEALTH DENTISTRY 


Bergeron, D.D. U.S.A. Michigan 
Bowen, C.M U.S.A. New York 
Brett-Williams, D.G. Canada. Toronto 
Capogreco, V. E. Canada. Toronto 
Chavalit, N. Canada. Toronto 
Chegwin, A. E. Canada. Toronto (2) 
Coburn, C.L Canada. Toronto 
Compton, F.H. Canada. Toron.o 
Conchie, J.M Canada. Toronto 
Dawson, W.G. Canada. Toronto (2) 
Duncan, J.A. Canada. Toronto 
Feasby, R.E. Canada. Toronto 
Gallagher, S.J. Canada. Toronto 
Gavriloff, T.J. Canada. Toronto 
Grainger, R.M. Canada. Toronto (2) 
Grey, H.S. Canada. Toronto 
Jarrett, Canada. Toronto 
Lawrence, J.W.M. Canada. Toronto (2) 
Marsh, T.L. Canada. Toronto (2) 
McCombie, F. Canada. Toronto 
McCormick, C.H. Canada. Toronto 
Phillips, H. J. Canada. Toronto 
Salter, A.T. Canada. Toronto 
Samuels, W.A. Canada. Toronto 
Scott, N.H. Canada. Toronto 

Sun, Y.K. Canada. Toronto 
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Ward, A. E. Canada. Toronto 
Wells, J.E. U.S.A. Missouri 
Zacherl, W.A. Canada. Toronto 


RADIOGRAPHY 


Easly, R.F. U.S.A. Pittsburgh 

Eastwood, A.W. U.S.A. Michigan 

Evans, M.R. U.S.A. Pennsylvania 

Harper, T.L., Jr. U.S.A. North Carolina 
Kahn, KS. U.S.A. Washington 

Karger, L U.S.A. Detroit 

Makinson, O. F. U.S.A. Michigan 
Marsters, J.C. U.S.A. Southern California 
Miller, J.W. U.S.A. California. San Francisco 
Newman, D.W. U.S.A. Ohio State 
Petersen, E.E. U.S.A. Minnesota 

Sather, A.H. U.S.A. Minnesota 

Tuckson, C.R., Jr. U.S.A. Pennsylvania 
Williams, S.W. U.S.A. Minnesota 


SALIVA 


Allen, W.L U.S.A. Washington University 
Bechlem, D.N. U.S.A. Washington 
Cohen, A.S. U.S.A. Northwestern 
Connor, BR U.S.A. Illinois 

Doku, H.C. U.S.A. Tufts 

Gaston, C.M U.S.A. Alabama 

Green, G.H. U.S.A. Northwestern 
Hyman, J. U.S.A. Southern California 
Kolas, S. U.S.A. Ohio State 
McDonald, R. E. U.S.A. Indiana 
Patton, A.J.R. U.S.A. Alabama 
Patton, J.R. U.S.A. Alabama 
Reynolds, C. Canada. Toronto 

Seiler, A.L. U.S.A. Harvard 
Simmons, N.S. U.S.A. Rochester 
Sreebny, L.M U.S.A. Mlinois 
Wilson, L B. Canada. Toronto 


SALIVARY GLANDS 


Bixler, D. U.S.A. Indiana 
Cornyn, J. U.S.A. Georgetown 
Gupta, O.P. U.S.A. New York 
Luxford, EW. P. U.S.A. Rochester 
Lyon, H.W. U.S.A. Georgetown 
Platt, D. U.S.A. Alabama 
Santangelo, M. V. U.S.A. Loyola 
Saxe, S.R. U.S.A. Washington 
Sreebny, L.M U.S.A. Mlinois 
Standish, S.M U.S.A. Indiana 
Tamarin, A. U.S.A. Washington 


SEPTICEMIA 


Cooley, F.H. U.S.A. Baylor 
Greer, ME. U.S.A. Missouri 
Louis, J.D. U.S.A. Ohio State 
Peterson, W.A. U.S.A. Minnesota 
Vargas, B. U.S.A. Baylor 


SPEECH 


Allen, L.R. U.S.A. Washington University 
Bernstein, M U.S.A. Tufts 

Carpenter, C.R. U.S.A. Northwestern 
Dubrul, EL. U.S.A. Mlinois 


Feldman, E.W. U.S.A. Pittsburgh 


Gardner, R.J. U.S.A. Washington University 


Goldberg, M.S. U.S.A. Northwestern 
Horsch, S.R. U.S.A. St. Louis 
Howard, G. U.S.A. Northwestern 
Johnson, K.C. U.S.A. Mlinois 
Martone, A.L. U.S.A. Ohio State 
Schneider, G. U.S.A. Tufts 

Senty, EL. U.S.A. Northwestern 
Supernaw, E.W. U.S.A. Washington 
Vale, G.L. U.S.A. Southern California 


Wardlaw, F.O. U.S.A. Washington University 


Williams, R.L. U.S.A. Northwestern 
Zoradi, M.S. U.S.A. Missouri 


STRESS 


Baken, M.P., Jr. U.S.A. Minnesota 
Burton, R.M U.S.A. Nebraska 
Gerstein, H.A. U.S.A. Nebraska 
Lewis, T.M U.S.A. Washington 
Pennell, B.M U.S.A. Ohio State 
Wells, H. U.S.A. Harvard 


SURGERY, ORAL 


Baldwin, K.H. U.S.A. Detroit 
CeBoer, M. U.S.A. Northwestern 
Cooley, D. U.S.A. Michigan 
DeJulien, L. F., Jr. U.S.A. Pacific 
Dreiling, R.J. U.S.A. Missouri 
Freedman, L. U.S.A. Pittsburgh 
Ganley, C. U.S.A. Pittsburgh 
Hanratty, W.J. U.S.A. Detroit 
Heatherington, D.B. U.S.A. Michigan 
Johnson, W.R. U.S.A. Missouri 
Kiester, G.L. U.S.A. Michigan 
Koslin, A.J. U.S.A. Towa 

Lindsay, R.K. U.S.A. Michigan 
Lynch, B.L. U.S.A. Northwestern 
Marfino, N.R. U.S.A. Loyola 
Maslowski, W.C. U.S.A. Ohio State 
Middleton, R.A. U.S.A. Georgetown 
Moore, J.S. U.S.A. Missouri 
O'Connell, W.L. U.S.A. Georgetown 
Pascoe, J.J. U.S.A. Michigan 
Pasqual, H.N. U.S.A. Pittsburgh 
Pavlakovich, F.G. U.S.A. Pittsburgh 
Perkins, REL USA. Tufts 
Petty, C.R. U.S.A. Michigan 
Phillips, U.S.A. Missouri 
Reed, R.A. U.S.A. Michigan 
Sanders, P.A. U.S.A. Detroit 
Shimasaki, W.W. U.S.A. Pacific 
Silha, R.E. U.S.A. Iowa 

Swanson, A.E. U.S.A. Michigan 
Swanson, H.H. U.S.A. Detroit 
Thompson, H.C,, MI U.S.A. Pittsburgh 
White, G.W. U.S.A. St. Louis 
Williams, A. U.S.A. New York 
Wilson, D.L. U.S.A. Ohio State 
Zink, J.A. U.S.A. Ohio State 


TEMPOROMANDIBULAR JOINT 


Aldrich, J. E. U.S.A. Ohio State 
Anderson, J.W. U.S.A. Northwestern 
Arndt, W.V. U.S.A. Missouri 

Choukas, N.C. U.S.A. Loyola 

Chow, D.D. U.S.A. Southern California 
Furlong, F.J. U.S.A. Northwestern 
Gillis, T.C. U.S.A. Ohio State 
Goldblatt, L. U.S.A. Pittsburgh 
Harrison, J.E. U.S.A. Missouri 

Hill, J.A. U.S.A. Tennessee 

Kennard, W.G. U.S.A. Missouri 
Laskowski, E.J. U.S.A. Pittsburgh 
Lathrop, W.M. U.S.A. Missouri 
Malloy, C.B. U.S.A. Washington University 
Moses, C.H. Canada. Toronto 

Mullinix, E. E. U.S.A. Ohio State 
Pinto, O. F. U.S.A. Georgetown 

Reber, J.D. U.S.A. Pittsburgh 

Reed, W.C. U.S.A. Missouri 
Rosenstein, S.W. U.S.A. Northwestern 
Ruskin, R. U.S.A. Northwestern 
Sandusky, W.C., Jr. U.S.A. Tennessee 
Torres, C.H. U.S.A. Southern California 


TEMPOROMANDIBULAR JOINT ** Pathology 


Albright, C.R. U.S.A. Baylor 

Antoni, A.A. Canada. Toronto 
Bauerle, J. E. U.S.A. Pittsburgh 
Blackmer, J.W. U.S.A. Missouri 
Bowles, V.D. U.S.A. Missouri 

Brah, RH. U.S.A. St. Louis 
Draper, P.E. U.S.A. Northwestern 
Ebel, H.E., Jr. U.S.A. Michigan 
Frantzich, W. P. U.S.A. Minnesota 
Fredsall, R.J. U.S.A. Missouri 
Friesz, R.H. U.S.A. Pennsylvania 
Hazle, J.B U.S.A. Northwestern 
Kiester, G.L. U.S.A. Michigan 
Lindsay, R.K. U.S.A. Michigan 
Mayerson, M. U.S.A. Northwestern 
Moorman, W.C. U.S.A. Indiana 
Post, LJ. U.S.A. Northwestern 
Roffinella, J.P. U.S.A. Michigan 
Swanson, A. E. U.S.A. Michigan 
TEMPOROMANDIBULAR JOINT ** Physiology 
Addiego, B.J. U.S.A. Northwestern 
Chung, D.D.B. U.S.A. Northwestern 
Donovan, R.W. U.S.A. Northwestern 
Fraseur, G.L. U.S.A. Iowa 

Jansen, J.A.M. Canada. Toronto 
Leggett, J.A., Jr. U.S.A. North Carolina 
Post, LJ. U.S.A. Northwestern 
Rumble, J.C. U.S.A. Tennessee 
Schwartz, E.C. U.S.A. Northwestern 


TONGUE 


Eifert, D.F U.S.A. Michigan 
Garner, L. F.D. U.S.A. Indiana 
Hawkins, R.H. U.S.A. Tennessee 
Hult, D. P. Canada. Toronto 

Law, J.R. U.S.A. Washington 
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McKee, T. L., Jr. U.S.A. Northwestern 
Schoenheider, W.A. U.S.A. Loyola 
Stephen, D.J. U.S.A. Michigan 
Wooldridge, H.R. U.S.A. Tennessee 


TOOTH 


Abbey, F.S. U.S.A. Pittsburgh 

Bolden, T. E. U.S.A. Illinois 

Brown, R.V. U.S.A. Iowa 

Coady, J.M U.S.A. Loyola 

Cooksey, V.H. U.S.A. Maryland 

Daniel, F.H. U.S.A. North Carolina 

Fletke, E.C. U.S.A. Michigan 

Green, J.A. U.S.A. Southern California 

Gregory, J. F. U.S.A. Southern California 
Hansen, L.S. U.S.A. Georgetown 

Hansen, N.M., Jr. U.S.A. Indiana 

Hoe, P.S. U.S.A. Missouri 

Hudson, A. L. U.S.A. Southern California 

Knapp, MJ. U.S.A. Georgetown 

Mumford, J.M. U.S.A. Michigan 

Murphy, J.W. U.S.A. Southern California 
Richardson, E.W , Jr. U.S.A. Southern California 
Romero-Rosas, M.T. U.S.A. Southern California 


TOOTH ** Anatomy & histology 


Armstrong, W.E U.S.A. North Carolina 
Arnold, E.E. U.S.A. Michigan 

Benson, L.A. U.S.A. Ohio State 

Bolton, W.A. U.S.A. Washington 
Broffman, E.G. U.S.A. Southern California 
Brown, J. E. U.S.A. Tennessee 

Carlsen, D.B. U.S.A. Iowa 

Cooper, W.S. U.S.A. Washington 
Crockatt, W.C. U.S.A. Missouri 

Elcan, P.D. U.S.A. Tennessee 

Failor, R.O. U.S.A. Washington 

Fasano, E.F. U.S.A. St. Louis 

Felcher, D.D. U.S.A. Iowa 

Fleet, LJ. U.S.A. Northwestern 

Gans, A.L. U.S.A. Michigan 

Gatti, S.E. U.S.A. Washington 

Hall, W.A. U.S.A. Michigan 

Hemrend, B. Canada. Toronto 

Higley, B.W. U.S.A. Iowa 

Hunter, W.S. U.S.A. Michigan 

Keso, L R. U.S A. Washington University 
King, T.B. U.S.A. St. Louis 

Kramer, W.S. U.S.A. Nebraska 

Lowe, W.J. U.S.A. North Carolina 
Lynch, W.R. U.S.A. Nebraska 
Magnusson, G.K. U.S.A. Nebraska 
McGovern, T.J. U.S.A. Pittsburgh 
Mcliver, J.E. U.S.A. Iowa 

Oldfather, RH. U.S.A. Iowa 

Raak, KD. U.S.A. Iowa 

Rivera, J.M U.S.A. St. Louis 

Roberts, KM U.S.A. Washington 

Ross, L.E. U.S.A. North Carolina 
Schmidt, W.G. U.S.A. St. Louis 
Shanley, L.S. U.S.A. Washington University 
Sidhisunthorn, P. U.S.A. Indiana 
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Snyder, B.B. U.S.A. Nebraska 

Soparker, P.M U.S.A. Iowa 

Spracklin, T. E. Canada. Toronto 

Taylor, R. F. U.S.A. Washington 

Vasirani, S.J. U.S.A. Mlinois 

Vollmer, C.L. U.S.A. Southern California 
Watson, HS. U.S.A. Nebraska 

Wentz, F.M U.S.A. Mlinois 

Williams, J.E. U.S.A. Northwestern 
Williams, R.M. U.S.A. Tennessee 


TOOTH ** Growth & development 


Binford, R.T., Jr. U.S.A. Alabama 
Bourgeois, A.J., Jr. U.S.A. Georgetown 
Brown, W.A.B. U.S.A. [linois 
DeGooyer, J.J. U.S.A. Iowa 

Jenkins, R.J. U.S.A. Michigan 

Kaplan, W.V. U.S.A. Minnesota 

Nolla, C.M U.S.A. Michigan 

Parikh, J.C. U.S.A. Georgetown 


TOOTH ** Innervation 


Kochar, BS. U.S.A. Pennsylvania 
McDaniel, W.L. U.S.A. Northwestern 
Miller, B.G. U.S.A. Virginia 

Olsen, N.H. U.S.A. Northwestern 
Philipp, J.J. U.S.A. Northwestern 
Rector, R.A U.S.A. Michigan 


TOOTH ** Transplantation 


Alley, J.M, Jr. U.S.A Missouri 
Fleming, H.S. U.S.A Pennsylvania 
Hoek, R.B U.S.A. Michigan 
Hoffman, R.L. U.S.A. Mlinois 
Marlette, RH. U.S.A. Missouri 
Martin, D.W. U.S.A. Missouri 
Miyahara, R.L U.S.A. Missouri 
Nassimbene, L.L. U.S.A. Missouri 
Peterson, J.R. U.S.A. Iowa 
Thompson, RM U.S.A. Iowa 


TOOTH ERUPTION 


Avakian, J.V. U.S.A. Southern California 
Azar, J.S. U.S.A. Pittsburgh 
Bradley, R.E. U.S.A. Michigan 
Byrd, W.M U.S.A North Carolina 
Clements, B.S. U.S.A. Washington 
Davis, R.M U.S.A. Washington 

Fisk, RO. U.S.A. Michigan 
Fleming, H.B. U.S.A. Michigan 
Gorny, A.S. U.S.A. Washington University 
Hickey, D.G. U.S.A. Washington 
Janda, J.W. U.S.A. Minnesota 
Johnson, H.W. U.S.A. Missouri 
Krygier, S.J. U.S.A. Pennsylvania 
Lo, R.T. Canada. Toronto 

Maddrell, J.A. U.S.A. Northwestern 
Miller, B.G. U.S.A. Virginia 
Mindeman, G.E. U.S.A. Iowa 
O'Brien, C. U.S.A  I[linois 

O'Meara, W. F. U.S.A. Iowa 
Shumaker, D B. U.S.A. Michigan 
Wertheimer, F.W. U.S.A. Georgetown 
Wilson, 0.E. U.S.A. Iowa 


TOOTH EXTRACTION 
Alling, C.C. U.S.A. Michigan 
Bardgett, J.F. USA St. Louis 
Chudzinski, J.G. U.S.A. Northwestern 
Clark, C.A. U.S.A Pittsburgh 
Devlin, D.H. U.S.A. Northwestern (2) 
Drebes, R. U.S.A. Northwestern 
Dreiling, R.J. U.S.A. Missouri 
Ferrini, P.P. U.S.A Northwestern 
Fleuchaus, P.T. U.S.A Minnesota 
Frost, W.D. U.S.A. St. Louis 
Gibbs, R.E U.S.A Detroit 
Gibilisco, J.A. U.S.A. Minnesota 
Greer, U.S.A. Missouri 
Hinds, V.S. U.S.A. Iowa 
Jacobs, J. U.S.A. St. Louis 
Jughes, H.H. U.S.A. Missouri 
Lavieri, J.P. U.S.A Northwestern (2) 
Lindenmeyer, R M U.S.A Iowa 
Linn, RH. U.S.A. Minnesota 
Merrifield, LL. U.S.A. Missouri 
Morris, E.E. U.S.A. Indiana 
Nichol, C.W. USA. St. Louis 
Paxton, MC. U.S.A. St. Louis 
Perrini, P.P. U.S.A. Northwestern 
Reichart, C.H. U.S.A. Missouri 
Reynolds, W.J., Jr. U.S.A. Missouri 
Rosen, MD. U.S.A Illinois 
Rowan, T.W. U.S.A. Tennessee 
Schulte, W.C. U.S.A. Missouri 
Scull, J.J. U.S.A. Northwestern 
Singsank, C. U.S.A. Iowa 
Smith, RL. U.S.A. Ohio State 
Verbic, R.L. U.S.A. Northwestern (2) 
Versnal, J.C., Jr. USA St. Louis 
Wong, H.M U.S.A St. Louis 
TOOTH MIGRATION 


Donaldson, E.D. U.S.A Southern California 


Hillblom, R.A. U.S.A Rochester 
Johnston, P.B U.S.A. Ohio State 
Ludwig, MK U.S.A Illinois 
Schneider, B.J. U.S.A Illinois 
Seipp, J.H., Jr. U.S.A. Pittsburgh 
Shaw, A.L. U.S.A. Pittsburgh 
Yenne, BA. U.S.A. Illinois 

TOOTH RESORPTION 
Gettinger, T. U.S A. Southern California 
Malone, A.J. U.S.A. [linois 
Phillips, J.R. U.S.A. Washington 
Robinson, J.W. U.S.A. Georgetown 
Seltzer, N.M U.S.A. Southern California 
Torchia, J.S. U.S.A. Missouri 

TOOTH ROOT 
Berry, H.M U.S.A Pennsylvania 


Dienstein, B. U.S.A. California. San Francisco 


Esterl, N.L. U.S.A. Ohio State 
Gonzalez, J.M. U.S.A. Nebraska 
Hoffman, R.L U.S.A. Illinois 
Leonard, W.B. U.S.A Ohio State 
Logan, F.W. U.S.A. Ohio State 
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Tooth Root (Cont. ) 
Schubert, R. E. U.S.A. Tennessee 
Staley, C.E. U.S.A. Iowa 
Whyte, J.A. Canada. Toronto 
WOUND HEALING 
Alley, J.M, Jr. U.S.A. Missouri 
Alling, C.C. U.S.A. Michigan 
Annese, J.J. U.S.A. Tufts 
Baker, W.D. U.S.A. St. Louis 
Berman, D.S. U.S.A. Illinois 
Bertz, J.E. U.S.A. Ohio State 
Bradley, R.E. U.S.A. Iowa 
Clark, C.A. U.S.A. Pittsburgh 
Cooksey, D.E. U.S.A Georgetown 


Cummings, P.M, Jr. U.S.A. Alabama 


Dalton, W. J. U.S.A. Ohio State 
Devlin, D.H. U.S.A. Northwestern 
Drebes, R. U.S.A. Northwestern 
Engelman, W. P. U.S.A. Ohio State 
Fahim, M.S.A. U.S.A Indiana 
Ferrini, P.P. U.S.A. Northwestern 
Gregory, W.B, Jr. U.S.A. Indiana 
Johansen, J.R. U.S.A. Alabama 


Kohler, C.A. U.S.A. Michigan 
Lavieri, J.P. U.S.A. Northwestern 
Linn, R.H. U.S.A. Minnesota 
Marfino, N.R. U.S.A. Loyola 
Mazarow, H.B. U.S.A. Ohio State 
McVeigh, J.B. U.S.A. Georgetown 
Mittelman, H.R. U.S.A. Loyola 
Morris, EE. U.S.A. Indiana 
Nevins, L.M. U.S.A. New York 


Perino, N.J. U.S.A. Washington University 


Perrini, P. P. U.S.A. Northwestern 
Schulte, W.C. U.S.A. Missouri 
Seiler, A.L. U.S.A. Harvard 
Shankwalker, G.3. U.S.A. Indiana 
Smith, R.L. U.S.A. Ohio State 
Spira, M. U.S.A. Northwestern 
Staley, C.E. U.S.A. Iowa 

Swan, W.R. U.S.A. Northwestern 
Verbic, R.L. U.S.A. Northwestern 
Versnel, J.C., Jr. USA. St. Louis 
Wilderman, MN. U.S.A. Loyola 
Youngblood, P.J. U.S.A. Michigan 
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ABADOM, P.N. U.S.A. Rochester 
ABBEY, F.S. U.S.A. Pittsburgh 
ABUDUL-GHAFFAR, H. U.S.A. Indiana 
ACEVEDO, R.R. U.S.A. Loyola 
ADAMO, N.J. U.S.A. Maryland 
ADAMS, C.D. U.S.A. Iowa 

ADAMS, J.M. U.S.A. Pacific 
ADDIEGO, B.J. U.S.A. Northwestern 
ADILMAN, H.B. U.S.A. Northwestern 
ADISMAN, I.K. U.S.A. New York 
AKAMINE, R.N. U.S.A. Mlinois 
ALBRIGHT, C.R. U.S.A. Baylor 
ALDRICH, J.E. U.S.A. Ohio State 
ALLARD, J.R. U.S.A. California 
ALLEN, D.N. Canada. Toronto 


ALLEN, LR. U.S.A. Washington University 


ALLEN, R. U.S.A. Southern California 
ALLEN, R.D. U.S.A. Michigan 
ALLEN, R.E. U.S.A. Missouri 
ALLEN, R.R. U.S.A. Minnesota 
ALLEN, W.L U.S.A. Washington University 
ALLEY, J.M., JR. U.S.A. Missouri 
ALLEY, R.S. U.S.A. Missouri 
ALLING, C.C. U.S.A. Michigan 

ALT, L.L. U.S.A. Northwestern 
ALTEMUS, L.A. U.S.A. Pennsylvania 
AMASON, R.M. U.S.A. Tennessee 
ANDERSON, B.D. U.S.A. Northwestern 
ANDERSON, D.A. U.S.A. Ohio State 
ANDERSON, D.L. Canada. Toronto 
ANDERSON, E.E. U.S.A. Iowa 
ANDERSON, G.S. U.S.A. Michigan 
ANDERSON, J.P. U.S.A. Washington 
ANDERSON, J.W. U.S.A. Northwestern 
ANDERSON, R.A. U.S.A. Illinois 
ANDERSON, R.M. U.S.A. Washington 
ANNESE, J.J. U.S.A. Tufts 
ANNICHIARICO, J.N. U.S.A. Georgetown 
ANTILA, E.M. U.S.A. Pittsburgh 
ANTONI, A.A. Canada. Toronto 
APFEL, D.A. U.S.A. Northwestern 


APONTE-RIVERA, A.J. U.S.A. Michigan (2) 


APP, G.R. U.S.A. Ohio State 

APPLEBY, R.C. U.S.A. Iowa 
ARBOLEDA, V. U.S.A. Tufts 
ARIAS-TEJA, E. U.S.A. Michigan 
ARMSTRONG, W.E. U.S.A. North Carolina 
ARNDT, W.V. U.S.A. Missouri 

ARNOLD, E.E. U.S.A. Michigan 
ARNOLD, N.R. U.S.A. Ohio State 
ARNSTINE, A. U.S.A. Northwestern 


ASAHINO, S.N. U.S.A. Loyola 

ASBELL, M.B. U.S.A. Pennsylvania 
ASGAR, K. U.S.A. Michigan 

ASH, A.A. U.S.A. Michigan 

ASH, M.M., JR. U.S.A. Michigan 
ASKEW, H.C. U.S.A. Alabama 

ASTAFF, A. U.S.A. California 
AUSTERMAN, J.B. U.S.A. Missouri 
AUSTIN, J.C. U.S.A. Minnesota 
AVAKIAN, J.V. U.S.A. Southern California 
AVERY, S.K. U.S.A. Washington University 
AZAR, J.S. U.S.A. Pittsburgh 

BACCUS, D. U.S.A. Tennessee 

BADER, P. U.S.A. St. Louis 

BAIRD, F.P. U.S.A. Washington 

BAKEN, M.P., JR. U.S.A. Minnesota 
BAKER, R.W. U.S.A. Illinois 

BAKER, W.D. U.S.A. St. Louis 
BALDRIDGE, D.W. U.S.A. Tennessee 
BALDRIDGE, O.L. U.S.A. Washington University 
BALDWIN, J.J. U.S.A. Indiana 
BALDWIN, K.H. U.S.A. Detroit 
BARDGETT, J.F. U.S.A. St. Louis 
BARIL, C. U.S.A. Michigan 

BARNES, J.Q. U.S.A. Washington 
BARRINGER, F.E. U.S.A. Washington 
BARRINGER, M.D. U.S.A. North Carolina 
BASH, V.P. U.S.A. Washington 
BAUERLE, J.E. U.S.A. Pittsburgh 
BAUERLE, J.R. U.S.A. Iowa 

BAUM, A.T. U.S.A. Washington 

BAUM, L. U.S.A. Michigan 

BAUME, L.J. U.S.A. California. San Francisco 
BAUMGARTNER, D.W. U.S.A. Michigan 
BAWDEN, J.W. U.S.A. Iowa 

BAXTER, D.H. U.S.A. Washington 
BECHLEM, D.N. U.S.A. Washington 
BEDELL, R.E. U.S.A. Washington University 
BEHN, W.R. U.S.A. Northwestern 
BEHRENS, D. U.S.A. New York 

BELL, S.W. U.S.A. Indiana 

BELTIN, C.M. U.S.A. Mlinois 

BENIGHT, W.M. U.S.A. Missouri 
BENSON, D.E. U.S.A. Michigan 
BENSON, L.A. U.S.A. Ohio State 
BERGERON, D.D. U.S.A. Michigan 
BERKOWITZ, S. U.S.A. Mlinois 
BERMAN, D.N. U.S.A. New York 
BERMAN, D.S. U.S.A. Illinois 
BERNARDI, F. U.S.A. St. Louis 
BERNSTEIN, M. U.S.A. Tufts 
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BERQUIST, H.C. U.S.A. Oregon 
BERRY, H.M. U.S.A. Pennsylvania 
BERTZ, J.E. U.S.A. Ohio State 
BESAS, A.E. U.S.A. Northwestern 
BEST, B.C. U.S.A. Nebraska 
BHARGAVA, K. U.S.A. Tufts 
BHASKAR, S.N. U.S.A. Illinois 
BHATIA, H.L. U.S.A. Illinois 
BHILADVALA, P.M. U.S.A. Tufts 
BHUSSRY, B.R. U.S.A. Rochester 
BILLETT, A.E. U.S.A. Northwestern 
BILLS, E.D. U.S.A. Iowa 

BIM, J.A. Canada. Toronto 
BINFORD, R.T., JR. U.S.A. Alabama 
BIXLER, D. U.S.A. Indiana 
BJORNDAL, A.M. U.S.A. Iowa 
BLACK, H.B. U.S.A. Northwestern 
BLACKMER, J.W. U.S.A. Missouri 
BLAIR, A.E. U.S.A. Ohio State 
BLAIR, E.S. U.S.A. Illinois 

BLAKE, S.R. U.S.A. Washington 
BLENKNER, R.C. U.S.A. Northwestern 
BLOOM, H.L. U.S.A. Northwestern 
BLOOM, L.A. U.S.A. Washington University 
BOETTNER, V.A. U.S.A. Michigan 
BOGDANSKI, W. U.S.A. Georgetown 
BOICE, R.D. U.S.A. Missouri 
BOLDEN, T.E. U.S.A. Illinois 
BOLENDER, C.L. U.S.A. Iowa 
BOLTON, L.L. U.S.A. Tennessee 
BOLTON, W.A. U.S.A. Washington 
BONELLO, J.J. U.S.A. Pittsburgh 
BOONE, G.N. U.S.A. Southern California 
BORDEN, G.H. U.S.A. Illinois 
BOUCHER, D.J. U.S.A. Michigan 
BOURGEOIS, A.J., JR. U.S.A. Georgetown 
BOWEN, C.M. U.S.A. New York 
BOWEN, W.H. U.S.A. Rochester 
BOWKER, W.D. U.S.A. Iowa 
BOWLES, V.D. U.S.A. Missouri 
BOWLING, B.R. U.S.A. Missouri 
BOYD, J.B., JR. U.S.A. Indiana 
BOYKO, R. Canada. Toronto 
BOYLES, E.L. U.S.A. Tufts 
BRAATEN, C.R. U.S.A. Michigan 
BRABB, B.J. U.S.A. Michigan 
BRADLEY, J.L. U.S.A. Pennsylvania 
BRADLEY, R.E. U.S.A. Iowa 
BRADLEY, R.E. U.S.A. Michigan 
BRAH, R.H. U.S.A. St. Louis 
BRANNIN, D.E. U.S.A. Minnesota 
BRESCIA, N.J. U.S.A. Loyola 
BRETT-WILLIAMS, D.G. Canada. Toronto 
BREWER, H.E. U.S.A. Indiana 
BRIGHT, P.J. U.S.A. Northwestern 
BRIGHT, R.H. U.S.A. Pennsylvania 
BRINSDEN, G.I. U.S.A. Northwestern 
BRISTOL, L.B. U.S.A. Michigan 
BROCK, W.C. U.S.A. Michigan 
BRODIE, A.G., JR. U.S.A. Illinois 


BROFFMAN, E.G. U.S.A. Southern California 
BROSCH, J.W. U.S.A. Michigan 
BROUSSARD, C.J. U.S.A. Missouri 
BROWN, C.B. U.S.A. Northwestern 
BROWN, D.S. U.S.A. Michigan 
BROWN, J.C. U.S.A. Missouri 
BROWN, J.E. U.S.A. Tennessee 
BROWN, M.A. U.S.A. Tennessee 
BROWN, R.V. U.S.A. Iowa 

BROWN, V.P. U.S.A. Michigan 
BROWN, W.A.B. U.S.A. Illinois 
BROWNE, R.W. U.S.A. Michigan 
BRUCE, E.A. U.S.A. Pennsylvania 
BRUCE, W.A. U.S.A. Ohio State 
BRUDEVOLD, F. U.S.A. Rochester 
BRUNER, F.W. U.S.A. Michigan 
BRYAN, W.J. U.S.A. Northwestern 
BUCHANAN, W.T. U.S.A. Michigan 
BUCHER, J.F. U.S.A. Michigan 
BUCHMAN, F.L. U.S.A. Iowa 
BUCHSIEB, W.C. U.S.A. Ohio State 
BUCKLEY, D.C. U.S.A. Nebraska 
BURKE, R.J. U.S.A. Minnesota 
BURSTONE, C.J. U.S.A. Indiana 
BURTON, J.T. U.S.A. Pennsylvania 
BURTON, R.M. U.S.A. Nebraska 
BUSH, J.B. U.S.A. Iowa 

BUTLER, C.F. U.S.A. Northwestern 
BUTORI, E.F. U.S.A. Washington 
BUTT, B.G. U.S.A. Illinois 

BUTZ, R.J. U.S.A. Nebraska 

BYRD, W.M. U.S.A. North Carolina 
BYRNE, J.J. U.S.A. St. Louis 

CAIN, M.J., JR. U.S.A. Michigan 
CAISTER, L.E. U.S.A. Michigan 
CALCOTE, C.E. U.S.A. North Carolina 
CALDWELL, R.C. U.S.A. Rochester 
CALLAHAN, R.D. U.S.A. St. Louis 
CALLAGHAN, N.R. U.S.A. Iowa 
CALLENDER, G.L. U.S.A. Missouri 
CALLIS, R. U.S.A. Indiana 
CALOMENI, A.A. U.S.A. Washington 
CAMPBELL, G.I. U.S.A. Washington 
CAMPBELL, J.L. U.S.A. Maryland 
CAMPBELL, R.L. U.S.A. Northwestern 
CANNON, J.J. U.S.A. Iowa 
CAPOGRECO, V.E. Canada. Toronto 
CARBONARO, L. U.S.A. Northwestern 
CARDINAL, S.J. U.S.A. Iowa 
CARLISLE, F.B., JR. U.S.A. Northwestern 
CARLSEN, D.B. U.S.A. Iowa 
CARLSON, D.H. U.S.A. Northwestern 
CARLSON, S. U.S.A. Northwestern 
CARPENTER, C.R. U.S.A. Northwestern 
CARR, W.K. U.S.A. Indiana 

CARSON, J.B.C. U.S.A. Michigan 
CARSTENSEN, D.J. U.S.A. Iowa 
CARTER, G.V. U.S.A. Loyola 
CARTWRIGHT, C.B. U.S.A. Michigan 
CARWELL, G.R. U.S.A. Iowa 
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CASHION, L.R. U.S.A. North Carolina 
CASSIDY, L.F., JR. U.S.A. St. Louis 
CASTALDI, C.R. U.S.A. Northwestern 
CASTRO, M.E. U.S.A. Michigan 
CATER, R.E. U.S.A. Missouri 
CAUDLE, R.P. U.S.A. Missouri 
CAVANAUGH, E. U.S.A. Northwestern 
CECH, H. U.S.A. Nebraska 

CHASE, L.P. U.S.A. Loyola 
CHAUDHRY, A.P. U.S.A. Minnesota 
CHAVALIT, N. Canada. Toronto 
CHAWLA, T.N. U.S.A. Tufts 
CHAWLA, Y.C. U.S.A. Detroit 
CHEGWIN, A.E. Canada. Toronto (2) 
CHERNAUSEK, D.S. U.S.A. Minnesota 
CHIPPS, J.E. U.S.A. Pennsylvania 
CHOUKAS, N.C. U.S.A. Loyola 
CHOW, D.D. U.S.A. Southern California 
CHUDZINSKI, J.G. U.S.A. Northwestern 
CHUNG, D.D.B. U.S.A. Northwestern 
CHURCH, L.E. U.S.A. Washington 
CHWAZIK, W.L. U.S.A. Georgetown 
CHIEPIELEWSKI, J. U.S.A. Michigan 
CLARK, C.A. U.S.A. Pittsburgh 
CLARK, F.E. U.S.A. Missouri 
CLAUSS, W.J. U.S.A. Michigan 
CLAYPOOL, J.F. U.S.A. Northwestern 
CLEMENTS, B.S. U.S.A. Washington 
CLOUGH, H.E. U.S.A. Iowa 

COADY, J.M. U.S.A. Loyola 

COBEN, S.E. U.S.A. Illinois 
COBURN, C.I. Canada. Toronto (2) 
COHEN, A.S. U.S.A. Northwestern 
COHEN, J. U.S.A. Michigan 

COHEN, S.P. U.S.A. Missouri 
COLLE, A.J. U.S.A. Tufts 

COLLITO, M.B. U.S.A. Tufts 
COMPTON, F.H. Canada. Toronto 
COMSTOCK, F.W. U.S.A. Michigan 
CONCHIE, J.M. Canada. Toronto 
CONNER, B.R. U.S.A. Illinois 
CONROY, C.W. U.S.A. Ohio State 
CONROY, C.W. U.S.A. Missouri 
COOK, A.R. U.S.A. Northwestern 
COOK, E.B. Canada. Toronto 

COOK, J.E. U.S.A. Michigan 
COOKSEY, D.E. U.S.A. Georgetown 
COOKSEY, V.H. U.S.A. Maryland 
COOLEY, D. U.S.A. Michigan 
COOLEY, F.H. U.S.A. Baylor 
COOPER, H., JR. U.S.A. Michigan 
COOPER, W.S. U.S.A. Washington 
COPELAND, G.P. Canada. Toronto 
COPELAND, H.I., JR. U.S.A. Georgetown 
COPELAND, J.W. U.S.A. Missouri 
CORDEIRO, P.F.S. U.S.A. Tufts 
CORL, M.B. U.S.A. North Carolina 
CORNYN, J. U.S.A. Georgetown 
CORPRON, R.E. U.S.A. Michigan 
COSTIGAN, W.E. U.S.A. Washington 


COUGHLIN, E.T.A., Ml. U.S.A. Michigan 
COULOMBE, J.A.R., JR. U.S.A. Washington 
COULSON, R.A. U.S.A. Washington 

COX, G.C. U.S.A. Iowa 

COY, R.E. U.S.A. Pittsburgh 

CRAIG, C.E. U.S.A. Illinois 

CRAVEN, A.H. U.S.A. Illinois 
CRAWFORD, T.N. U.S.A. Michigan 
CROCKATT, W.C. U.S.A. Missouri 
CROOKSTON, L.B. U.S.A. Michigan 
CROWDER, H.M. U.S.A. Tennessee 
CROWLEY, J.A. U.S.A. North Carolina 
CROXTON, W.L. U.S.A. Indiana 
CRUMPTON, E.L. U.S.A. Michigan 

CRUZ, A. U.S.A. Iowa 

CRUZ-JASSO, H. U.S.A. Michigan 
CUCALON, A., JR. U.S.A. Southern California 
CUEVA-SANTANA, F. U.S.A. Ohio State 
CULLEN, R.L. U.S.A. Southern California 
CUMMINGS, P.M., JR. U.S.A. Alabama 
CUNAT, J.J. U.S.A. Illinois 

CURTIS, G.H. U.S.A. Michigan 

CURTIS, L.R. U.S.A. Missouri 
DALMASS, A.G. U.S.A. Pittsburgh 
DALTON, W.J. U.S.A. Ohio State 
DANIEL, F.H. U.S.A. North Carolina 
DANIEL, R.G. U.S.A. Southern California 
DANN, C. Il. U.S.A. North Carolina 
DAUGAARD-JENSEN, LJ. U.S.A. Michigan 
DAVIDIAN, C. U.S.A. Southern California 
DAVIDSON, H.D. U.S.A. Tufts 

DAVIES, G.O. U.S.A. Northwestern 
DAVILA, H.M. U.S.A. Indiana 

DAVIS, J.L. U.S.A. Maryland 

DAVIS, M. U.S.A. Michigan 

DAVIS, R.M. U.S.A. Washington 
DAWSON, W.G. Canada. Toronto (2) 
DAY, H.J. U.S.A. Iowa 

DAY, W.C. U.S.A. Nebraska 

DAY, W.H. U.S.A. Missouri 

DEBBANE, E.F. U.S.A. Rochester 
DEBNAM, W.S. U.S.A. North Carolina 
DeBOER, M. U.S.A. Northwestern 
DeCASTRO, H. U.S.A. Michigan 
DeGOOYER, H., JR. U.S.A. Iowa 

DE JESUS, L.G. U.S.A. Southern California 
DeJULIEN, L.F., JR. U.S.A. Pacific 
DELAPA, R.J. U.S.A. Ohio State 
DELIO, C.A. U.S.A. Nebraska 

DELIO, C.A. U.S.A. Southern California 
DEMPSEY, H. U.S.A. Washington 
DEMPSEY, R.H. U.S.A. Washington 
DENNIS, H.J. U.S.A. Georgetown 
DENVER, P.I. U.S.A. Indiana 

DESAI, N.T. U.S.A. Indiana 
DESPOSATO, J.D. U.S.A. Washington 
DEVINE, R.K. U.S.A. Michigan 

DEVLIN, D.H. U.S.A. Northwestern 
DICK, M.F. U.S.A. Northwestern 


DIENSTEIN, B. U.S.A. California. San Francisco 
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DIERKES, D.D. U.S.A. Northwestern 
DIETZ, G.C. U.S.A. Michigan 
DIETZ, V.H. U.S.A. Michigan 
DILLEY, H.E. U.S.A. Iowa 
DiNAPOLI, A. U.S.A. Michigan 
DIODATI, R.R. U.S.A. Nebraska 
DITTO, W.M. U.S.A. Michigan 
DOERR, R.E. U.S.A. Michigan 
DOKU, H.C. U.S.A. Tufts 

DONA, A.A. U.S.A. Washington 
DONALDSON, E.D. U.S.A. Southern California 
DONOVAN, R.W. U.S.A. Northwestern 
DORAN, E.J. Canada. Toronto 
DOWNTON, E.P. Canada. Toronto 
DRAKE, J.V. U.S.A. Washington 
DRAPER, P.E. U.S.A. Northwestern 
DREBES, R. U.S.A. Northwestern 
DREILING, R.J. U.S.A. Missouri 
DREILING, R.R. U.S.A. Missouri 
DRENKER, E.W. U.S.A. Nebraska 
DUBRUL, E.L. U.S.A. Illinois 
DUMBAULD, J.B. U.S.A. Iowa 
DUNCAN, C.E. U.S.A. Missouri 
DUNCAN, E.T. U.S.A. Washington University 
DUNCAN, J.A. Canada. Toronto 
DUNDASS, R.P. U.S.A. Michigan 
DUNG, D.K.H. U.S.A. Missouri 
EASLY, R.F. U.S.A. Pittsburgh 
EASTWOOD, A.W. U.S.A. Michigan 
EBEL, H.E., JR. U.S.A. Michigan 
EDER, M. U.S.A. Michigan 

EDGAR, D.L. U.S.A. Loyola 
EDGERTON, R.L. U.S.A. Northwestern 
EHRICH, D.S., JR. U.S.A. Missouri 
EIFERT, D.F. U.S.A. Michigan 
EILERS, R. U.S.A. Iowa 

ELCAN, P.D. U.S.A. Tennessee 
EIHADARY, M.S. U.S.A. Michigan 
ELLIOTT, H.S. U.S.A. Baylor 
ELMAJIAN, K.E. U.S.A. Washington 
ELWOOD, W.K. U.S.A. Ohio State 
EMMERSON, J.H. U.S.A. Northwestern 
ENEROTH, J.O.L. U.S.A. Michigan 
ENGELMAN, W.P. U.S.A. Ohio State 
ENNEVER, J. U.S.A. Ohio State 
ERDMANN, G.E. U.S.A. Iowa 
ERICKSON, L.C. U.S.A. Washington 
EROS, T., JR. U.S.A. Southern California 
ERVIN, R.H. U.S.A. Iowa 
ESPOSITO, R.P. U.S.A. Michigan 
ESSELMAN, E.J. U.S.A. Washington 
ESTERL, N.L. U.S.A. Ohio State 
EVANS, G.W. U.S.A. Tufts 

EVANS, M.R. U.S.A. Pennsylvania 
EVANSON, L. U.S.A. Michigan 
FABRIC, F. U.S.A. Michigan 
FADDEN, L.E. U.S.A. Michigan 
FAHIM, M.S.A. U.S.A. Indiana 
FAILOR, R.O. U.S.A. Washington 
FARRELL, E.W. U.S.A. Michigan 
FASANO, E.F. U.S.A. St. Louis 


FEAGANS, W.M. U.S.A. Virginia 
FEASBY, R. E. Canada. Toronto 
FEDI, P.F., JR. U.S.A. Ohio State 
FELCHER, D.D. U.S.A. Iowa 
FELDMAN, A. Canada Toronto 
FELDMAN, E.W. U.S.A. Pittsburgh 
FELLOWS, T.W. U.S.A. Missouri 
FERRELL, D.L., JR. U.S.A. Ohio State 
FERRIGNO, P.D. U.S.A. Ohio State 
FERRINI, P. P. U.S.A. Northwestern 
FERRIS, H.E. U.S.A. Pennsylvania 
FERRO, W.F. U.S.A. Alabama 
FINDER, M.J. U.S.A. Pittsburgh 
FISCHER, W.G. U.S.A. Iowa 

FISHER, E.T. U.S.A. Northwestern 
FISK, R.O. U.S.A. Michigan 
FLEEGE, F.J. U.S.A. Iowa 

FLEFT, I. J. U.S.A. Northwestern 
FLEMING, H.S. U.S.A. Pennsylvania 
FLEMING, H.B. U.S.A. Michigan 
FLEMING, P.T. U.S.A. Iowa 
FLETCHER, J.R. Canada. Toronto 
FLETKE, W.C. U.S.A. Michigan 
FLEUCHAUS, P.T. U.S.A. Minnesota 
FLIEDER, D.E. U.S.A. Iowa 

FLINT, W.L. U.S.A. Washington 
FOLLMAR, K.E. U.S.A. Northwestern 
FOLSOM, T.C. U.S.A. Northwestern 
FORESMAN, R.R. U.S.A. Illinois 
FORSCHER, B.K. U.S.A. Northwestern 
FORTUNA, A.A. U.S.A. Missouri 
FOSTER, R.E. U.S.A. Washington 
FOX, L. U.S.A. Pittsburgh 

FOWLER, W.M. U.S.A. Michigan 
FRALEIGH, C.M. U.S.A. Northwestern 
FRANKEL, J.M. U.S.A. Illinois 
FRANKS, M., JR. U.S.A. Northwestern 
FRANTZ, L. U.S.A. Illinois 
FRANTZICH, W.P. U.S.A. Minnesota 
FRASEUR, G.L. U.S.A. Iowa 
FREDERICKS, C.D. U.S.A. Iowa 
FREDSALL, R.J. U.S.A. Missouri 
FREEDMAN, L. U.S.A. Pittsburgh 
FREEMAN, R.S. U.S.A. Northwestern 
FREEMON, J.F. U.S.A. Tennessee 
FREESE, J.A. U.S.A. Southern California 
FREI, R.H. U.S.A. Washington 
FRENCH, W.C. U.S.A. Michigan 
FRIDLEY, H.H. U.S.A. Tufts 
FRIED, KH. U.S.A. Tufts 
FRIEDLANDER, J.D. U.S.A. Pennsylvania 
FRIESZ, R.H. U.S.A. Pennsylvania 
FRISSELL, C.T. U.S.A. Indiana 
FROST, W.D. U.S.A. St. Louis 
FRYAR, G.M. U.S.A. Indiana 
FULLER, G.E. U.S.A. Pittsburgh 
FUNT, L.A. Canada. Toronto 
FURLONG, F.J. U.S.A. Northwestern 
FURR, M.L. U.S.A. Missouri 
GACH, L. U.S.A. Michigan 
GALLAGHER, S.J. Canada. Toronto 
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GAMBOA, G.C. U.S.A. Minnesota 
GANLEY, C. U.S.A. Pittsburgh 
GANOZA, C.E. U.S.A. Minnesota 
GANS, A.L. U.S.A. Michigan 

GANS, B. U.S.A. Illinois 

GARDNER, A.F. U.S.A. Georgetown 
GARDNER, A.F. U.S.A. Mlinois 
GARDNER, M.K. U.S.A. Oregon 
GARDNER, R.J. U.S.A. Washington 
GARGIULO, A.W. U.S.A. Loyola 
GARNER, L.D. U.S.A. Indiana 
GARNICK, J. U.S.A. Michigan 
GASKINS, H.E. U.S.A. Michigan 
GASTON, C.M. U.S.A. Alabama 
GATTI, S.E. U.S.A. Washington 
GAVRILOFF, T.J. Canada. Toronto 
GEHRIG, J.D. U.S.A. Minnesota 
GEIGER, R.C. U.S.A. Iowa 
GELTZER, B. U.S.A. Northwestern 
GENDRON, E.A. U.S.A. North Carolina 
GERBER, W.E. U.S.A. Northwestern 
GERSTEIN, H.A. U.S.A. Nebraska 
GETTINGER, T. U.S.A. Southern California 
GIBBS, J.P. U.S.A. Nebraska 

GIBBS, K.E. U.S.A. Washington 
GIBBS, R.E. U.S.A. Illinois 

GIBBS, W.H., JR. U.S.A. Detroit 
GIBILISCO, J.A. U.S.A. Minnesota 
GIBLON, J.H. Canada. Toronto 
GILBERT, D.H. U.S.A. Michigan 
GILBERT, K.L. U.S.A. Nebraska 
GILBERT, R.H. U.S.A. Northwestern 
GILL, G.N. U.S.A. Missouri 

GILLIS, R.E. U.S.A. Case Western Reserve 
GILLIS, T.C. U.S.A. Ohio State 
GILMORE, R.H. U.S.A. Michigan 
GILMORE, W.A. U.S.A. Washington 
GIRARD, J.W., JR. U.S.A. North Carolina 
GISH, C.W. U.S.A. Indiana 

GLANN, G.W. U.S.A. Iowa 
GLOWACZ, C.R. U.S.A. Northwestern 
GOING, R.E. U.S.A. Mlinois 
GOLDBERG, M.S. U.S.A. Northwestern 
GOLDBLATT, L. U.S.A. Pittsburgh 
GOLDSMAN, S. U.S.A. Indiana 
GONZALEZ, J.M. U.S.A. Nebraska 
GONZALEZ, R.R. U.S.A. Missouri 
GOOD, H.C., JR. U.S.A. Northwestern 
GOODALE, W.G. U.S.A. Iowa 
GOODMAN, M.M. U.S.A. Michigan 
GORDON, H.J. U.S.A. Illinois 

GORE, S.D. U.S.A. Michigan 

GORNY, A.S. U.S.A. Washington 
GOSSELIN, D.H. U.S.A. Nebraska 
GOTTFRIED, H.C. U.S.A. Pittsburgh 
GRABER, T.M. U.S.A. Northwestern 
GRAINGER, R.M Canada. Toronto 
GRANT, A.G. U.S.A. North Carolina 
GRANT, J.C. U.S.A. Iowa 

GRANT, L.E. U.S.A. Missouri 


GREEN, E.N. U.S.A. Michigan 
GREEN, G.H. U.S.A. Northwestern 
GREEN, J.A. U.S.A. Southern California 
GREEN, L.J. U.S.A. Pittsburgh 
GREENE, A.H. U.S.A. Ohio State 
GREER, M.E. U.S.A. Missouri 
GREER, R.P. U.S.A. Tennessee 
GREGORY, J.F. U.S.A. Southern California 
GREGORY, V.P. U.S.A. Northwestern 
GREGORY, W.B., JR. U.S.A. Indiana 
GREY, H.S. Canada. Toronto 

GROVES, M.H., JR. U.S.A. Indiana 
GUARD, W.F. U.S.A. Nebraska 
GUPTA, O.P. U.S.A. New York 
GUTHRIE, T.J. U.S.A. Indiana 
GUZMAN-IBARRA, C. U.S.A. Rochester 
HAAS, A.J. U.S.A. Illinois 

HAGAN, E.H. U.S.A. Michigan 
HAGIHARA, E.M. U.S.A. Northwestern 
HALBERT, R. U.S.A. Illinois 

HALL, C.B. U.S.A. North Carolina 
HALL, C.D. U.S.A. Indiana 

HALL, D.L.G. U.S.A. Michigan 
HALL, G. U.S.A. Washington 

HALL, W.A. U.S.A. Michigan 
HAMILTON, D.C. U.S.A. North Carolina 
HAMPE, W.F. U.S.A. Pittsburgh 
HAMULA, W. U.S.A. Indiana 
HANAGAN, F.J. U.S.A. Michigan 
HANRATTY, W.J. U.S.A. Detroit 
HANSEN, L.S. U.S.A. Georgetown 
HANSEN, N.J. U.S.A. Tufts 

HANSEN, N.M., JR. U.S.A. Indiana 
HAPAK, F.M. U.S.A. Indiana 
HAPPLE, J.D. U.S.A. Michigan 
HARALABAKIS, H.N. U.S.A. Michigan 
HARDIN, W.J. U.S.A. Missouri 
HARPER, T.L., JR. U.S.A. North Carolina 
HARRIS, J.G. U.S.A. Tennessee 
HARRIS, N.O. U.S.A. Ohio State 
HARRISON, J.D. U.S.A. Ohio State 
HARRISON, J.E. U.S.A. Missouri 
HARTWICK, A.G. U.S.A. Northwestern 
HARYETT, R.D. Canada. Toronto 
HASKINS, R.C. U.S.A. Nebraska 
HASSTEDT, C.W. U.S.A. Washington 
HATCHETT, C.M. U.S.A. Ohio State 
HAUSRATH, D.H. U.S.A. Northwestern 
HAWKINS, R.H. U.S.A. Tennessee 
HAWKINS, W.L. U.S.A. Alabama 
HAWTHORNE, D.E. U.S.A. Missouri 
HAYDEN, J., JR. U.S.A. Michigan 
HAZLE, J.B. U.S.A. Northwestern 
HEALEY, H.J. U.S.A. Indiana 
HEATHERINGTON, D.B. U.S.A. Michigan 
HEGEDUS, S.E. Canada. Toronto 
HEIFETZ, C.L. U.S.A. Maryland 
HEIM, H. U.S.A. Tufts 

HEISEL, W.A. U.S.A. Michigan 
HEISER, J.H. U.S.A. Pennsylvania 
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HELLER, W.M. U.S.A. Maryland 
HEMREND, B. Canada. Toronto 
HENDERSON, D.L. U.S.A. Pittsburgh 
HENRIQUES, A.C. U.S.A. Pennsylvania (2) 
HENRY, J.L. U.S.A. Illinois 

HESS, O.E. U.S.A. Missouri 
HESTER, E.M. U.S.A. North Carolina 
HEUER, M.A. U.S.A. Michigan 
HIBBARD, E.D. U.S.A. Nebraska 
HICKEY, D.G. U.S.A. Washington 
HICKEY, J.C. U.S.A. Ohio State 
HIGLEY, B.W. U.S.A. Iowa 
HILEMAN, A.C. U.S.A. Ohio State 
HILL, D.E. U.S.A. Michigan 

HILL, J.A. U.S.A. Tennessee 
HILLBLOM, R.A. U.S.A. Rochester 
HINDS, V.S. U.S.A. Iowa 

HINES, F.B. U.S.A. North Carolina 
HITCHCOCK, C.K. U.S.A. Northwestern 
HITCHCOCK, H.P. U.S.A. Alabama 
HOBLIT, N.E. U.S.A. Northwestern 
HODGSON, E.W. U.S.A. Missouri 
HOE, P.S. U.S.A. Missouri 

HOEK, R.B. U.S.A. Michigan 
HOERMAN, K.C. U.S.A. Missouri 
HOFFMAN, R.L. U.S.A. Illinois 
HOGAN, D.W. U.S.A. Washington 
HOGELAND, J.H. U.S.A. Iowa 
HOLAHAN, G.V. U.S.A. Georgetown 
HOLCOMB, A.E. U.S.A. Iowa 
HOLLAND, M.R. U.S.A. Minnesota 
HOLT, J.W., SR. U.S.A. Michigan 
HOLTON, P.J. U.S.A. Georgetown 
HONIG, C.D. U.S.A. Southern California 
HOPP, W.M. U.S.A. Iowa 

HORNE, G.H. U.S.A. Missouri 
HORSCH, S.R. U.S.A. St. Louis 
HOUG, A.M. U.S.A. Washington 
HOUGLUM, M.W. U.S.A. Minnesota 


HOULDING, P.W. U.S.A. California. San Francisco 


HOUSTON, M. U.S.A. Illinois 

HOWARD, G. U.S.A. Northwestern 
HOWARD, S.A. U.S.A. Ohio State 
HUCKABA, G.W. U.S.A. Tennessee 
HUDSON, A.L. U.S.A. Southern California 
HUETTNER, R.J. U.S.A. Michigan 
HUGHES, H.H. U.S.A. Missouri 

HULT, D.P. Canada. Toronto 
HUMPHREYS, K.W. U.S.A. Indiana 
HUMPHRIES, W.L., JR. U.S.A. Tennessee 
HUNT, AM. Canada. Toronto 

HUNTER, H.A. Canada. Toronto 
HUNTER, W.S. U.S.A. Michigan (2) 
HUSSEIN, H.F. U.S.A. Indiana 

HUTNER, M.L. U.S.A. Tufts 

HWANG, W.S. U.S.A. Iowa 

HYDE, E.J. U.S.A. Indiana 

HYMAN, J. U.S.A. Southern California 
IDRIS, A.A.M. U.S.A. New York 
INGINO, A.L. U.S.A. Missouri 


INOUYE, S.Y. U.S.A. Washington 
IRWIN, D.H. U.S.A. Northwestern 
ISAAC, S. U.S.A. Rochester 
IVANCIE, G.P. U.S.A. Iowa 

IVEY, P.E. U.S.A. Iowa 

IWERSEN, A.E. U.S.A. Loyola 
JACKSON, G.E. U.S.A. Northwestern 
JACOB, J.T. U.S.A. Michigan 
JACOBS, J. U.S.A. St. Louis 
JACOBSON, A. U.S.A. Illinois 
JACOBSON, L.O. U.S.A. Northwestern 
JAMES, T.W. U.S.A. Minnesota 
JANDA, J.W. U.S.A. Minnesota 
JANSEN, J.A.M. Canada. Toronto (2) 
JANUSZ, H.E. U.S.A. St. Louis 
JARABAK, J.R. U.S.A. Northwestern 
JARRETT, M.E. Canada. Toronto 
JARVIS, A. Canada. Toronto 
JASLOW, C.C. U.S.A. Iowa 

JASS, H.E. U.S.A. Northwestern 
JAVOIS, A.J. U.S.A. Northwestern 
JENKINS, D.H. Canada. Toronto 
JENKINS, R.J. U.S.A. Michigan 
JENNINGS, L.R. U.S.A. Indiana 
JENNINGS, R.E. U.S.A. Indiana 
JENNINGS, S. U.S.A. Northwestern 
JENSEN, J.L. U.S.A. Northwestern 
JENSEN, J.R. U.S.A. Minnesota 
JERONIMUS, R.D. U.S.A. Iowa 
JOHANSEN, J.R. U.S.A. Alabama 
JOHNSON, F.A. U.S.A. Washington 
JOHNSON, G.K. U.S.A. Washington 
JOHNSON, H.W. U.S.A. Missouri 
JOHNSON, K.C. U.S.A. Illinois 
JOHNSON, P.W. U.S.A. Southern California 
JOHNSON, R.B. U.S.A. Alabama 
JOHNSON, W.N. U.S.A. Ohio State 
JOHNSON, W.W. U.S.A. Iowa 
JOHNSON, W.R. U.S.A. Missouri 
JOHNSTON, J.F. U.S.A. Indiana 
JOHNSTON, M.C. Canada. Toronto 
JOHNSTON, P.B. U.S.A. Ohio State 
JOLLY, J.M. U.S.A. Washington 
JONES, E.L. U.S.A. Northwestern 
JONES, F.G. U.S.A. Washington 
JONES, P.M. U.S.A. Northwestern 
JORDAN, D.R. U.S.A. Michigan 
JORDAN, H.V.,JR. U.S.A. Maryland 
JORGENSON, A.K. U.S.A. Northwestern 
JOSEPH, J.M. U.S.A. Maryland 
JOURDONNAIS, J.A. U.S.A. Northwestern 
JOW, W.M. U.S.A. Southern California 
JURGENS, P.E. U.S.A. Minnesota 
JUST, H.W. U.S.A. Northwestern 
KABRIN, H.C. U.S.A. Missouri 
KAHLER, F.W. U.S.A. Michigan 
KAHN, K.S. U.S.A. Washington 
KAPLAN, W.V. U.S.A. Minnesota 
KAPUR, K.K. U.S.A. Tufts 

KARAU, R.E. U.S.A. Northwestern 
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KARGER, I. U.S.A. Detroit 
KASLOFF, Z. U.S.A. Indiana 
KAWANAMI, S. U.S.A. Missouri 
KEIM, R.P. U.S.A. Pittsburgh 
KEIPER, R.M. I. U.S.A. Pittsburgh 
KELLEY, H.G. U.S.A. Indiana 
KELLEY, R.R. U.S.A. Washington 
KELLEY, T.J. U.S.A. Tufts 
KEMLER, E.A. U.S.A. Northwestern 
KENDRICK, G.S. U.S.A. Northwestern 
KENNARD, W.G. U.S.A. Missouri 
KENNEDY, D.R. U.S.A. Minnesota 
KEPRON, D. U.S.A. Michigan 
KERCHEVAL, M.L. U.S.A. Iowa 
KESO, L.R. U.S.A. Washington 
KIESTER, G.L. U.S.A. Michigan 
KIM, Y.H. U.S.A. Rochester 
KIMBROUGH, C.E. U.S.A. Southern California 
KING, R.M. U.S.A. Michigan 

KING, T.B. U.S.A. St. Louis 

KING, W.A. U.S.A. Northwestern 
KIRCHOFF, W.F. U.S.A. Iowa 
KIRSTINE, W.D. U.S.A. Michigan 
KIST, R.J. U.S.A. Iowa 

KLEIN, A.I. U.S.A. Indiana 

KLEIN, P.E. U.S.A. Northwestern 
KLEPACKI, F.H. U.S.A. Northwestern 
KNAPP, M.J. U.S.A. Georgetown 
KNARR, R.H. U.S.A. Iowa 

KNELL, J.K. U.S.A. Washington 
KOCHAR, B.S. U.S.A. Pennsylvania 
KOENIG, A.H. U.S.A. Minnesota 
KOHLER, C.A. U.S.A. Michigan 
KOLAS, S. U.S.A. Ohio State 
KONETZKA, W.A. U.S.A. Maryland 
KONIKOW, Z. U.S.A. Michigan 
KONISHI, H. U.S.A. Northwestern 
KONZE, C.F. U.S.A. Iowa 

KOONS, P.R. U.S.A. Missouri 
KORCHIN, L. U.S.A. Georgetown 
KOSLIN, A.J. U.S.A. Iowa 
KOTTEMAN, W.P. U.S.A. Iowa 
KOUFFMAN, S.S. U.S.A. Northwestern 
KOULOURIDES, T.A. U.S.A. Rochester 
KOZLOV, M. U.S.A. Illinois 
KRAMER, W.S. U.S.A. Nebraska 
KRAUSE, L.P. U.S.A. Missouri 
KREAGER, J.E. U.S.A. Indiana 
KRISTOFFERSEN, T.@. U.S.A. Michigan 
KRISTUFEK, H,K. U.S.A. Northwestern 
KROHN, S. U.S.A. Michigan 

KROP, M.M. U.S.A. Northwestern 
KRYGIER, S.J. U.S.A. Pennsylvania 
KUHN, R.J. U.S.A. Indiana 

KWAPIS, B.W. U.S.A. St. Louis 
LAMZDERT, C.G. U.S.A. Tennessee 
LAMBRECHT, J.R. U.S.A. Washington 
LAMPSHIRE, E.L. U.S.A. Nebraska 
LANDE, M.J. U.S.A. Illinois 
LANDSBERG, J. U.S.A. Michigan 


LANEY, W.R. U.S.A. Iowa 
LANFRANCHI, R.P. U.S.A. Northwestern 
LANGFORD, G.C. U.S.A. Maryland 
LASALLE, L.T. U.S.A. North Carolina 
LASKIN, D.M. U.S.A. Illinois 
LASKOWSKI, E.J. U.S.A. Pittsburgh 
LATHROP, W.M. U.S.A. Missouri 
LAVIERI, J.P. U.S.A. Northwestern 
LAVIN, J.J. U.S.A. Washington 
LAW, J.R. U.S.A. Washington 
LAWLESS, D.T. U.S.A. Indiana 
LAWRENCE, J.W.M. Canada. Toronto (2) 
LAWSON, W.A. U.S.A. Michigan 
LAWTHER, G. U.S.A. Minnesota 
LAZO DE LA VEGA, A. U.S.A. Michigan 
LEE, K.T.,JR. U.S.A. Washington 
LEEMKUIL, R.W. U.S.A. Iowa 
LEGGETT, J.A.,JR. U.S.A. North Carolina 
LEHMAN, D.G. U.S.A. Indiana 
LEIBOLD, J.P. U.S.A. Michigan 
LEKAN, E.C. U.S.A. Illinois 
LEONARD, L.J. U.S.A. Indiana 
LEONARD, W.B. U.S.A. Ohio State 
LERNER, H.I. U.S.A. Pennsylvania 
LEVENS, P. U.S.A. St. Louis 
LEVENTHAL, M. U.S.A. Iowa 
LEVIN, B.J. Canada. Toronto 
LEVINE, P.J. U.S.A. Maryland 
LEWIS, B.W. U.S.A. North Carolina 
LEWIS, T.M. U.S.A. Washington 
LIATUKAS, E.L. U.S.A. Michigan 
LIBERTO, V.N. U.S.A. Tennessee 
LINDAHL, R.L. U.S.A. Michigan 
LINDENMEYER, R.M. U.S.A. Iowa 
LINDQUIST, J.T. U.S.A. Indiana 
LINDSAY, R.K. U.S.A. Michigan 
LINN, R.H. U.S.A. Minnesota 
LINZ, A.M. U.S.A. Pennsylvania 
LIPPITZ, H.A. U.S.A. Northwestern 
LIPSIUS, M. U.S.A. Pennsylvania 
LO, RT. Canada. Toronto 

R.S. U.S.A. Pittsburgh 

H. U.S.A. Illinois 

F.W. U.S.A. Ohio State 
LOOBY, J.P. U.S.A. Pennsylvania 
LOPER, S.T.,JR. U.S.A. Michigan 
LOTSHAW, R.L. U.S.A. Ohio State 
LOUIS, J.D. U.S.A. Ohio State 
LOUTZENHISER, T.R. U.S.A. Pittsburgh 
LOVE, D.R. U.S.A. Indiana 
LOWE, W.J. U.S.A. North Carolina 
LUDLAM, F.H. U.S.A. Northwestern 
LUDWICK, T.E. U.S.A. Washington 
LUDWIG, M.K. U.S.A. Illinois 
LUDWIG, T.G. U.S.A. Rochester 
LUECK, B.W. U.S.A. Southern California 
LUNA, C. U.S.A. Michigan 
LUND, M.R. U.S.A. Michigan 
LUNDBLADE, H.P. U.S.A. Minnesota 
LUNDELL, L.C. U.S.A. Washington 
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LUNDQUIST, W.C. U.S.A. Northwestern 
LUSSIER, J-P. U.S.A. California 
LUXFORD, E.W.P. U.S.A. Rochester 
LYNCH, B.L. U.S.A. Northwestern 
LYNCH, E.P. U.S.A. Northwestern 
LYNCH, R.J. U.S.A. Iowa 

LYNCH, W.R. U.S.A. Nebraska 
LYON, B.W. U.S.A. Michigan 

LYON, H.W. U.S.A. Georgetown 
MCCABE, J.B. U.S.A. Alabama 
MCCALL, C.M. U.S.A. Michigan 
MCCANN, M.C. U.S.A. Nebraska 
MCCARTHY, F.M. U.S.A. Georgetown 
MCCOLLUM, R.J. U.S.A. Missouri 
MCCOMBIE, F. Canada. Toronto 
MCCORMICK, C.H. Canada. Toronto 
MCCRACKEN, W.L. U.S.A. Michigan 
MCDANIEL, W.L. U.S.A. Northwestern 
MCDONALD, R.E. U.S.A. Indiana 
MCGOVERN, T.J. U.S.A. Pittsburgh 
MCGOVERN, W.C. U.S.A. Washington 
MCGOWAN, E.I. U.S.A. Alabama 
MCGOWAN, J.E.C. Canada. Toronto 
MCINTOSH, J.J. U.S.A. Washington 
MCINTOSH, W.G. Canada. Toronto 
MCIVER, J.E. U.S.A. Iowa 

MCKEE, T.L.,JR. U.S.A. Northwestern 
MCKELVEY, L.E. U.S.A. Michigan 
MCMAHON, K.K. U.S.A. Ohio State 
MCMILLAN, R.S. U.S.A. Michigan 
MCNAIR, R.W. U.S.A. Washington 
MCNUTT, J.H. U.S.A. Minnesota 
MCPHAIL, C.W. U.S.A. Northwestern 
MCREYNOLDS, J.E. U.S.A. Nebraska 
MCVEIGH, J.B. U.S.A. Georgetown 
MACAPANPAN, L.C. U.S.A. Illinois 
MACKENZIE, R.S. U.S.A. Michigan 
MADLENER, E.M. Canada. Toronto 
MADDRELL, J.A. U.S.A. Northwestern 
MAGNUSSON, G.K. U.S.A. Nebraska 
MAHER, J.F. U.S.A. Michigan 
MAHLER, D.B. U.S.A. Michigan 
MAKINSON, O.F. U.S.A. Michigan 
MALLERNEE, R.E. U.S.A. Ohio State 
MALLOY, C.B. U.S.A. Washington 
MALONE, A.J. U.S.A. Illinois 
MALONE, R.F. U.S.A. Missouri 
MANGI, S.L. U.S.A. Indiana 
MANSUKHANI, N.H. U.S.A. Illinois 
MARCONDES, A.R. U.S.A. Illinois 
MARFINO, N.R. U.S.A. Loyola 
MARGESON, R.D. U.S.A. Michigan 
MARGETIS, P.M. U.S.A. Georgetown 
MARIN, H.L. U.S.A. Ohio State 
MARLETTE, R.H. U.S.A. Missouri 
MARLEY, J.F. U.S.A. Alabama 
MARSH, T.L. Canada. Toronto (2) 
MARSHALL, F.J. U.S.A. Illinois 
MARSTERS, J.C. U.S.A. Southern California 
MARTIN, D.W. U.S.A. Missouri 


MARTIN, E.H. U.S.A. Washington 
MARTIN, J.R. U.S.A. Washington 
MARTIN, R.M. U.S.A. Pittsburgh 
MARTIN, W.T. U.S.A. Iowa 
MARTONE, A.L. U.S.A. Ohio State 
MARWAH, A.S. U.S.A. Illinois 
MASCHKA, P.J. U.S.A. Iowa 
MASLOWSKI, W.C. U.S.A. Ohio State 
MASTERS, W.S. U.S.A. Ohio State 
MASTORAKOS, L.W. U.S.A. St. Louis 
MATTHEWS, M.A. Canada. Toronto 
MAURICE, C.G. U.S.A. MIlinois 
MAYEAU, M.J. U.S.A. Washington 
MAYERSON, M. U.S.A. Northwestern 
MAZAHERI, M. U.S.A. Pennsylvania 
MAZAROW, H.B. U.S.A. Ohio State 
MEDAK, H. U.S.A. Illinois 
MEEKER, G.R. U.S.A. Illinois 
MEHRA, B.N. U.S.A. Michigan 
MEHTA, M.M. Canada. Toronto 
MEHTA, R.H. U.S.A. Indiana 
MEINHOLD, C.H. U.S.A. Michigan 
MEINHOLD, G.L. U.S.A. Washington 
MEISEL, R.G. U.S.A. Pittsburgh 
MEISTER, D.S. U.S.A. Northwestern 
MELFI, R.C. U.S.A. Ohio State 
MENEGALE, C. U.S.A. Indiana 
MENIUS, J.W.,JR. U.S.A. Nath Carolina 
MERRIFIELD, L.L. U.S.A. Missouri 
MEYER, I. U.S.A. Pennsylvania 
MEYER, P.S. U.S.A. Washington 
MICELOTTI, A.N. U.S.A. Tufts 
MICKLER, A.M. U.S.A. Michigan 
MIDDLETON, R.A. U.S.A. Georgetown 
MIGLANI, D.C. U.S.A. Minnesota 
MILLARD, H.D. U.S.A. Michigan 
MILLER, A.E. U.S.A. North Carolina 
MILLER, A.L. U.S.A. St. Louis 
MILLER, B.G. U.S.A. Virginia 
C.D. U.S.A. Missouri 
E.F. U.S.A. Ohio State 
E.L. U.S.A. Ohio State 
J.W. U.S.A. California. San Francisco 
T.H. U.S.A. Iowa 
W.A. U.S.A. Illinois 
MILLS, M.G. U.S.A. Northwestern 
MINDEMAN, G.E. U.S.A. Iowa 
MINKOFF, R. U.S.A. Michigan 
MIRZA, F. U.S.A. Tufts 
MISTRY, K.M. U.S.A. Illinois 
MITCHELL, D.J.E. Canada. Toronto 
MITCHELL, D.L. U.S.A. North Carolina 
MITCHELL, J.G. Canada. Toronto 
MITTELMAN, H.R. U.S.A. Loyola 
MIYAHARA, E.J. U.S.A. Missouri 
MIYAHARA, R.I. U.S.A. Missouri 
MIYAMOTO, O. U.S.A. Illinois 
MJOR, 1.A. U.S.A. Alabama 
MOHAMED, Y.R. U.S.A. Indiana 
MOHAMMED, C.L U.S.A. Illinois (2) 
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MOHAMMED, C.I. U.S.A. Illinois 
MOHNAC, A.M. U.S.A. Pittsburgh 
MONGKOLLUGSANA, D. U.S.A. Ohio State 
MONHEIM. L.M. U.S.A. Pittsburgh 
MONTAGUE, L.A. U.S.A. Michigan 
MONTGOMERY, J.C. U.S.A. Missouri 
MONTGOMERY, P.W. U.S.A. Ohio State 
MOORE, C.H. U.S.A. Pittsburgh 
MOORE, E.E. U.S.A. Baylor 

MOORE, J.S. U.S.A. Missouri 
MOORE, M.R. U.S.A. Missouri 
MOORE, R.L. U.S.A. Northwestern 
MOORMAN, W.C. U.S.A. Indiana 
MORAN, J.R. U.S.A. Washington 
MORELAND, D.G. U.S.A. Nebraska 
MORGAN, H.H. U.S.A. Maryland 
MORRIS, E.E. U.S.A. Indiana 

MORRIS, L.Y. ,JR. U.S.A. Nebraska 
MORRISON, K.N. U.S.A. Washington 
MORROW, C.B. Canada. Toronto 
MORSTAD, A.T. U.S.A. Iowa 
MORTELL, J.F.,JR. U.S.A. Michigan 
MOSES, C.H. Canada. Toronto 
MOSEER, R.I.,JR. U.S.A. Nebraska 
MUEHLEBACH, G.E. U.S.A. Missouri 
MULLEN, R.P. U.S.A. Northwestern 
MULLINIX, E.E. U.S.A. Ohio State 
MUMFORD, J.M. U.S.A. Michigan 
MUNERA, L. U.S.A. Tufts 

MURPHY, F.D. U.S.A. Nebraska 
MURPHY, J.W. U.S.A. Southern California 
MURPHY, P.J. U.S.A. Missouri 
MURPHY, R.T. U.S.A. Michigan 
MURRAY, J.J.,JR. U.S.A. Michigan 
MYERS, G.E. U.S.A. Michigan 

MYERS, H.M. U.S.A. California. San Francisco 
NADAL, R. U.S.A. Indiana 
NAGAMOTO, K.K. U.S.A. Southern California 
NAIRN, R.I. U.S.A. Ohio State 
NAKAGAWA, W.S. U.S.A. Missouri 
NAMAJUSKA, I.E. U.S.A. Northwestern 
NASSIMBENE, L.L. U.S.A. Missouri 
NEADERLAND, R.B. U.S.A. Illinois 
NEER, R.T. U.S.A. Michigan 

NELSON, F.C. U.S.A. Southern California 
NELSON, R.M. U.S.A. Iowa 

NELSON, T.O. U.S.A. Washington 
NEUFELD, J.O. U.S.A. Ohio State 
NEUGER, S. U.S.A. Indiana 

NEVIN, T.A. U.S.A. Alabama 

NEVINS, L.M. U.S.A. New York 
NEWBRUN, E. U.S.A. Rochester 
NEWMAN, C.W. U.S.A. Indiana 
NEWMAN, D.W. U.S.A. Ohio State 
NEWMAN, W.A. U.S.A. Ohio State 
NICHOL, C.W. U.S.A. St. Louis 
NICHOLS, F.C. U.S.A. Washington 
NICKEL, S.E. U.S.A. Missouri 
NIDIFFER, T.J. U.S.A. Missouri 


NIEBERG, L.G. U.S.A. Missouri 
NIELSEN, R.A. U.S.A. Indiana 
NILAND, F.W. U.S.A. Georgetown 
NIZEL, A.E. U.S.A. Tufts 

NODIOT, H.E. U.S.A. Pittsburgh 
NOHRSTROM, P.H. U.S.A. Northwestern 
NOLLA, C.M. U.S.A. Michigan 
NORDH, N.A. U.S.A. Northwestern 
NORRIS, R.B. U.S.A. Iowa 
O'BRIEN, C. U.S.A. Illinois 
O'CONNELL, W.L. U.S.A. Georgetown 
OGATA, Y. U.S.A. Missorui 
OKUBO, J.K. U.S.A. Detroit 
OLDFATHER, R.H. U.S.A. Iowa 
OLSEN, E.S.,JR. U.S.A. Minnesota 
OLSEN, N.H. U.S.A. Northwestern 
O'MALLEY, J.J. U.S.A. Illinois 
O'MEARA, W.F. U.S.A. Iowa 
O'MEYER, R.X. U.S.A. Illinois 
O'NEAL, L.R. U.S.A. Tennessee 
ORE, D.E. U.S.A. Illinois 
O'REILLY, T.X. U.S.A. Iowa 
ORMAN, W.K. U.S.A. Washington 
ORR, G.J. U.S.A. North Carolina 
ORR, R.J. U.S.A. Missouri 
O'SHELL, V.J. U.S.A. Missouri 
OVENS, J.P. U.S.A. Washington 
OVERAA, H.E. U.S.A. Michigan 
OVERBERGER, J.E. U.S.A. Michigan 
PADGETT, J.L. U.S.A. Northwestern 
PALMER, G.L. U.S.A. Tennessee 
PANCHURA, A.T. U.S.A. Pittsburgh 
PANUSKA, H.J. U.S.A. Minnesota 
PANZER, M. U.S.A. Michigan 
PARIKH, J.C. U.S.A. Georgetown 
PARIKH, N. U.S.A. Loyola 
PARKER, D.G. U.S.A. Iowa 
PARSONS, P.A. U.S.A. Michigan 
PASCOE, J.J. U.S.A. Michigan 
PASQUAL, H.N. U.S.A. Pittsburgh 
PASTOR, S. U.S.A. Northwestern 
PATEL, V.M. U.S.A. Tufts 
PATTERSON, S.S. U.S.A. Indiana 
PATTON, A.J.R. U.S.A. Alabama 
PATTON, J.R. U.S.A. Alabama 
PAVLAKOVICH, F.G. U.S.A. Pittsburgh 
PAWLOWSKI, B.M. U.S.A. Loyola 
PAXTON, M.C. U.S.A. St. Louis 
PEARSON, L.E. U.S.A. Minnesota 
PEAY, W.L. U.S.A. Washington 
PECKHAM, S.C.,JR. U.S.A. Georgetown 
PENALOZA, V. U.S.A. Minnesota 
PENNELL, B.M. U.S.A. Ohio State 
PERINO, N.J. U.S.A. Washington 
PERKINS, R.E.L. U.S.A. Tufts 
PERREAULT, G. U.S.A. Illinois 
PERRINI, P.P. U.S.A. Northwestern 
PERRY, H.T.,JR. U.S.A. Northwestern 
PERRY, R.M. Canada. Toronto 
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PESEK, M.G. U.S.A. Illinois 
PETERSEN, E.E. U.S.A. Minnesota 
PETERSEN, R.A. U.S.A. Michigan 
PETERSON, A.E. U.S.A. Washington 
PETERSON, J.R. U.S.A. Iowa 
PETERSON, W.A. U.S.A. Minnesota 
PETRAITIS, B.J. U.S.A. Washington 
PETRONE, J.A. U.S.A. Pittsburgh 
PETTY, C.R. U.S.A. Michigan 
PFLUGER, W.M. U.S.A. Tennessee 
PHILIPP, J.J. U.S.A. Northwestern 
PHILLIPS, H.J. Canada. Toronto 
PHILLIPS, J.R. U.S.A. Washington 
PHILLIPS, R.B. U.S.A. Missouri 
PHILLIPS, R.W. U.S.A. Indiana 
PHIPPS, J.E. U.S.A. Ohio State 
PIHL, E.B. U.S.A. Washington 
PIKE J.S. U.S.A. Nebraska 
PINCOCK, L.D. U.S.A. Minnesota 
PINEIRO, G.I. U.S.A. Illinois 
PINSON, T.J. U.S.A. Michigan 
PINTO, O.F. U.S.A. Georgetown 
PIROSHAW, N. U.S.A. Tufts 
PLATT, D. U.S.A. Alabama 
PLOWMAN, P.E. U.S.A. Missouri 
POLLARA, B. U.S.A. Northwestern 
POLLOCK, S.L. U.S.A. Pittsburgh 
PONITZ, R.J. U.S.A. Michigan 
PONTERIO, A.E. U.S.A. Washington 
POPOVICH, F. Canada. Toronto 
PORCH, R.C. U.S.A. Missouri 
PORKAS, N.M. U.S.A. New York 
PORRITT, J.E. U.S.A. Michigan 
PORT, F.C. U.S.A. Michigan 
PORTER, C.K. U.S.A. Ohio State 
PORTER, D.R. U.S.A. Michigan 
POSEN, A.L. U.S.A. Illinois 
POSEN, A.L. Canada. Toronto 
POST, I.J. U.S.A. Northwestern 
POST, R. U.S.A. Pennsylvania 
POWERS, B.J. U.S.A. Loyola 
PRAKASH, P. U.S.A. Tufts 
PRASERTSUNTARASAI, T. U.S.A. Alabama 
PRESSMAN, H.A. U.S.A. Iowa 
PRICHARD, B.W. U.S.A. Tennessee 
PRIEBE, W.A. U.S.A. Tufts 
PROROK, E.S. U.S.A. Illinois 
PROUTT, L.M. U.S.A. Maryland 
QUART, A.M. U.S.A. New York 
QUARTERMAN, L.A. U.S.A. Northwestern 
QUIGLEY, M.B. U.S.A. Rochester 
QUINN, G.W. U.S.A. Tennessee 
RAAK, K.D. U.S.A. Iowa 

RADKE, R.W. U.S.A. Missouri 
RALLS, M.L. U.S.A. North Carolina 
RAMADAN, A.E. U.S.A. Indiana 
RAMFJORD, S.P. U.S.A. Michigan 
RAMMING, R.W.,JR. U.S.A. Tennessee 
RAPP, R. U.S.A. Michigan 


RASMUSSON, D.F. U.S.A. Northwestern 
RATTNER, L.J. U.S.A. Missouri 
RAUTIOLA, C.A. U.S.A. Michigan 
RAYNES, J.G. U.S.A. Washington 
REBER, J.A. U.S.A. Pittsburgh 
REBER, J.D. U.S.A. Pittsburgh 
RECTOR, R.A. U.S.A. Michigan 

REED, R.A. U.S.A. Michigan 

REED, R.D. U.S.A. Georgetown 

REED, W.C. U.S.A. Missouri 

REES, M.N. U.S.A. Michigan 

REESE, J.W. U.S.A. Michigan 

REEVE, C.M. U.S.A. Loyola 
REICHART, C.H. U.S.A. Missouri 
REINSTEIN, A. U.S.A. Northwestern 
RESNICK, A. U.S.A. Ohio State 
REVZIN, M.E. U.S.A. Detroit 
REYNOLDS, C. Canada. Toronto 
REYNOLDS, W.J.,JR. U.S.A Missouri 
RICCIARDI, A.U. U.S.A. Southern California 
RICE, B.H. U.S.A. Ohio State 
RICHARDSON, E.W.,JR. U.S.A. Southern California 
RICHARDSON, G.D. U.S.A. Georgetown 
RICHARDSON, W. U.S.A. Tennessee 
RICKLES, N.H. U.S.A. California. San Francisco 
RIDGELEY, G.V. U.S.A. Michigan 
RIEDESEL, M.L. U.S.A. Iowa 

RILEY, T.J.,JR. U.S.A. Washington 
RINGENBERG, Q.M. U.S.A. St. Louis 
RINGSDORF, W.M.,JR. U.S.A. Alabama 
RIOS, C.M. U.S.A. Michigan 

RIVAS, R.J. U.S.A. Missouri 

RIVERA, J.M. U.S.A. St. Louis 
RIZZO, A.A. U.S.A. Alabama 
ROBERTS, K.M. U.S.A. Washington 
ROBERTS, M. U.S.A. Northwestern 
ROBERTS, R.M. U.S.A. Nebraska 
ROBINSON, D.K. U.S.A. Ohio State 
ROBINSON, I.B. U.S.A. Illinois 
ROBINSON, J.W. U.S.A. Georgetown 
ROBINSON, R.G. U.S.A. Indiana 
ROCHE, W.C. U.S.A. Ohio State 
RODER, R.E. U.S.A. Washington 
RODRIGUEZ, M.S. U.S.A. Georgetown 
ROFFINELLA, J.P. U.S.A. Michigan 
ROGERS, J.H. U.S.A. Ohio State 
ROMERO-ROSAS, M.T. U.S.A. Southern California 
RONDON, A.J. U.S.A. Michigan 
ROSANO, C.L. U.S.A. Alabama 
ROSEN, L. U.S.A. Alabama 

ROSEN, M.D. U.S.A. Illinois 
ROSENSTEIN, S.W. U.S.A. Northwestern 
ROSS, L.E. U.S.A. North Carolina 
ROSS, RB. Canada. Toronto 

ROVIN, S. U.S.A. Michigan 

ROWAN, T.W. U.S.A. Tennessee 
ROWE, W.C. U.S.A. Nebraska 
ROY,-E.W. U.S.A. Illinois 

RUDEE, D.A. U.S.A. Washington 
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RUFENER, S.D. U.S.A. Ohio State 
RUMBLE, J.C. U.S.A. Tennessee 
RUNYON, W.F. U.S.A. Missouri 
RUPP, N.W. U.S.A. Georgetown 
RUSKIN, R. U.S.A. Northwestern 
SADLER, J.F. U.S.A. Tennessee 
SAIN, J.A. U.S.A. Tennessee 
SALCEDO, N.B. U.S.A. Georgetown 
SALTER, A.T. Canada. Toronto 
SAMUELS, W.A. Canada. Toronto 
SANBORN, R.T. U.S.A. Illinois 
SANDERS, P.A. U.S.A. Detroit 
SANDERS, S.G. U.S.A. Washington 
SANDERS, W.R. U.S.A. Iowa 
SANDERSON, I.E. U.S.A. Ohio State 
SANDUSKY, W.C.,JR. U.S.A. Tennesee 
SANTANGELO, M.V. U.S.A. Loyola 
SARNAS, K.V. U.S.A. Rochester 
SARYA, A.F. U.S.A. Missouri 
SATHER, A.H. U.S.A. Minnesota 
SAUSEN, R.E. U.S.A. Minnesota 
SAUSER, C.W. U.S.A. Tufts 
SAVARA, B.S. U.S.A. Illinois 
SAWUSCH, R.H. U.S.A. Michigan 
SAWYER, H.F. U.S.A. Iowa 
SAXE, S.R. U.S.A. Washington 
SAYERS, G.E. Canada. Toronto 
SCHAAD, T.D. U.S.A. Missouri 
SCHAFFER, E.M. U.S.A. Minnesota 
SCHENKER, S.I. U.S.A. Indiana 
SCHERER, R.F. U.S.A. North Carolina 
SCHIELD, H.W. U.S.A. Michigan 
SCHLOSSBERG, L. U.S.A. Northwestern 
SCHMIDT, W.G. U.S.A. St. Louis 
SCIIMIDT, W.R. U.S.A. Ohio State 
SCHNEIDER, B.J. U.S.A. Illinois 
SCHNEIDER, G. U.S.A. Tufts 
SCHNEIDER, W.C. U.S.A. North Carolina 
SCHNELL, R.J. U.S.A. Indiana 
SCHNEPPER, H.E. U.S.A. Washington 
SCHOENHEIDER, W.A. U.S.A. Loyola 
SCHOPPE, T.G. U.S.A. Southern California 
SCHOVERLING, W.J. U.S.A. Washington 
IUBERT, R.E. U.S.A. Tennessee 
SCHULTE, W.C. U.S.A. Missouri 
SCHULTZ-HAUDT, S.D. U.S.A. Rochester 
SCHULZ, J.D. U.S.A. Washington 
SCHUMACHER, E.R. U.S.A. Washington 
SCHURTER, J.G. U.S.A. Southern California 
SCHWARTZ, E.C. U.S.A. Northwestern 
SCHWARZ, W.D. U.S.A. Tufts 
SCHWEIGER, J.W. U.S.A. Iowa 
SCOTT, N.H. Canada. Toronto 
SCULL, J.J. U.S.A. Northwestern 
SCULLY, J.J. U.S.A. Mlinois 
SEAL, W.M. U.S.A. Washington 
SEIBEL, M.E. U.S.A. Michigan 
SEILER, A.L. U.S.A. Harvard 
SEIMS, W.G.,JR. U.S.A. Washington 
SEIPP, J.H.,JR. U.S.A. Pittsburgh 


SELMA, F. U.S.A. Georgetown 
SELMAN, A.J. U.S.A. Illinois 
SELTZER, N.M. U.S.A. Southern California 
SENIFF, R.W. U.S.A. Missouri 
SENTER, A.D. U.S.A. California. San Francisco 
SENTY, E.L. U.S.A. Northwestern 
SERFATY, M.M. U.S.A. Illinois 
SEWARD, F.S. U.S.A. Illinois 
SEXSON, J.C. U.S.A. Indiana 
SHAFFER, J.B. U.S.A. North Carolina 
SHAHEEN, H.M. U.S.A. Indiana 
SHANAHAN, R.J. U.S.A. Loyola 
SHANKS, H.W. Canada. Toronto 
SHANKWALKER, G.B. U.S.A. Indiana 
SHANLEY, L.S. U.S.A. Washington 
SHANNON, I.L. U.S.A. California. San Francisco 
SHARTON, H.H. U.S.A. Northwestern 
SHAW, A.L. U.S.A. Pittsburgh 
SHEPHARD, S.L. U.S.A. Washington 
SHICK, R.A. U.S.A. Michigan 
SHIERE, H.B. U.S.A. Michigan 
SHIMASAKI, W.W. U.S.A. Pacific 
SHINDELL, E. U.S.A. Tufts 
SHIPPEE, R.W. U.S.A. Michigan 
SHKLAR, G. U.S.A. Tufts 

SHONS, K.W. U.S.A. Missouri 
SHORE, I.L. U.S.A. Pittsburgh 
SHORT, W.A. U.S.A. Alabama 
SHOTTS, A.C.,JR. U.S.A. Tennessee 
SHUMAKER, D.B. U.S.A. Michigan 
SHUTTEE, T.S. U.S.A. Georgetown 
SIDHISUNTHORN, P. U.S.A. Indiana 
SIEGEL, A.L. U.S.A. Alabama 
SILBERKWEIT, M. U.S.A. Illinois 
SILHA, R.E. U.S.A. Iowa 
SILVERSTEIN, A. U.S.A. Illinois 
SIMMONS, N.S. U.S.A. Rochester 
SIMMS, W.B. U.S.A. Pittsburgh 
SIMPSON, C.D. U.S.A. Minnesota 
SIMS, F.W. U.S.A. Tennessee 

SIMS, W. U.S.A. Oregon 

SINGER, C.F. U.S.A. Missouri 
SINGSANK, C.L. U.S.A. Iowa 

SKAU, R.M. U.S.A. Northwestern 
SKLAROFF, J.H. U.S.A. Michigan 
SLEEPER, E.L. U.S.A. Pennsylvania 
SLEICHTER, C.G. U.S.A. Illinois 
SMITH, C.E. U.S.A. Loyola 

SMITH, F.W. U.S.A. Michigan 
SMITH, I.M. U.S.A. Detroit 

SMITH, J.L. U.S.A. Northwestern 
SMITH, J.S. U.S.A. Tennessee 
SMITH, R.L. U.S.A. Ohio State 
SMULOW, J. U.S.A. Tufts 

SMUTKO, G.E. U.S.A. Michigan 
SMYTHE, R.B. U.S.A. Northwestern 
SNEDAKER, D.L. U.S.A. Southern California 
SNIDER, L.J. U.S.A. Ohio State 
SNYDER, B.B. U.S.A. Nebraska 
SNYDER, B.S. U.S.A. Ohio State 
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SOEHOED, T.C. U.S.A. Ohio State 
SONI, N.N. U.S.A. Rochester 
SOPARKER, P.M. U.S.A. Iowa 
SOTIROPOULOS, G.G. U.S.A. St. Louis 
SOTIROPOULOS, P.G. U.S.A. St. Louis 
SOWTER, J.B. U.S.A. Ohio State 
SPECK, N.T. U.S.A. Illinois 
SPENCE, W.J. U.S.A. Northwestern 
SPIES, H.A.,JR. U.S.A. Alabama 
SPINGER, G. U.S.A. Southern California 
SPIRA, M. U.S.A. Northwestern 
SPRACKLIN, T.E. Canada. Toronto 
SPROTT, R.E. U.S.A. Iowa 
SPROULE, W.J. U.S.A. Washington 
SREEBNY, L.M. U.S.A. MDlinois (2) 
STAAB, A.E. U.S.A. Missouri 
STAFFIERI, E.G. U.S.A. Pittsburgh 
STALEY, C.E. U.S.A. Iowa 
STALKER, F.O. U.S.A. Missouri 
STALNAKER, B.D.,JR. U.S.A. Minnesota 
STAMPS, H.F. U.S.A. Michigan 
STANDISH, S.M. U.S.A. Indiana 
STANFORD, J.W. U.S.A. Alabama 
STANFORD, J.W. U.S.A. Georgetown 
STANISH, E.S. U.S.A. Northwestern 
STANLEY, H.R.,JR. U.S.A. Georgetown 
STARR, R. U.S.A. Indiana 
STEINMAN, R.R. U.S.A. Michigan 
STEPHEN, D.J. U.S.A. Michigan 
STEPHENS, P.H. U.S.A. Washington 
STERN, G.A. U.S.A. Tennessee 
STEVENS, H.M. U.S.A. Tennessee 
STEWART, E.E. U.S.A. Minnesota 
STIFTER, J.J. U.S.A. Ohio State 
STOESZ, A.R. U.S.A. Minnesota 
STOREY, A.T. U.S.A. Michigan 
STREET, G.W. Canada. Toronto 
STROMBERG, W.R. U.S.A. Michigan 
STUCKY, J.J. U.S.A. Nebraska 
STUCKY, M.M. U.S.A. Missouri 
SUBTELNY, J.D. U.S.A. Illinois 
SUD, V. U.S.A. Minnesota 

SUN, Y.K. Canada. Toronto 
SUPERNAW, E.W. U.S.A. Washington 
SUPERSTINE, M. U.S.A. Michigan 
SWAN, W.R. U.S.A. Northwestern 
SWANN, G.C. CANADA Toronto 
SWANSON, A.E. U.S.A. Michigan 
SWANSON, H.H. U.S.A. Detroit 
SWARTZ, M.L. U.S.A. Indiana 
SWENSON, R.D. U.S.A. Georgetown 


SWERDLOW, A. U.S.A. Southern California 


SWIETERMAN, R.P. U.S.A. Indiana 
SWIFT, C.F. U.S.A. Southern California 
SWOISKIN, R. U.S.A. Northwestern 
SZMYD, L. U.S.A. Georgetown 

TADE, W.H. U.S.A. Iowa 

TAKANO, W.S. U.S.A. Washington 
TAMARIN, A. U.S.A. Washington 
TANDIKUL, T. U.S.A. Pennsylvania 


TANNIR, M.D. U.S.A. Indiana 
TARPLEE, R.E. U.S.A. Indiana 
TAYLOR, P.P. U.S.A. Michigan 
TAYLOR, R.G. U.S.A. Rochester 
TAYLOR, R.F. U.S.A. Washington 
TEAL, R.J. U.S.A. Southern California 
TEELE, E.S. U.S.A. Iowa 

TEETZEL, J.H. U.S.A. Michigan 
TERPINAS, T.M. U.S.A. Minnesota 
THANIK, K.D. U.S.A. Indiana 
THAYER, K.E. U.S.A. Iowa 

THE, S.H. U.S.A. Michigan 
THEILADE, J. Canada. Toronto 
THOEN, R.J. U.S.A. Iowa 

THOMAS, A.I. U.S.A. Tufts 

THOMAS, F.E. U.S.A. Washington 
THOMPSON, H.A. Canada. Toronto 
THOMPSON, H.C.,II. U.S.A. Pittsburgh 
THOMPSON, R.M. U.S.A. Iowa 
THOMPSON. S.C.,JR. U.S.A. Michigan 
THOMPSON, W.J. U.S.A. Michigan 
THOMPSON, W.D. U.S.A. Alabama 
THOMSEN, A.W. U.S.A. Northwestern 
THORNHILL, J.R.,JR. U.S.A. Baylor 
THURSTON, J.L. U.S.A. Washington 
TICKNOR, R.C. U.S.A. Washington 
TILLMAN, N.E. U.S.A. Missouri 
TIMMONS, L.S. U.S.A. Illinois 

TONG, W.Y. U.S.A. Nebraska 
TOOTHMAN, G.W. U.S.A. Pittsburgh 
TORCHIA, J.S. U.S.A. Missouri 
TORNECK, C.D. U.S.A. Michigan 
TORO, L. U.S.A. Ohio State 

TORRES, C.H. U.S.A. Southern California 
TOTO, P. U.S.A. Ohio State 
TOVERUD, S.U. U.S.A. Harvard 
TOVSTEIN, B.C. U.S.A. Illinois 
TRAUSCH, G.S. U.S.A. Northwestern 
TRUETZEL, V.E. U.S.A. St. Louis 
TRUQUE, M.H. U.S.A. Michigan 
TUCKSON, C.R.,JR. U.S.A. Pennsylvania 


TURNER, T.C.T. U.S.A. Southern California 


UCHIYAMA, G.S. U.S.A. St. Louis 
UDANIL, T.M. Canada. Toronto (2) 
ULRICH, G.,JR. U.S.A. Ohio State 
UOHARA, G.I. U.S.A. Ohio State 
VALE, G.L. U.S.A. Southern California 
VALINS, M.J. U.S.A. Indiana 

VAN ALSTINE, R.S. U.S.A. Michigan 
VANOUCEK, H.L. U.S.A. Northwestern 
VARGAS, B. U.S.A. Baylor 

VASSAR, R.J. U.S.A. Northwestern 
VAUGHAN, O.G. U.S.A. Northwestern 
VAZIRANI, S.J. U.S.A. Illinois 
VEDDER, R.L. U.S.A. Michigan 
VERBIC, R.L. U.S.A. Northwestern 
VERNALE, C.A. U.S.A. Georgetown 
VERSNEL, J.C.,JR. U.S.A. St. Louis 
VIA, W.F.,JR. U.S.A. Michigan 
VIEIRA, D.F. U.S.A. Indiana 
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VOLLMER, C.L. U.S.A. Southern California 
VORHIES, J.M. U.S.A. Indiana 
WACHTL, C. U.S.A. Northwestern 
WAGNER, M.J. U.S.A. Indiana 
WAGNER, R.G. U.S.A. Iowa 

WAIS, F.T. U.S.A. Michigan 

WAITE, D.E. U.S.A. Iowa 

WAKELY, J.W. U.S.A. Iowa 
WALDRON, C.A. U.S.A. Minnesota 
WALKER, F.E. U.S.A. Iowa 

WALKER, W.W. U.S.A. North Carolina 
WALLIS, S.F. U.S.A. Illinois 
WALLMAN, R.H. U.S.A. Washington 
WALTON, M.L.,JR. U.S.A. Pennsylvania 
WANG, M.F. Canada. Toronto 

WARD, A.E. Canada. Toronto 
WARDLAW, F.O. U.S.A. Washington 
WARE, W.H. U.S.A. California 
WARREN, E.B. U.S.A. Tennessee 
WARREN, J.E. U.S.A. Tennessee 
WASHBON, R.E. U.S.A. Washington 
WASSERBERGER, L.J. U.S.A. Michigan 
WATANABE, M. U.S.A. Illinois 
WATERMAN, J.M. U.S.A. Missouri 


WATKINS, E.H. U.S.A. California. San Francisco 


WATSON, H.S. U.S.A. Nebraska 
WATSON, T.J. U.S.A. Washington 
WAY, D.C. U.S.A. Michigan 
WEAVER, C.L. U.S.A. Missouri 
WEAVER, R.I. U.S.A. Ohio State 
WEERSING, D.J. U.S.A. Michigan 
WEHNER, P.J. U.S.A. Michigan 
WEISS, A.W. U.S.A. Michigan 
WELBORN, J.F. U.S.A. Northwestern 
WELCH, F.E. U.S.A. Tufts 

WELLS, H. U.S.A. Harvard 

WELLS, J.E. U.S.A. Missouri 
WENDORFF, T.K. U.S.A. Washington 
WENTZ, F.M. U.S.A. Illinois 
WERTHEIMER, F.W. U.S.A. Georgetown 
WERTHEIMER, F.W. U.S.A. Northwestern 
WESTERBERG, M.L. U.S.A. Minnesota 
WHITE, E.J. U.S.A. Illinois 

WHITE, G.W. U.S.A. St. Louis 
WHITE, R.C. U.S.A. Alabama 
WHITESIDE, R.M. U.S.A. Iowa 
WHYTE, J.A. Canada. Toronto 

WICKS, R.L. U.S.A. Iowa 

WICKS, R.G. U.S.A. Pittsburgh 
WIDEN, B.A. U.S.A. Loyola 
WIESLANDER, L.A.T. U.S.A. Washington 
WIETHOFF, R.W. U.S.A. Minnesota 
WILDRR MAN, M.N. U.S.A. Loyola 
WILDMAN, A.J. U.S.A. Northwestern 
WILEMAN, W.R. U.S.A. Rochester 
WILKIE, E. U.S.A. Alabama 
WILKINSON, C.E. U.S.A. Tennessee 
WILKINSON, E.G. U.S.A. Nebraska 
WILLIAMS, A. U.S.A. New York 


WILLIAMS, B.H. U.S.A. Illinois 
WILLIAMS, J.E. U.S.A. Northwestern 
WILLIAMS, R.T. U.S.A. Narthwestern 
WILLIAMS, R.E. U.S.A. Michigan 
WILLIAMS, R.L. U.S.A. Northwestern 
WILLIAMS, R.M. U.S.A. Tennessee 
WILLIAMS, S.W. U.S.A. Minnesota 
WILLIS, R.H. U.S.A. Washington 
WILSON, A.J. U.S.A. Georgetown 
WILSON, D.L. U.S.A. Ohio State 
WILSON, LB. Canada. Toronto 
WILSON, O.E. U.S.A. Iowa 

WILSON, T.M. U.S.A. North Carolina 
WINDERS, R.V. U.S.A. Northwestern 
WINER, M.A. U.S.A. Missouri 
WINKLER, M.E. U.S.A. Michigan 
WINTER, C.V. U.S.A. North Carolina 
WISE, W.J. U.S.A. Washington 
WITKOP, C.J.,JR. U.S.A. Michigan 
WOLF, E.I. U.S.A. Missouri 
WOLFE, D.R. U.S.A. Missouri 
WOLMAN, G.S. U.S.A. Missouri 
WONS, H.M. U.S.A. St. Louis 
WONG, K.C. U.S.A. Northwestern 
WOOD, B.G. U.S.A. Northwestern 
WOODSIDE, D.G. Canada. Toronto 
WOOLDRIDGE, H.R. U.S.A. Tennessee 
WORLEY, R.C. U.S.A. Northwestern 
WORMLEY, J.H. U.S.A. Iowa 
WRIGHT, J.M. U.S.A. Illinois 
WRUBEL, G.J. U.S.A. New York 
WYATT, O. E. U.S.A. Missouri 
WYATT, W.P. U.S.A. Missouri 
YAEGER, J.A. U.S.A. Mlinois 
YAHR, R.C. U.S.A. Northwestern 
YASNY, M. U.S.A. Northwestern 
YELLEN, M. U.S.A. Washington 
YENNE, B.A. U.S.A. Illinois 
YIELDING, K.L. U.S.A. Alabama 
YOCK, D.H. U.S.A. Iowa 

YOUNG, G.R. U.S.A. Northwestern 
YOUNG, L.E. U.S.A. Iowa 
YOUNGBLOOD, P.J. U.S.A. Michigan 
YUKTANANDANA, I. U.S.A. Alabama 
YURKSTAS, A.A. U.S.A. Tufts 
ZACHERL, W.A. Canada. Toronto 
ZAWAWI, H.A.M. U.S.A. Indiana 
ZAYTOUN, H.S. U.S.A. North Carolina 
ZEMKE, D.W. U.S.A. Missouri 
ZIEGLER, J.T. U.S.A. Tennessee 
ZINGESER, M.R. U.S.A. Tufts 
ZINK, J.A. U.S.A. Ohio State 

ZITA, A.C. U.S.A. Indiana 

ZORADI, M.S. U.S.A. Missouri 
ZWEMER, E.J. U.S.A. Northwestern 
ZWEMER, J. U.S.A. Illinois 
ZWEMER, T.J. U.S.A. Northwestern 
ZWICKEL, N.L. U.S.A. Iowa 
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DISSERTATIONS AND THESES 
by Country and Institution 1972/1973 


The information in this section was supplied by the dental 
schools listed. For further information on theses and disser- 
tations, please write to the university of origin. *Indicates 
items available on loan from the American Dental Association 
Bureau of Library Services. Although most of the theses are 
for the period indicated, some for previous years have been 
included. Please note the Author and Subject sections also. 


ARGENTINA 


CORDOBA, UNIVERSIDAD NACIONAL, Facultad de Odon- 
tologfa. Cérdoba, Argentina 

Bellavia, Salvador Luis. Estudios electroforéticos de 
Proteinas de saliva parotidea humana. Dr. en Odon- 
tologia. 1972. 

Borgarello, Luisa Carlota Thea Tiemann de. Efectos de 
las tetraciclinas sobre los dientes primarios. Dr. en 
Odontologia. 1971. 

Pina, Olga Yolanda Mirgone de. Indemnizaciones en caso 
de lesiones traumAticas bucodentales. Dr. en Odontol- 
ogia, 1971. 


ADELAIDE. UNIVERSITY. Adelaide, South Australia, 5001. 

Cheng, Peter Chung Kwong. Dental-arch morphology of 
Australian aborigines. M.D.S. 1973. 179p. 

Duthy, Lester Milton. An evaluation of elastic and oxy- 
talan staining fibres in the temporomandibular joint and 
knee joint of the rabbit. M.D.S. 1973. 194p. 

Hunt, Diane Rosemary. Computers in dentistry: a gen- 
eral review of computer applications in dentistry and 
a report on an experimental computer-based dental re- 
cords system. M.D.S. 1973. 134p. 

Jenner, John David. Dental development in Australian 
Aborigines: a study of relations with growth and ske- 
letal maturity around adolescence. M.D.S. 1973. 164p. 

SYDNEY. UNIVERSITY. Sidney, N.S.W. 2006, Australia. 

Adair, P.H. Chemical strengthening of dental porcelain. 
M.D.S. 1973. 132p. 

Beynon, R.W.R. Investigation of removable partial 
dentures. M.D.S. 1972. 96p. 

Cox, C.L. Tensile and bend properties of .016 inch 
diameter orthodontic wires. M.D.S. 1973. 107p. 


Haque, I.U. Observations on the human masticatory ap- 
paratus in its dentulous and edentulous states in re- 
spect to the total and functional mobility of the 
mandible. Ph.D. 1973. 2v. 460p. 

Jackson, W.J. Anterior restorative materials. M.D.S§. 
1972. 243p. 

Lester, K.S. Studies on the structure of enamel dentine 
and cementum. D.D.S. 1973. 

O'Grady, R.L. The biosynthesis of parathyroid hormone 
and its binding to the cells of bone. Ph.D. 1973. 120p. 

O'Meara, A.J. The orthodontic problem associated with 
Milwaukee brace treated scoliotics. M.D.S. 1973 

Peet, B.E. Fatigue in dental porcelain. M.D.S. 1972 
102p. 

Roche, P.J. The interpapillary ligament and oxytalan 
fibres in the gingival col of children. M.D.S. 1972 
56p. 

Scully, W.L. Mechanical properties of Begg spur torquing 
arches. M.D.S. 1973. 

Stevenson, Robyn. Chemical and electrochemical corro- 
sion of silver tin amalgams. M.D.S. 1973. 148p. 
Watson, B.I. Direct bonding in orthodontics and the ena-: 

mel surface. M.D.S. 1973. 222p. 
WESTERN AUSTRALIA. UNIVERSITY. Dental School. 179 
Wellington Street, Perth, West Australia. 6000. 

Lewis, Arthur John. An investigation of changes in com~ 
position and physical properties of a high nickel dental 
alloy on casting. M.D.S. 1973. 230p. 


AUSTRIA 


INNSBRUCK. UNIVERSITY. A-6020 Innsbruck, Austria. 

*Gausch, Kurt. Zur Kenntnis des Prothesenlagers bei 
totalem Zahnersatz in Senium. Univ.-Dozent. 1971. 18p. 
in Osterr. Z. Stomatol. 68:180-198. May, 1971. 

*Waldhart, E. Das Verhalten der Pulpa mehrwurzeliger 
Z&hne mit weitem Foramen apicale nach Durchtrennung 
des Gefassnervenbindels im Apexbereich. Univ.- Dozent 
33p. in Osterr. Z. Stomatol. 70:11-33; 65-75 Jan. ; 
Feb. 1973. 


BRAZIL 


ARARAQUARA. FACULDADE DE FARMACIA E ODONTO- 
LOGIA. Rua Expedicinnarios do Brasil, 1621, Caixa Postal 
331, Araraquara, Brazil 


*Campos Machado, J. A. de. Contribuigdo ao estudo da 
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DISSERTATIONS AND THESES 1972, 1973 


BRAZIL--Araraquara (Cont. ) 
relagao estado nutricional/doenca periodontal. Doutor 
em ciéncias. 1973. 49p. 

*Fontana, Ueide Fernando. Cimento de silicato. Estudocom- 
parativo da solubilidade e desintegrag&o do cimento 
aglutinado manual e mecanicamente. Efeito de tempo 
de aglutinag40, relac4o p6/liquido e material, Doutor 
em ciéncias. 1973. 

*Gabrielli, Fausto. Cimento de silicato. 
1973. ‘4p. 

*Leonardo, M. R. Contribuig%o para o estudo da repar- 
ago apical e periapical pds-tratamento de canais 
radiculares. Livre docente. 1973. 126p. 

Pereira, O. L. Contribui¢ao ao estudo de propiedades 
ficicas e mecanicas de cimentos cirirgicos periodon- 
tais, em fung@o das variagdes de seu tempo de prep- 
aro prévio ao ato cirurgico. Doutor. 1973. 61p. 

Sakima, Tatsuko. Ago do acetato de cortisona no de- 
senvolvimento intra-uterino da cabega da mandfbula 
do camundongo. Doutor em ciéncias. 1973. 61p. 

CAMPINAS, UNIVERSIDADE, FACULDADE DE ODONTOLOGIA 
DE PIRACICABA. RuaD. Pedro I, 627, Piracicaba, Brazil 

*Arruda, J.V. de. Anestesia do nervo maxilar através do 
canal palatino maior. Docente livre. 1972. 93p. 

*Bresolin, Dante. Considera¢dées antropologicas em orto- 
dontia. Grau de mestre. 1972. 9Qlp. 

*Coélho Filho, C.M. Resposta da articulacao temporo-man- 
dibular 4 tragdo da mandibula em sentido sagital. Grau 
de mestre. 1972. 84p. 

*Nedar, A.C. Contribuigdo ao estudo do metampireno como 


Livre docente. 


agente hipotensor ocular. Docéncia-livre. 1970 70p. 
*Pacheco Meneghel, A.F. Protese com encaixe semiprecisao. 


Doutor. 1971. 87p. 
*Silva, C. G. Estudo comparativo enter dois métodos de 
predeterminagao do arco dentario. M.S. 1972. 48p. 
*Vedovelo Filho, Mario. Prevaléncia das agensias den- 
tarias em escolares de Piracicaba. M.S. 1973. 54p. 


SAO PAULO. UNIVERSIDADE. FACULDADE DE ODONTOLO- 


GIA DE BAURU. Caixa Postal, 73, Bauru,S.P., Brazil 

*Almeida, R. R. de. Estudo comparativo da forma do 
arco dent4rio de brasileiros adultos brancos, amarelos 
e negros, utilizando o polindmio de 4° grau. Doutor. 
1972. 142p. 

*Bernardineli, Norberti. Influéncia da forma e de super- 
ficie de preparos na resist@ncia a remogfo por tragHo 
de coroas totais e incrustagdes mésio-ocluso-distais, 
fixas com tres agentes cimentantes. Doutoramento. 
1972. 

*Marques, A. L. V. Correlagdes entre algumas reagBes 
sorolégicas em lepra lepromatosa. Doutor em cién- 
cias, 1972. 

*Nah4s, Deoclécio. Estudo morfolégico comparativo da 
regeneragao de défeitos periodontais provocados, me- 
diante enxertos autégenos de tecido dsseo esponioso e 
de material medular, em caes. Doutor. 1972. Tip. 

*Navarro, J. A. C. Estudo da cronologia do desenvolvi- 
mento e sequéncia de irrompimento dos dentes jugais 
de coelho (Oryctolagus culiculus). Doutor. 1972. 90p. 

*Pddua, J. M. de. Correlagdo entre a direcdo dos sulcos 
antero-posteriores e o eixo maior do cofidilo, e entre 


a inclinagto vest{bulo-lingual das faces oclusais dos 
molares e as vertendes interna e externa do cOndilo. 
Mestre em ci@ncias. 1972, 114p. 

SAO PAULO. UNIVERSIDADE. FACULDADE DE ODONTO- 
LOGIA. Rua Trés Rios 363, Sao Paulo, Brazil 

*Alonso, F. O. Contribuig¢fo ao estudo dos movimentos 
ortod6nticos durante "preparo de ancoragem", "re- 
tragao anterior" e "mecanica de classe II". Doutor. 
1972, 80p. 

*Alvares, Sergio. Contribuicdo para o estudo histométrico 
do processo de reparag&o de lesdes obtidas experi- 
mentalmente na pele de ratos albinos. Doutor. 1972. 
42p. 

*Araujo, V. C. Alteragdes da permeabilidade vascular na 
polpa dentéria de molar de rato (Rattus norvegicus 
albinus, Rodentia, Mammalia), causadas por trauma 
sobre o dente. Doutor. 1972. ‘Tip. 

*Barros, J. J. Estudos morfolégicos do disco da articu- 
lagao témporomandibular no homem, em diferentes 
grupos etarios, e seu possfvel significado etioldégico 
clinico, Doutor. 1972. 682p. 

*Bassanta, Antonio Domingos. Contribuigao ao estudo das 
facetas de desgaste dos dentes naturais, no lado de tra- 
balho, pelo método da estereofotogrametria. Doutora- 
mento. 1972. 125p. 

Birman, Esther Goldenberg. Transplantes dentdrios auté- 
genos e elogénicos no tecido celular subcutAneo do coelho 
(Oryctolagus cuniculus L. ): contribuigao ao estudo histo- 
patolégico. Doutoramento. 1972. 

*Bottino, M. A. Compartamento dos tecidos gengivais 
quando afastados com fios de algod#o seco, impreg- 
nados com cristais de epinefrina rac€mica e embidos 
em solugdo de epinefrina rac@mica, Doutor. 1972. 
78p. 

*Candelaria, L.F.A. Contribuic&o para o estudo da propor- 
cionalidade entre a medida bi- zigomatica e a largura do 
incisivo central superior. Doutor. 1972. 52p. 

Carrasco, Renato Alarcon. Contribuigao para o estudo da 
corrosao de algumas ligas metdlicas nao dureas, para 
fundig¢des dentérias. Doutoramento. 1971. 

*Carvalho, J. C. de Castro. Contribuigao para o estudo 
clfnico com comprovagdo histopatolégica da influéncia 
da vitamina C na reparagao de feridas gengivais, em 
humanos submetidos a cirurgia periodontal pela técnica 
da gengivectomia. Doutor. 1972. 86p. 

*Carvalho, Jose CAssio Marques. Estudo comparativo entre 
as técnicas de enxerto livre de gengiva e de separagdo 
peridstica na cirurgia mucogengival; observacées clin- 
icas, biométricas, histolégicas e histoquimicas seres 
humanos. Doutoramento, 1972. 124p. 

*Carvalho, Jose Carlos Mesquita, Mobilidade em prétese 
ocular; contribuicao para o estudo. Doutor. 1972. 68p. 

*Chelotti, Adolpho. Contribuig%o ao estudo do comportamento 
de coroas de aco inoxidavel, estampadas, “in vitro" 
(manchas e corrosao por imersaoem saliva artificial, em 
fun¢ao do contacto ou n&o com amdlgama, da idade deste 
e do tempo do teste). E "in vivo" (manchas e corrosao 
em fungao do tempo e da face da coroa, alteracdées gengi- 
vais, deformagdes permanentes e ajuste gengival). Dou- 
toramento. 1972. 88p. 
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*Cocicov, Catarina. Relag%o cirurgiao-dentista aut6-no- 
mo-paciente. Doutor. 1972. 5lp. 

*Corr@a, Gerson de Arruda. Angulo do Bennett; estudo da 
correlagio com fngulo gético e trajetéria condilar. 
Doutoramento. 1972. 64p. 

*Cunha, Almir Clemente. Influéncia da escovacao na redugdo 
dos efeitos da saliva artificial e do sulfeto de am@nia 
(manchas e corrogao) sobre ligas metAlicas de uso odon- 
tol6égico. Doutoramento. 1972. 145p. 

*Cunha Ribeiro, Silas da. Contribui¢&o para o estudo da 
infiltragZo de corante na interface resina acrilica-liga 
de ouro, em coroas metalo-plasticas. Doutoramento. 
1972. 5p. 

*“Fazzi, Ronaldo. Contribuig¢do para o estudo da adicao de 
cAlcio e amalgama dentdrio: significado na liberacao de 
jon-fluor e efeitos sobre a resist@ncia a compressao e a 
alteragfo dimensional. Doutoramento. 1972. 64p. 

Fichman, Dan Mihail. Rugosimetria dos corpos de prova 
de amAlgama na porgao correspondente 4 face proximal- 
varidveies: cargas. Matrizes e contacto com liquidos. 
Docéncia. 1971. 
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CHIN 
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CHIROPTERA 

Sperry, T. P. U.S.A. Illinois 
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CHROMATOGRAPHY, GAS 

Wood, W. H. U.S.A. Iowa 
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Beaton, W.D.M. Canada. Manitoba 
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Alexander, R. F. U.S.A. St. Louis 
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Cunha Ribeiro, $. da. Brazil. $40 Paulo Stevenson, R. Australia. Sydney 
Florez, N. & others. Columbia, Javeriana Weaver, R. G. U.S.A. Indiana 
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Warpeha, W. S. Jr. U.S.A. Minnesota Weisz, F.H. Netherlands. Amsterdam 
Zernial, H. P. Germany. Bonn DENTAL CARE 

CURETTAGE Tornow, R.A. Canada. Toronto 
Kalkwarf, K. L. U.S.A. Nebraska DENTAL CARIES 

CURRICULUM Berg, J. M. U.S.A. Boston 
White, J. M. U.S.A. Washington U. Briand, R. France. Paris 

CUSPID Borm, W.P. Germany. Bonn 
Amans, G.L, France. Paris. Fac. Med. Bruns, H.G, Germany. Dusseldorf 
Chevallier, E.L. France. Paris Chrissafis, S. Germany. Bonn 
Kloprogge, M. J. Netherlands. Nijmegen Cornebise, C.N. France. Paris. Fac. Med. 
Prevost, J.P. France. Paris Davis, F. C. U.S.A. Iowa 
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Jones, I.L. United Kingdom. Liverpool 
Keuper, J. B. U.S.A. Texas 
Kitschenberg, F. Germany. Wurzburg 
Lambert, A. U.S.A. Iowa 
Longfellow, A. L. U.S.A. Tennessee 
Meyer, U. Switzerland. Bern 
Scott, P.J. UK. Leeds 
Snow, C. L. U.S.A. Texas 
Thommen, D. H. Switzerland. Ziirich 
DENTIN SENSITIVITY 
Barthelmie, M. Germany. Bonn 
Dayton, R. E. U.S.A. Case 
Kownacki, S. Poland. Krakow 
DENTIST- PATIENT RELATIONS 
Brooks, J. D. U.S.A. Iowa 
Cocicov, C. Brazil. Sao Paulo 
DENTISTRY 
Armstrong, L. W. Canada. Toronto 


Briggs, D. H. U.S.A. Iowa 
Schlagdenhaufen, H. France. Strasbourg 
Sultan, N.R. France. Paris 
Taylor, D. T. U.S.A. Missouri 
DENTISTRY OPERATIVE 
Clayton, R. J. U.S.A. Loyola 
Cuozzo, G. S. U.S.A. Loyola 
Gory, F. France. Paris 
DENTISTS 


Branch, A.D. U.S.A. California, Santa Barbara 


DENTITION 
Cheng, P.C.K. Australia. Adelaide 
Damico, F. U.S.A. Northwestern 
Jenner, J.D. Australia. Adelaide 
Lester, K.S. Australia. Sydney 
McInnis, M. L. U.S.A. Georgetown 
Ogrosky, G.L. U.S.A. Northwestern 
DENTITION, MIXED 
Tanaka, M. M. U.S.A. Case 
DENTURE BASES 
Gausch, K. Austria. Innsbruck 
Rocher, J. France. Paris 
DENTURE, COMPLETE 
Bleitrach, M. France. Paris. Fac. Med. 
Davis, J. N. U.S.A. Texas 
Groene, L. France. Paris. Fac. Med. 
Jacob, J. France. Paris 
Khindria, S. K. India. Punjab 
O'Brien, R. L. U.S.A. Washington U. 
Pastant, A. France. Paris 
Silverman, S. U.S.A. New York 
Splingard, R.P. France. Paris 
DENTURE, COMPLETE, IMMEDIATE 
Splingard, R.P. France. Paris 
DENTURE LINERS 
Louka, A.N. Canada. Manitoba 
Thurgood, B. W. U.S.A. Iowa 
DENTURE, PARTIAL 
Cronin, R. J. U.S.A. Texas 
Dupont, J.A. France. Paris 
Pradelle, P. France. Paris 
DENTURE, PARTIAL, FIXED 
Apap, G.J. France. Paris. Fac. Med. 
Londono, I. & others. Columbia, Javeriana 
Matsura, K. Brazil. Sao Paulo 
Migozzi, J. Switzerland. Geneva 
Monforte, G. Italy. Milan 
Paradis, G. France. Paris 
Piotraut, J. France. Paris. Fac. Med. 
Saito, T. Brazil. Sado Paulo 
Silva, E. E. Brazil. Sao Paulo 
DENTURE, PARTIAL, REMOVABLE 
Beynon, R. W. Australia. Sydney 
Bogopolsky, S. France. Paris. Fac. Med. 
Dupont, J.A. France. Paris 
Ghorayeb, M. France. Paris. Fac. Med. 
Hicklin, B. Switzerland. Zurich 
Paradis, G. France. Paris 
Pilloud, J. L. Switzerland. Geneva 
Silva, O.J.da. Brazil. S&% Paulo 
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Denture, Partial, Removable (Cont. ) 
Vieira, A.N. Brazil. Sao Paulo 
Ziegler, G. Germany. Wirzburg 

DENTURE, PRECISION ATTACHMENT 
Pacheco Meneghel, A.F. Brazil. Campinas 

DEXAMETHASONE 
Hundley, L. B. U.S.A. Loma Linda 

DIAGNOSIS, ORAL 
Asbury, W. J. U.S.A. Loyola 
Byers, C. W. U.S.A. Loyola 
Gravely, J.F. United Kingdom. Leeds 
Hubert, R. Germany. Bonn 

_ Mangiavacca, M. Italy. Milan 

DIAZEPAM 
Ryan, D. E. U.S.A. North Carolina 
Starbuck, G. E. U.S.A. Nebraska 

DIET 
Ardabili, R. U.S.A. Boston 
Dilley, G.J. U.S.A. Indiana 


Ferrand-Martin, P.A. France. Paris. Fac. Med. 


Wical, K. U.S.A. Washington 

Wolsieffer, J.R. U.S.A. Indiana 
DIET CARIOGENIC 

Sittig, M. L. Germany. Bonn 
DIGITOXIN 

Ingari, J. S. U.S.A. Texas 
DIPHENHYDRAMINE 

Gernert, A. R. U.S.A. St. Louis 
DISEASE MODELS, ANIMAL 

Caton, J. G. Jr. U.S.A. Rochester 
DISLOCATIONS 

Costa, A. France. Paris 
DROPERIDOL 

Wasileski, J. L. U.S.A. Rochester 
DRUG INTERACTIONS 

Henry, P.J. France. Paris 
DRUGS 

Jarosch, H. P. Germany. Bonn 
DRY SOCKET 

Wood, W. H. U.S.A. Iowa 
ECONOMICS, DENTAL 

Kienzi, V. France. Strasbourg 
EDEMA 

Hundley, L. B. U.S.A. Loma Linda 
EDUCATION, DENTAL 

Fuller, J. L. U.S.A. Iowa 

Luebke, N. H. U.S.A. Iowa 

White, J. M. U.S.A. Washington U. 
ELASTIC TISSUE 

Duthy, L.M. Australia. Adelaide 
ELBOW 

Costa, A. France. Paris 
ELECTRIC STIMULATION 

Beeson, D. C. U.S.A. Case 
ELECTRICITY 

Wald, D. S U.S.A. Boston 

Wander, S. H. U.S.A. Boston 
ELECTROMYOGRA PHY 

Schade, G.J. U.S.A. Northwestern 

Whipps, J. F. U.S.A. Northwestern 


ELECTROSURGERY 
Schneider, A. R. U.S.A. Illinois 
EMBRYO 
Schade, G.J. Netherlands. Utrecht 
ENDOCARDITIS, SUBACUTE BACTERIAL 
Lineberger, L. T. U.S.A. Case 
ENDODONTIC ENDOSSEOUS IMPLANTATION 
Powell, W. D. U.S.A. Iowa 
ENDODONTICS 
Mascres, C. France. Paris. Fac. Med. 
Taylor, G. N. U.S.A. Loyola 
ENDOTOXINS 
Shapiro, L. U.S.A. Boston 
Szymaitis, D. W. U.S.A. Minnesota 
ENVIRONMENT 
Gordon, P. H. U.K. Birmingham 
Tschan, A. Switzerland. Basel 
ENZYMES 
Scott, P.J. U.K. Leeds 
EOSINOPHILIC GRANULOMA 
Cladi, M. France. Strasbourg 
EPINEPHRINE 
Bottino, M. A. Brazil. Sao Paulo 
EPITHELIAL CELLS 
Bozon, C.E. France. Paris 
Mens, P.R. Netherlands. Utrecht 
Reynolds, E. J. U.S.A. Georgetown 
EPITHELIUM 
Crigger, M. U.S.A. Rochester 
Euler, U. Germany. Heidelberg 
Fejerskov, O. Denmark. Aarhus 
Foster, C.F. Canada. Dalhousie 
Petitet, N.F. France. Paris. Fac. Med. 
EPOXY RESINS 
Hansen, F. L. U.S.A. St. Louis 
Nolan, J. D.. Jr. U.S.A. St. Louis 
ESTROGENS 
Deschang-Orlando, H. France. Paris. Fac. Med. 
Foster, C.F. Canada Dalhousie 
EUGENOL 
Weber, M. Germany. Bonn 
EXTREMITIES 
Costa, A. France. Paris 
EYE, ARTIFICIAL 
Carvalho, J. C. Brazil. Sao Paulo 
EYE MANIFESTATIONS 
Hodes, I. U.S.A. Pittsburgh 
FACE 
Beeker, S. D. U.S.A. Michigan 
Belhadj, A. France. Paris 
Biewald, K. H. U.S.A. Minnesota 
Demadre-Maleysson, G. France. Paris 
Garcia, L. F. Switzerland. Geneva 
Heinrich, C. K. U.S.A. St. Louis 
Lapierre, H.M. France. Paris. Fac. Med. 
Le Diascorn, H. France. Paris. Fac. Med. 
Mantz, F. J. U.S.A. Linda 
Okmin, L. A. U.S.A. Loma Linda 
Pedrazzini, J.P. France. Paris. Fac. Med. 
Rault-Romette, D. France. Paris 
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Ruether, J.C. Germany. Dusseldorf 

Sain, J. R. U.S.A. North Carolina 

Scanavini, M. A. Brazil. Sao Paulo 
FACIAL PROFILE 

Rault-Romette, D. France. Paris 
FENTANYL 

Wasileski, J. L. U.S.A. Rochester 
FETUS 

Issao, M. Brazil. Sao Paulo 

Jollivet, F.P. France. Paris. Fac. Med. 
FIBROBLASTS 

Stangier, R. Germany. Bonn 
FIBROMA 

Schnyder, O. Switzerland. Ziirich 
FINGERSUCKING 

Larson, E. Sweden. Karolinska 

Vaillant, M.A. France. Paris 
FLUORIDATION 

Schmidt, R. Switzerland. Basel 

Thiaville, G. France. Strasbourg 
FLUORDDES 

Bloch, J.P. France. Paris 

Heyer, M. E. Germany. Bonn 

Issao, M. Brazil. Sao Paulo 

Jean, R. France. Paris 

Jollivet, J.C. France. Paris. Fac. Med. 

Kallio, D.M. U.S.A. Harvard 

Keuper, J. B. U.S.A. Texas 

Lobjoie, D.P. France. Paris. Fac. Med. 

Lucchina, M. Italy. Milan 

Murray, J.J. England. Leeds 

Murtaugh, J. N. U.S.A. Iowa 

Neudigate, W. C. U.S.A. Texas 

Shibuya, F. S. U.S.A. Texas 

Tinanoff, N. U.S.A. Iowa 

Tschope, W. Germany. Heidelberg 

Valetas, H. France. Paris. Fac. Med. 

Westbrook, S. D. U.S.A. Texas 
FLUORDES, TOPICAL 

Ahl, H. D. Germany. Bonn 

Barthelmie, M. Germany. Bonn 

Bitner, T. J. U.S.A. Iowa 

Brittain, J. M. U.S.A. North Carolina 

Chambles, L. B. U.S.A. Texas 

Charlton, L. S. U.S.A. Texas 

Cronin, R. J. U.S.A. Texas 

Erlick, R. M. U.S.A. Boston 

Fazzi, R. Brazil. Sao Paulo 

Fleming, W. J. Canada. Toronto 

Kleinstub, P. H. U.S.A. Texas 

Lobjoie, D.P. France. Paris. Fac. Med. 

Maginot, K. Germany. Wiirzburg 

Orbell, G. M. U.S.A. Rochester 

Penney, D. A. U.S.A. Iowa 

Purdie, J. C. U.S.A. Iowa 

Schulz, E. M. Jr. U.S.A. Iowa 

Smith, L. W. U.S.A. Texas 

Stratemann, M. W. U.S.A. Texas 

Weaver, R. G. U.S.A. Indiana 

Williams, H. J. U.S.A. Texas 


FOCAL INFECTION, DENTAL 

Uloth, D. Germany. Heidelberg 
FORENSIC DENTISTRY 

Friederich, H. France. Strasbourg 
FORMOCRESOL 

Poulsen, K. J. U.S.A. Nebraska 
FRUIT 

Loisier, P. France. Paris. Fac. Med. 
GALLAMINE TRIETHIODIDE 

Precious, D.S. Canada. Dalhousie 
GANGLIA 

Chen, R. S. U.S.A. St. Louis 
GANGRENE 

Adlivankine, W. Switzerland. Bern 
GERMANY 

Althoff, U. Germany. Dusseldorf 

Frank, A, Germany. Dusseldorf 
GIANT CELL TUMORS 

Puc, E. Poland. Krakow 
GINGIVA 

Bottino, M. A. Brazil. Sao Paulo 

Carvalho, J.C. Brazil. Sao Paulo 

Carvalho, J.C.M. Brazil. Sao Paulo 

Halliburton, D. R. U.S.A. Tennessee 

Jackson, D. B. U.S.A. Michigan 

Kellogg, H. C. U.S.A. Creighton 

Kittler, J.C. France. Paris 

Koskas, H.S. France. Paris 

Lawrence, F. R. U.S.A. Boston 

McDonald, J. E. Canada. Toronto 

Petitet, N.F. France. Paris. Fac. Med. 

Roche, P.J. Australia. Sydney 

Schneider, A. R. U.S.A. Illinois 

Todescan, J.H. Brazil. S&o Paulo 

Wilks, C. C. U.S.A. Iowa 

Zbylut, D. J. U.S.A. Loyola 
GINGIVAL DISEASES 

Ghassemzadeh, C. Switzerland. Geneva 

Martin, R. L. U.S.A. Iowa 
GINGIVAL EXUDATE 

Holmes, T. F. U.S.A. Boston 

Valazza, A. Switzerland. Geneva 
GINGIVECTOMY 

Carvalho, J. C. deC. Brazil. Sdo Paulo 

Giorgi, 5. M. Brazil. Sao Paulo 

Versman, K. J. U.S.A. Iowa 
GINGIVITIS 

Byers, C. W. U.S.A. Loyola 

Capello, J. A. U.S.A. Michigan 

Judge, S. P.. U.S.A. Michigan 

Reynolds, R. N. II U.S.A. North Carolina 

Shapiro, L. U.S.A. Boston 

Todescan, J.H. Brazil. So Paulo 
GINGIVOPLASTY 

Engelberger, P. Switzerland. Basel 
GLOSSITIS 

Dossmann, L. France. Strasbourg 
GLUCONEOGENESIS 

Ng, S.K. Canada. Manitoba 
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GLYCOGEN HYOID BONE 

Todescan, J.H. Brazil. S4&o Paulo Lacroix- Montagne, C. France. Paris. Fac. Med. 
GOLD ALLOYS HYPERPLASIA 

Bertoli, A. Italy. Milan Lekkas, K. Netherlands. Nijmegen 

Cunha Ribeiro, §. da. Brazil. S%o Paulo HYPERSENSITIVITY 

Gildenhuys, R. U.S.A. Boston Achard, J.L. France. Paris. Fac. Med. 

Goeller, I. Switzerland. Geneva Dayton, R. E. U.S.A. Case 

Matsura, K. Brazil. Sao Paulo Meurer, A. Germany. Bonn 

Ribeiro, S.daC. Brazil. S40 Paulo HYPERSENSITIVITY, DELAYED 

Ueti, M. Brazil. Sado Paulo Martinelli, F. France. Paris. Fac. Med. 

Wajngarten, I.I. Brazil. Sao Paulo HYPOCALCEMIA 
GUTTA-PERCHA Lohmann, E. Germany. Heidelberg 

Braunstein, I.G. U.S.A. Northwestern IATROGENIC DISEASE 

Dolansky, B.H. U.S.A. Northwestern Gaskill, W. F. U.S.A. Boston 

Friedman, C. E. U.S.A. Loyola IGA 
HALOGENS Coats, G. F. U.S.A. Texas 

Murtaugh, J. N. U.S.A. Iowa ILEUM 
HALOTHANE Murtaugh, J. N. U.S.A. Iowa 

Bird, J. S. U.S.A. Nebraska IMMU NOGLOBULINS 

Gienger, G. L. U.S.A. Nebraska Torchinsky, J. C. France. Paris 
HANDICAPPED INCOR 

Schneck-Pachet, H.M. France. Paris Atkinson, C.D. U.S.A. New York 
HEAD Bidois, H. France. Paris 

Carrefo, B.H. & others. Columbia. Javeriana Candelaria, L.F.A. Brazil, Sao Paulo 
HEALTH EDUCATION, DENTAL Glick, P. L. U.S.A. Illinois 

Baron, B. B. U.S.A. Boston Hiller, C.R. England. Leeds 
HEART DEFECTS, CONGENITAL Le Bot, P. France. Paris 

Saydyk, T. G. Jr. U.S.A. St. Louis Salkin, E. S. U.S.A. Loyola 
HEMORRHAGE, ORAL Sina, G. Italy. Milan 

Falcoz, J.¥. France. Strasbourg. Swartz, C.P. U.S.A. Northwestern 

Nickelsen, D. Germany. Kiel INDIANS, NORTH AMERICAN 

Thalmann, R. Switzerland. Geneva Berkon, R. S. U.S.A. Illinois 
HEPATITIS INFANT, PREMATURE 

Uellendahl, H. Germany. Bonn Lorber, R. M. U.S.A. Buffalo 
HEPATITIS, INFECTIOUS INLAYS 

Horch, H. H. Germany. Bonn Bernardineli, N. Brazil. Bauru 
HISTOPLASMOSIS Ghorayeb, M. France. Paris. Fac. Med. 

Bardinon, M.P. France. Paris Venturini, M.S. Brazil. Sdo Paulo 
HISTORY OF DENTISTRY INSECTS 

Althoff, U. Germany. Dusseldorf Chen, R. S. U.S.A. St. Louis 

Hdlzl, B. Germany. Bonn INSURANCE, DENTAL 

Jacobshagen, U. Germany. Kiel Volz, R. Germany. Dusseldorf 

Langhoff, I. Germany. Heidelberg INSURANCE, HEALTH 

Thurkauf, H. Switzerland. Basel Meili, E. Switzerland. Ziirich 
HORSES ION EXCHANGE RESINS 

Diesbecq, P. France. Paris. Fac. Med. Caillot, J. France. Paris. Fac. Med. 
HOSPITAL DENTAL SERVICE JAW 

Emery, C. A, Jr. U.S.A. Iowa Bidois, H. France. Paris 

Paula, N.S. Brazil. So Paulo Garcia, L. F. Switzerland, Geneva 
HYALIN SUBSTANCE Hawkins, B. F. U.S.A. Iowa 

Bouyssou, M. France. Paris. Fac. Med. Volz, R. Germany. Dusseldorf 
HYDROCORTISONE JAW DISEASES 

Rilling, P. H. Germany. Bonn Apfeld, G. Germany. Bonn 

Sampaio, J. M. Brazil. Sao Paulo Henquinet, R. France. Strasbourg 

Spain, K. M. U.S.A. Loyola Shoha, R. R. U.S.A. Michigan 
HYDROGEN-ION CONCENTRATION JAW FRACTURES 

Hemken, E. Germany. Bonn Chrissafis, S. Germany. Bonn 
HYDROXYZINE Meili, E. Switzerland. Zurich 

Parker, R. W. U.S.A. Nebraska JAW NEOPLASMS 

Kaess, B. France. Strasbourg 
Puc, E. Poland. Krakow 
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JURISPRUDENCE 

Sultan, N.R. France. Paris 
KERATIN 

Fejerskov, O. Denmark. Aarhus 

Mens, P,.R, Netherlands. Utrecht 

Todescan, J.H. Brazil. Sao Paulo 
KETAMINE 

O'Brien, D.N. U.S.A. Indiana 
KNEE JOINT 

Notter, A. H. Switzerland. Zurich 
L FORMS 

Kellogg, H. C. U.S.A. Creighton 
LARYNGEAL NEOPLASMS 

Lee, J. G. U.S.A. Iowa 
LATHYRISM 

Hawkins, B. F. U.S.A. Iowa 
LEGISLATION, DENTAL 

Bemrich, J. France. Strasbourg 

Raedersdorff, G. France. Strasbourg 
LEPROSY 

Marques, A. L. Brazil. Bauru 
LEUKOCYTES 

Reynolds, R. N. Il U.S.A. North Carolina 
LIP 

Euler, U. Germany. Heidelberg 

Renaud, M. France. Paris 

Rogers, R. B. U.S.A. Texas 
LIPIDS 

Lawrence, F. R. U.S.A. Boston 
LYMPHOCYTES 

Ruprecht, A. Canada. Toronto 
MAGNESIUM 

Lubow, R. M. U.S.A. Texas 
MALOCCLUSION 

Albinder, K. U.S.A. Pittsburgh 

Baird, K. M. U.S.A. Texas 

Baker, A. B. Canada. Toronto 

Beck, B. France. Paris 

Bottini, P. Italy. Milan 

Cardelini, A. Italy. Milan 

De Grandmont, M. U.S.A. St. Louis 

Garlitz, R. M. U.S.A. Pittsburgh 

Gile, R. U.S.A. Washington 

Gugny, G.J. France. Paris. Fac. Med. 

Haynes, S. England. Leeds 

Hennecart, G.A. France. Paris. Fac. Med. 

Hersho, R. M. U.S.A. Pittsburgh 

Keane, J. E. U.S.A. Missouri 

King, J. D. U.S.A. Pittsburgh 

Levin, W. R. U.S.A. Boston 

Levy, U.S.A. Georgetown 

Lisulow-Orsic, V. U.S.A. Northwestern 

Manning, C. M. U.S.A. Pittsburgh 

Moskowicz, D. G. U.S.A. Pittsburgh 

Ogrosky, G.L. U.S.A. Northwestern 

Paulos, P. E. U.S.A. Michigan 

Pracht, T. R. U.S.A. Mlinois 

Renger, E. U.S.A. Texas 

Rosol, M. L. U.S.A. Boston 

Sinna, L. C. U.S.A. Minnesota 


Solomon, A. G. Canada. Toronto 
Sperati, G. Italy. Milan 
Sullivan, A. G. U.S.A. Texas 
Tottenham, W. M. U.S.A. Washington U. 
Tschan, A. Switzerland. Basel 
Turner, D. S. U.S.A. Texas 
Vasiga, G. J. Canada. Toronto 
Vigorito, J.W. Brazil. Sdo Paulo 
Wadler, D. M. U.S.A. Texas 
Wambera, I. C. Canada. Toronto 
Warford, J.H. U.S.A. Northwestern 
Wilson, A. F. I. U.S.A. Washington 
Zieber, J. W. U.S.A. Georgetown 
MANDIBLE 
Dufour, R.L. France. Paris 
Dunn, G. F. U.S.A. Buffalo 
Gibassier, B. France. Paris 
Gioanni, M. France. Strasbourg 
Haque, I.U. Australia. Sydney 
Jollivet, F.P. France. Paris. Fac. Med. 
Lavigne, J. Switzerland. Geneva 
Lorson, E. L. U.S.A. Iowa 
Luke, A. B. U.S.A. Iowa 
McCoy, R. B. U.S.A. Loma Linda 
Neal, J. E. U.S.A. Iowa 
Pena, L. G. U.S.A. Texas 
Roura, N. U.S.A. Michigan 
Sakima, T. Brazil. Araraquara 
Skillicorn, R. C. U.S.A. Michigan 
Smith, L. H. U.S.A. North Carolina 
Trevisan, R. A. U.S.A. IMlinois 
Troyer, S.H. U.S.A. Indiana 
Vigorito, J.W. Brazil. Sao Paulo 
MANDIBULAR CONDYLE 
Berier, A. France. Paris 
Bremers, L.M. Netherlands. Nijmegen 
Georgetti, B. A. Brazil. Sao Paulo 
Gladysz, K. Poland. Krakow 
Goncalves, N. U.S.A. Mlinois 
Haenggi, M. Switzerland. Bern 
Lekkas, K. Netherlands. Nijmegen 
Padua, J. M. de. Brazil. Bauru 
Salles, F. A. Brazil. Sado Paulo 
Silva, A. R. Brazil. Sao Paulo 
Silverman, G. M. U.S.A. Mlinois 
Sindledecker, L. D. U.S.A. Michigan 
MANDIBULAR DISEASES 
Stryszowska-Szymafiska, K. Poland. Krakow 
MANDIBULAR FRACTURES 
Bauer, H. U. Germany. Heidelberg 
Berier, A. France. Paris 
Byrne, R. P. U.S.A. Texas 
Chantala, A. France. Paris 
Gladysz, K. Poland. Krakow 
Stowikowski, A. Poland. Krakow 
Torres, F. A. Brazil. Sao Paulo 
MANDIBULAR NERVE 
Burton, H. N. U.S.A. Alabama 
MANDIBULOFACIAL DYSOSTOSIS 
Gnoinski, W. M. Switzerland. Ziirich 


MAST CELLS 
Awrach, M. A. U.S.A. Boston 
Kellogg, H. C. U.S.A. Creighton 
MASTICATION 
Bastian, M. France. Strasbourg 
Boue, C.P. France. Paris 
Jacob, J. France. Paris 
Ruscheinski, J. A. U.S.A. Loyola 
Trevelo, A. France. Paris 
MASTICATORY MUSCLES 
Haque, I.U. Australia. Sydney 
Houston, W. J. U.K. London 
McCarty, G. A. U.S.A. Texas 


Tottenham, W. M. U.S.A. Washington U. 


Whipps, J..F. U.S.A. Northwestern 
MATERIA ALBA 

Uchida, C. Y. U.S.A. Nebraska 
MAXILLA 

Brousse, J.P.P. France. Paris 

Haque, I.U. Australia. Sydney 

Kusnoto, H. France. Paris 

Majid, A.A. U.S.A. Indiana 
MAXILLARY SINUS 

Barrelier, P. France. Paris 
MAXILLOFACIAL DEVELOPMENT 

Beget, B. C. U.S.A. Washington 

Biehler-Giral, G. Switzerland. Geneva 

Charchut, L. H. U.S.A. Michigan 

Down, J. U. U.S.A. Washington 

Gange, R. J. U.S.A. Case 

Gottesfield, D. U.S.A. Tufts 

Greear, H. H. U.S.A. St. Louis 

Provinzino, R. J. U.S.A. Nebraska 

Sperry, T. P. U.S.A. Illinois 

Wilkins, D.M. U.S.A. Indiana 
MAXILLOFACIAL PROSTHESIS 

Apap, G.J. France. Paris. Fac. Med. 

Schmidt, H. Brazil. Sao Paulo 
MENTAL DISORDERS 

Miller, E. M. U.S.A. North Carolina 
MENTAL RETARDATION 

Atkins, G. D. Canada. Toronto 

Kapadia, H. U.S.A. Boston 
MERCURY 

Pancera, A.D. Brazil. Sado Paulo 

Radwanska, E. Poland. Krakow 

Smith, J. H. U.S.A. North Carolina 
MERCURY POISONING 

Sarfati, D. France. Paris 
METALLURGY 

Fuys, R. A. Jr. U.S.A. Michigan 
METALS 


Bogopolsky, S. France. Paris. Fac. Med. 


Payan, J. Switzerland. Geneva 
METRONIDAZOLE 

Nety, C. France. Strasbourg 
MICROCIRCULATION 

Crigger, M. U.S.A. Rochester 
MICROSCOPY, ELECTRON 
Breyan, D. E. U.S.A. Boston 
Fejerskov, O. Denmark. Aarhus 
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MICROSCOPY, ELECTRON, SCANNING 
Gardner, J. D. U.S.A. Boston 
Snow, C. L. U.S.A. Texas 

MICROSCOPY, PHASE CONTRAST 
Shulman, J. U.S.A. Michigan 

MILITARY DENTISTRY 
Houde, M. B. Canada. Toronto 

MINERAL WATERS 
Loisier, P. France. Paris. Fac. Med. 

MITOSIS 
Reynolds, E. J. U.S.A. Georgetown 
Salkin, E. S. U.S.A. Loyola 

MOLAR 
Artus, M.H. France. Paris 
Ehmer, G. Germany. Heidelberg 
Huffman, G. G. U.S.A. Iowa 
Kaplan, R. G. U.S.A. Washington 
Mead, R. C. U.S.A. Nebraska 
Padua, J. M. de. Brazil. Bauru 
Pickard, W. A. Il. U.S.A. Tennessee 
Pugliesi, N. S. Brazil. Sao Paulo 
Solomon, A. G. Canada. Toronto 

MONGOLSM 
Alimchandani, $.R. Canada. Manitoba 
Dietz, V. S. U.S.A. Boston 
Dufour, L. U.S.A. Boston 
Nevile, M. D. Canada. Manitoba 
Vogelsberg, G. M. U.S.A. Nebraska 
Westerman, G. H. U.S.A. Iowa 

MONKEYS 
Henry, H.L. Canada. Manitoba 

MOTTLED ENAMEL 
Jollivet, J.C. France. Paris. Fac. Med. 

MOUTH 
Bozon, C.E. France. Paris 
Delbart, G. L. France. Paris 
Marcondes, R.A.S. Brazil. Sao Paulo 

MOUTH DISEASES 
Camenisch, G. France. Strasbourg 
Courtois, J. France. Paris. Fac. Med. 
Fourestier, J. France. Paris. Fac. Med. 
Micheau, C. France. Paris 

MOUTH, EDENTULOUS 
Buchard, P. France. Paris 
Dupuis, A.D. France. Paris 
Haque, I.U. Australia. Sydney 
Majewski, S. Poland. Krakow 
Menezo, A.G. France. Paris. Fac. Med. 
Ott, P. A. Switzerland. Geneva 
Pudwill, M. L. U.S.A. Nebraska 
Trevelo, A. France. Paris 

MOUTH MUCOSA 
Amerman, G. W. U.S.A. Nebraska 
Fejerskov, O. Denmark. Aarhus 
Ghassemzadeh, C. Switzerland. Geneva 
Kittler, J.C. France. Paris 
Koskas, H.S. France. Paris 
Menezo, A.G. France. Paris. Fac. Med. 
Mens, P.R. Netherlands. Utrecht 
Page, D. G. U.S.A. Loyola 
Reynolds, E. J. U.S.A. Georgetown 
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Szymaitis, D. W. U.S.A. Minnesota 

Tideman, H. Netherlands. Amsterdam 

Weinstein, R. A. U.S.A. Loyola 

Wezler, U. Germany. Heidelberg 
MOUTH NEOPLASMS 

Alvarado, C.R. Columbia. Javeriana 

Benthake, F. Germany. Dusseldorf 

Boudiere, J.P. France. Paris 

Deszczowa, J. Poland. Krakow 

Lee, J. G. U.S.A. Iowa 

Panne, K, Germany. Dusseldorf 

Thumulka, W. Germany. Heidelberg 
MOUTHWASHES 

Pippen, C. L. U.S.A. Iowa 
MUCOPOLYSACCHARIDES 

Amerman, G. W. U.S.A. Nebraska 

Lawrence, F. R. U.S.A. Boston 
MURAMIDASE 


Deschang-Orlando, H. France. Paris. Fac. Med. 


Levillain, J.C. France. Paris 
MUSIC 

Bjurstrom, N. A. U.S.A. Iowa 
MYCOPLASMA 

Troxler, R. W. U.S.A. North Carolina 
MYXOMA 

Kaess, B. France. Strasbourg 
NASAL SEPTUM 

Gange, R. J. U.S.A. Case 
NASOPHARYNX 

Dunn, G. F. U.S.A. Buffalo 
NECK 

Carrefo, B.H. & others. Columbia. Javeriana 
NEISSERIA 

Maginot, K. Germany. Wiirzburg 
NEOMYCIN 

Jacob, R. Germany. Bonn 
NEOPLASM METASTASIS 

Panne, K. Germany. Dusseldorf 
NERVES 

Dick, D.S. U.S.A. Harvard 
NEURALGIA 

Wiegand, K. Germany. Bonn 
NEUROLEPTOANALGESIA 

Wasileski, J. L. U.S.A. Rochester 
NICOTINE 

Alexander, R. F. U.S.A. St. Louis 
NOISE 

Benning, H. Germany. Bonn 
NOMA 

Jobst, R. France. Strasbourg 
NOMENCLATURE 

Batarec, E. France. Paris. Fac. Med. 

Courtois, J. France. Paris. Fac. Med. 

Sinsoilliez, R. France. Paris. Fac. Med. 
NUTRITION 

Machado, J. A. deC. Brazil. Araraquara 
OCCUPATIONAL DISEASES 

Arav, R. France. Paris 

Feser, C. Germany. Dusseldorf 

Horch, H. H. Germany. Bonn 

Meurer, A. Germany. Bonn 


ODONTOGENIC CYSTS 
Gemmel, G. Germany. Wiirzburg 
ODONTOMETRY 
Beeker, S. D. U.S.A. Michigan 
Biewald, K. H. U.S.A. Minnesota 
Candelaria, L.F.A. Brazil. Sao Paulo 
Renger, E. U.S.A. Texas 
Sigala, J.L. U.S.A. Indiana 
OILS, VOLATILE 
Weber, M. Germany. Bonn 
ORAL HEALTH 
Dilley, G.J. U.S.A. Indiana 
Dufour, L. U.S.A. Boston 
Gordon, P. H. U.K. Birmingham 
ORAL HYGIENE 
Barbedienne-Renard, N. C. France. Paris 
Borgerefe, R. Germany. Bony 
Brooks, J. D. U.S.A. Iowa 
Daley, T. E. U.S.A. Case 
Douamba, T. France. Paris. Fac. Med. 
Schneck-Pachet, H.M. France. Paris 
Shulman, J. U.S.A. Michigan 
Sittig, M. L. Germany. Bonn 
Tinanoff, N. U.S.A. Iowa 
Townsend, J. U.S.A. Washington 
Wolfram, K. D. U.S.A. Loma Linda 
ORAL MANIFESTATIONS 
Atkins, G.D. Canada. Toronto 
Hodes, I. U.S.A. Pittsburgh 
Sommelet-Clement, A.L. France. Strasbourg 
ORBIT 
Hutt, P. H. U.S.A. Boston 
ORTHODONTIC APPLIANCES 
Asatani, R. M. U.S.A. Loma Linda 
Coniglio, J. F. U.S.A. Iowa 
Cox, C.L. Australia. Sydney 
Dean, J. T. U.S.A. Boston 
Fillmore, G. A. U.S.A. Loma Linda 
Graves, R. F. U.S.A. Washington U. 
Hanhart, P. Switzerland. Zurich 
Hansen, F. L. U.S.A. St. Louis 
Miller, B. J. U.S.A. Loma Linda 
Nagel, N. J. U.S.A. Case 
Parker, R. C. U.S.A. Loma Linda 
Phelps, J. S. U.S.A. Texas 
Potter, R. B. U.S.A. Iowa 
Sciaretta, J. A. U.S.A. Boston 
Scully, W.L. Australia. Sydney 
Shaner, W. G. U.S.A, Washington U. 
Watson, B.I. Australia. Sydney 
Weiss, D. D. U.S.A. Iowa 
ORTHODONTIC APPLIANCES, REMOVABLE 
Garcia, A. & others. Columbia. Javeriana 
Méad, R. C. U.S.A. Nebraska 
ORTHODONTICS 
Beeson, D. C. U.S.A. Case 
Bigelow, H. F. U.S.A. Iowa 
Busciglio, J. A. U.S.A. Tufts 
Gottesfield, D. U.S.A. Tufts 
Gravely, J.F. United Kingdom. Leeds 
Leritz, A. F. U.S.A. Washington U, 
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Orthodontics (Cont. ) 
Nagel, N. J. U.S.A. Case 
Schmidlin, A. Switzerland. Zurich 
Tanaka, M. M. U.S.A. Case 
Vaillant, M.A. France. Paris 
Walker, L. C. U.S.A. Washington U. 
White, J. M. U.S.A. Washington U. 

ORTHODONTICS, CORRECTIVE 
Aloe, P.W. France. Paris 
Alonso, F. O. Brazil. Sao Paulo 
Arato, A. Switzerland. Basel 
Baker, A.B. Canada. Toronto 
Bjurstrom, N. A. U.S.A. Iowa 
Brien, N. U.S.A. Texas 
Brodkowitz, D. I. U.S.A. Case 
Claridge, D. B. U.S.A. Iowa 
Clevenger, V. R. U.S.A. Indiana 
Crum, R. E. U.S.A. Iowa 
Dewhirst, R.M. Canada. Toronto 
Dietz, V. S. U.S.A. Boston 
Douglas, J. B. U.S.A. Washington 
Dyras, M. Poland. Krakow 
Feldman, D. L. U.S.A. Boston 
Finnegan, W. A. U.S.A. Georgetown 
Fischer, C. W. U.S.A. Boston 
Ginsberg, G. U.S.A. Boston 
Greenlee, R. W. U.S.A. Boston 
Haeffele, M. France. Strasbourg 
Halliburton, D. R. U.S.A. Tennessee 
Heinrich, C. K. U.S.A. St. Louis 
Howells, R.C. U.S.A. West Virginia 
Iverson, D. B. U.S.A. Boston 
Judge, J. G. U.S.A. Indiana 
Kaplan, R. G. U.S.A. Washington 
King, M. P. U.S.A. Texas 
Kirsch, K.W. U.S.A. West Virginia 
Kroll, D. R. U.S.A. Boston 
Levin, W. R. U.S.A. Boston 
Monteiro, J. L. Brazil. Sao Paulo 
Nordquist, G. G. U.S.A. Washington 
O'Meara, A.J. Australia. Sydney 
Parks, W. R. U.S.A. Boston 
Parrott, W. T. U.S.A. Tennessee 
Pickard, W. A. II. U.S.A. Tennessee 
Rehm, J. W. U.S.A. St. Louis 
Roberts, J. G. U.S.A. Texas 
Rogers, R. B. U.S.A. Texas 
Rossman, A. U.S.A. Boston 
Rowan, M. E. U.S.A. Boston 
Scanavini, M. A. Brazil. Sado Paulo 
Schneider, S. A. U.S.A. Boston 
Shapiro, P. A. U.S.A. Washington 
Sinna, L. C. U.S.A. Minnesota 
Stevenson, H. C. U.S.A. Texas 
Stratemann, M. W. U.S.A. Texas 
Swanson, W. D. U.S.A. Washington 
Tejedor-Leon, S. U.S.A. Boston 
-Teruya, D. H. U.S.A. Loma Linda 
Vaillant, M.A. France. Paris 


Van Dyke, T. P. U.S.A. Washington 

Will, L. W. U.S.A. Loma Linda 

Wood, G. S. U.S.A. Tennessee 
OSTEOCLASTS 

Kallio, D.M. U.S.A. Harvard 
OSTEOGENESIS 

Duquette, P. U.S.A. Indiana 


Jollivet, F.P. France. Paris. Fac. Med. 


OSTEOMYELITIS 

Apfeld, G. Germany. Bonn 
OSTEOPOROSIS 

Nussbaum, P. Switzerland. Geneva 

Tschdpe, W. Germany. Heidelberg 
OSTEORADIONECROSIS 

Henquinet, R. France. Strasbourg 
OSTEOTOMY 

Brousse, J.P.P. France. Paris 
OVARY 


Guillain, M.J. France. Paris. Fac. Med. 


PAIN 

Precious, D.S. Canada. Dalhousie 
PALATE 

Casson, W. A. U.S.A. St. Louis 

Cox, N.H. Netherlands. Nijmegen 

Fejerskov, O. Denmark. Aarhus 

Leritz, A. F. U.S.A. Washington U. 

Lowder, T. R. U.S.A. St. Louis 

Vanek, R. J. U.S.A. North Carolina 

Weinstein, R. A. U.S.A. Loyola 

Westerman, G. H. U.S.A. Iowa 
PALEODONTOLOGY 

Kuhn, W. Switzerland. Basel 
PARATHYROID HORMONE 

O'Grady, R. L. Australia. Sydney 
PAROTID GLAND 

Coats, G. F. U.S.A. Texas 

Galletta, V.P. Brazil. Sado Paulo 

Morawa, A. P. U.S.A. Michigan 

Neudigate, W. C. U.S.A. Texas 

Therade, A. France. Paris 
PAROTID NEOPLASMS 

Sabbah, C. France. Paris 
PEDODONTICS 

DeLeo, A. U.S.A. Washington 

Diezemann, F. Germany. Heidelberg 
PEMPHIGUS 

Marcucci, G. Brazil. Sado Paulo 
PERIAPICAL TISSUE 

Alter, E. A. U.S.A. Indiana 

Clayton, R. J. U.S.A. Loyola 

Wald, D. S. U.S.A. Boston 

Wander, S. H. U.S.A. Boston 
PERIODONTAL DISEASES 

Borm, W.P. Germany. Bonn 

Caton, J. G. Jr. U.S.A. Rochester 

Coats, G. F. U.S.A. Texas 

Cooper, M. B. U.S.A. Washington 

Crigger, M. U.S.A. Rochester 

Farge, R. France. Strasbourg 

Freymann, L. France. Strasbourg 
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Gauval, V.B. France. Paris 

Genovese, W. J. Brazil. Sao Paulo 

Gerval, J. France. Paris. Fac. Med. 

Holzl, B. Germany. Bonn 

Kamga, E. France. Paris. Fac. Med. 

Kelly, G. P. U.S.A. Michigan 

Langhoff, I. Germany. Heidelberg 

Lineberger, L. T. U.S.A. Case 

Machado, J. A. deC. Brazil. Araraquara 

McMillan, C. K. U.S.A. North Carolina 

Thirkauf, H. Switzerland. Basel 

Torchinsky, J.C. France, Paris 

Troxler, R. W. U.S.A. North Carolina 

Uellendahl, H. Germany. Bonn 
PERIODONTAL DRESSINGS 

Pereira, O. L. Brazil. Araraquara 
PERIODONTAL INDEX 

‘Dello Russo, N. M. U.S.A. Boston 
PERIODONTAL LIGAMENT 

Parks, W. R. U.S.A. Boston 

Ratliff, M.S. U.S.A. Iowa 

Schneider, S. A. U.S.A. Boston 
PERIODONTAL PROSTHESIS 

Gosen, A. J. U.S.A. Boston 

Holmes, T. F. U.S.A. Boston 
PERIODONTICS 

Daley, T. E. U.S.A. Case 

Hodlzl, B. Germany. Bonn 

Montoya, M.C. Columbia, Javeriana 

Nordquist, G. G. U.S.A. Washington 

Ruscheinski, J. A. U.S.A. Loyola 

Selipsky, H. U.S.A. Washington 

Sinsoilliez, R. France. Paris. Fac. Med. 
PERIODONTITIS 

Clynes, J. T. U.S.A; Boston 

Dargent, P. France. Paris. Fac. Med. 

Hoge, H. W. U.S.A. Missouri 

Martinelli, F. France. Paris. Fac. Med. 

Tenenbaum, H. France. Strasbourg 
PERIODONTIUM 

Bishop, J. P. U.S.A. Loma Linda 

Bogle, G. C. U.S.A. Loma Linda 

Crigger, M. U.S.A. Rochester 

Haglund, L. K. U.S.A. Boston 

Hersho, R. M. U.S.A. Pittsburgh 

Kloprogge, M. J. Netherlands. Nijmegen 

Morris, D. M. U.S.A. Loyola 
PERIOSTEUM 

Pustiglioni, F. E. Brazil. Sao Paulo 
PERSONAL MANAGEMENT 

Weisz, F.H. Netherlands. Amsterdam 
PHENOL 

Gilliland, D. P. U.S.A. Michigan 
PHENYLEPHRINE 

Gienger, G. L. U.S.A. Nebraska 
PHOSPHORIC ACID 

Longfellow, A. L. U.S.A. Tennessee 

Sundin, A. C. U.S.A. Boston 
PHOSPHORUS 

Gerval, J. France. Paris. Fac. Med. 


PHOSPHOROUS ISOTOPES 

Ching, K. H. U.S.A. Nebraska 
PHOTOGRAPHY 

Okmin, L. A. U.S.A. Loma Linda 
PIT AND FISSURE SEALANTS 

Erlick, R. M. U.S.A. Boston 

Jeronimus, D. J. Jr. U.S.A. Minnesota 

Johnston, J. D. U.S.A. Tennessee 

Mednick, G. A. U.S.A. Michigan 

Merrill, S. A. U.S.A. North Carolina 

Pink, T. C. U.S.A. Michigan 

Williamson, M. F. Canada. Toronto 
PLASMA CELLS 

Zbylut, D. J. U.S.A. Loyola 
PLASTER OF PARIS 

Silva, O.J.da. Brazil. Paulo 
POLYSACCHARIDES, BACTERIAL 

Freund, U. Germany. Wirzburg 

Stone, J.S. U.S.A. Indiana 

Sutanto, I.U. Germany. Wirzburg 
POLYTETRAFLUOROETHYLENE 

Howe, D. F. U.S.A. Iowa 
POLYVINYLS 

Schmidt, H. Brazil. Sao Paulo 
POSTOPERATIVE CARE 

Precious, D.S. Canada. Dalhousie 
PREDNISOLONE 

Saydyk, T. G. Jr. U.S.A. St. Louis 
PREGNANCY 

Kamga, E. France. Paris. Fac. Med. 

Sommelet-Clement, A.L. France. Strasbourg 
PREOPERATIVE CARE 

Pippen, C. L. U.S.A. Iowa 
PREVENTIVE DENTISTRY 

Aviles, J.F.M. U.S.A. Indiana 

Garcia, L.M. & others. Columbia. Javeriana 

Monroy, C. & others. Columbia. Javeriana 

Montoya, M.C. Columbia, Javeriana 
PRIMATES 

Stabenow, B. Germany. Kiel 
PROCHLORPERAZINE 

Lowder, T. R. U.S.A. St. Louis 
PROGNATHISM 

Deffez, J.P. France. Paris. Fac. Med. 

Piette-Le Pochat, J. France. Paris 

Smith, L. H. U.S.A. North Carolina 
PROTEINS 

Etienne, D. France. Paris. Fac. Med. 
PROTOZOA 

Covindassamy, R. France. Paris 
PSEUDOMONAS 

Wilms, K.K. Germany. Diisseldorf 
PSYCHOLOGY 

Benillouz, A. France. Paris. Fac. Med. 

Dupuis, A.D. France. Paris 
PUBLIC HEALTH DENTISTRY 

Phillips, D.E. Canada. Toronto 
PULPECTOMY 

Mintz, S. S. U.S.A. Boston 
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-PULPOTOMY 
Poulsen, K. J. U.S.A. Nebraska 
Rossier, F. Switzerland. Geneva 
Schrdder, U. Sweden. Lund 
RADIATION EFFECTS 
Boudiere, J.P. France. Paris 
Page, D. G. U.S.A. Loyola 
Romani, N. F. Brazil. Sao Paulo 
Ruprecht, A, Canada. Toronto 
RADICULAR CYST 
Westermann, C. Switzerland. Bern 
RADIOGRAPHY 
Demadre-Maleysson, G. France. Paris 
Fireman, S. M. Canada. Toronto 
Gandet, J. France. Paris. Fac. Med. 
Sigala, J.L. U.S.A. Indiana 
RADIOGRAPHY, DENTAL 
Alpiner, M. L. U.S.A. Boston 
Davis, F. C. U.S.A. Iowa 
Dreyfuss, F. France. Strasbourg 
Frey, N. W. U.S.A. Alabama 
Garcia, L. F. Switzerland. Geneva 
Gioanni, M. France. Strasbourg 
Goncalves, N. U.S.A. Illinois 
Hurlburt, C. E. U.S.A. Alabama 
Kelly, G. P. U.S.A. Michigan 
Lund, T. M. U.S.A. Alabama 
Madden, J. P. U.S.A. Michigan 


McArthur, D. R. U.S.A. North Carolina 


Price, C. U.K. Birmingham 

Rossier, F. Switzerland. Geneva 

Rozanes, S. France. Paris 

Sauty, J. H. Switzerland. Geneva 

Scholtz, G. Germany. Bonn 

Shoha, R. R. U.S.A. Michigan 
RADIOLOGY 

O'Carroll, M.K. U.S.A. Indiana 
RECEPTORS, NEURAL 

Amans, G.L. France. Paris. Fac. Med. 
RESINS 

Chrissafis, S. Germany. Bonn 
RICKETS 

Fireman, S.M. Canada. Toronto 
ROOT CANAL FILLING MATERIALS 

Herbranson, E. J. U.S.A. Loma Linda 

Keller, H. A. Germany. Bonn 

Lima, J.P.de. Brazil. Sao Paulo 

Rubinstein, R. A. U.S.A. Michigan 

Sampaio, J. M. Brazil. Sdo Paulo 
ROOT CANAL THERAPY 

Chardon, J.C. France. Paris 

Knowles, K. I. U.S.A. Missouri 

Leonardo, M. R. Brazil. Araraquara 

Streiff, J.T. U.S.A. Indiana 

White, J. H. U.S.A. Texas 
ROOT RESORPTION 

Chevallier, E.L. France. Paris 

Newman, W. G. U.S.A. Washington 

Stevenson, H. C. U.S.A. Texas 
SALIVA 

Coats, G. F. U.S.A. Texas 


Cunha, A.C. Brazil. So Paulo 


Deschang-Orlando, H. France. Paris. Fac. Med. 


Etienne, D. France. Paris. Fac. Med. 

Genovese, W. J. Brazil. Sao Paulo 

Hemken, E. Germany. Bonn 

Levillain, J.C. France. Paris 

Torchinsky, J.C. France. Paris 
SALIVARY DUCT CALCULI 

Therade, A. France. Paris 
SALIVATION 

Scheumer, U. Germany. Kiel 
SCALING, DENTAL 

Grandpierre, J.A. France. Paris 
SCHOOL DENTISTRY 

Kwiatek, R. Poland. Krakow 

Vedovelo Filho, M. Brazil. Piracicaba 
SCIENCE 

Sinsoilliez, R. France. Paris. Fac. Med. 
SCOLIOSIS 

Down, J. U. U.S.A. Washington 

O'Meara A.J. Australia. Sydney 
SEPTICEMIA 

Gaskill, W. F. U.S.A. Boston 

Hirsch, S. France. Paris 

Huffman, G. G. U.S.A. Iowa 

King, R. C. U.S.A. North Carolina 

Lineberger, L. T. U.S.A. Case 

Mitcherling, W. W. U.S.A. Georgetown 
SERIAL EXTRACTION 

Berkon, R. S. U S.A. Illinois 

Garfinkle, R. U.S.A. Washington 
SIALOGRAPHY 

Galletta, V.P. Brazil. Sado Paulo 
SILICATE CEMENT 

Fontana, U.F. Brazil. Araraquara 

Gabrielli, F. Brazil. Araraquara 

Steagall, L. Brazil. Sdo Paulo 
SILICONES 

Apap, G.J. France. Paris. Fac. Med. 

Velasco, L. R. U.S.A. Minnesota 
SILVER 

Lima, J.P. de. Brazil. Sao Paulo 

Simonetti, E.L. Brazil. Sado Paulo 

Venturini, M.S. Brazil. Sao Paulo 

Wajngarten, 1.1. Brazil. S4&o Paulo 
SKELETON 

Nevile, M.D. Canada. Manitoba 

Susott, K.A. U.S.A. Indiana 

Wilkins, D.M. U.S.A. Indiana 
SKIN DISEASES 

Uloth, D. Germany. Heidelberg 
SKULL 

Alimchandani, §.R. Canada. Manitoba 

Beeker, S. D. U.S.A. Michigan 

Belhadj, A. France. Paris 

Clarke, L. S. U.S.A. Nebraska 

Demadre-Maleysson, G. France. Paris 

Gandet, J. France. Paris. Fac. Med. 

Henry, H.L. Canada. Manitoba 

Houston, W. J. U.K. London 

Iversen, W. W. U.S.A. Iowa 
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Piette-Le Pochat, J. France. Paris 

Schade, G.J. Netherlands. Amsterdam 

Sperry, T. U.S.A. Illinois 

Vilmann, H. Denmark. Copenhagen 
SKULL ABNORMALITIES 

Pantke, O. A. U.S.A. Minnesota 
SMOKING 

Dietrich, P. Switzerland. Ziirich 
SOCIETIES, DENTAL 

Althoff, U. Germany. Dusseldorf 
SOLDERING, DENTAL 

Matsura, K. Brazil. S&o Paulo 

Saito, T. Brazil. S40 Paulo 

Squire, B.E. U.S.A. Indiana 

Ueti, M. Brazil. Sado Paulo 
SOMATOTROPIN 

Kapit, A. L. U.S.A. Boston 
SPACE MAINTENANCE 

Nordquist, G. G. U.S.A. Washington 
SPECTROPHOMETRY, INFRARED 

Ching, K. H. U.S.A. Nebraska 
SPEECH 

Haenggi, M. Switzerland. Bern 

Majid, A.A. U.S.A. Indiana 
SPEECH DISORDERS 

Beck, B. France. Paris 
SPIRAMYCIN 

Nety, C. France. Strasbourg 
STAINLESS STEEL 

Chelotti, A. Brazil. S4@o Paulo 
STAPHYLOCOCCUS 

Alter, E. A. U.S.A. Indiana 

Peter, R. Switzerland. Zurich 
STERILIZATION 
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the abbreviation that is used in this Index is given first, fol- 
lowed by the full title of the journal. Those journals received 
too late for inclusion in this volume will be covered in 1973. 
Dental Journals marked * are included also in Index Medicus. 


Act Nerv Super (Praha) 
ACTIVITAS NERVOSA SUPERIOR (Praha) 
Acta Allergol (Kbh) 
ACTA ALLERGOLOGICA (Kobenhavn) 
Acta Anat (Basel) 
ACTA ANATOMICA (Basel) 
Acta Anat Nippon 
ACTA ANATOMICA NIPPONICA (Tokyo) 
title in Japanese: KAIBOGAKU ZASSHI 
Acta Biol Med Ger 
ACTA BIOLOGICA et MEDICA GERMANICA (Berlin) 
Acta Cardiol (Brux) 
ACTA CARDIOLOGICA (Bruxelles) 
Acta Chir Plast (Praha) 
ACTA CHIRURGIAE PLASTICAE (Praha) 
Acta Cytol (Baltimore) 
ACTA CYTOLOGICA (Baltimore) 
Acta Derm Venereol (Stockh) 
ACTA DERMATO-VENEREOLOGICA (Stockholm) 
Acta Embryol Exp (Palermo) 
ACTA EMBRYOLOGIAE EXPERIMENTALIS 
(Palermo) 
Acta Endocrinol (Kbh) 
ACTA ENDOCRINOLOGICA (Kobenhavn) 
Acta Histochem (Jena) 
ACTA HISTOCHEMICA; ZEITSCHRIFT fur 
HISTOLOGISCHE TOPOCHEMIE (Jena) 
Acta Morphol Neerl Scand 
ACTA MORPHOLOGICA NEERLANDO-SCANDINAVICA 
(Utrecht) 
Acta Neurochir (Wien) 
ACTA NEUROCHIRURGICA (Wien) 
Acta Neurol Belg 
ACTA NEUROLOGICA BELGICA (Bruxelles) 


Acta Neurol Lat Am 
ACTA NEUROLOGICA LATINOAMERICANA 
(Montevideo) 
Acta Neuropathol (Berl) 
ACTA NEUROPATHOLOGICA (Berlin) 
Acta Obstet Gynecol Scand 
ACTA OBSTETRICIA et GYNECOLOGICA 
SCANDINAVICA (Lund) 
Acta Odontol Scand 
ACTA ODONTOLOGICA SCANDINAVICA (Turku) 
Acta Odontol Venez 
ACTA ODONTOLOGICA VENEZOLANA (Caracas) 
Acta Ophthalmol (Kbh) 
ACTA OPHTHALMOLOGICA (Kobenhavn) 
Acta Orthop Scand 
ACTA ORTHOPAEDICA SCANDINAVICA (Kobenhavn) 
Acta Otolaryngol (Stockh) 
ACTA OTO-LARYNGOLOGICA (Stockholm) 
Acta Otolaryngol [Suppl] (Stockh) 
ACTA OTO-LARYNGOLOGICA. SUPPLEMENT 
(Stockholm) 
Acta Otorhinolaryngol Belg 
ACTA OTO-RHINO- LARYNGOLOGICA BELGICA 
(Bruxelles) 
Acta Otorinolaringol Iber Am 
ACTA OTO-RINO- LARINGOLOGICA 
IBERO-AMERICANA (Barcelona) 
Acta Paediatr Acad Sci Hung 
ACTA PAEDIATRICA ACADEMIAE SCIENTIARUM 
HUNGARICAE (Budapest) 
Acta Paediatr Scand 
ACTA PAEDIATRICA SCANDINAVICA (Stockholm) 
Acta Pathol Microbiol Scand ‘A) 
ACTA PATHOLOGICA et MICROBIOLOGICA 
SCANDINAVICA; SECTION A: PATHOLOGY 
(Kobenhavn) 
Acta Pathol Microbiol Scand [B’ 
ACTA PATHOLOGICA et MICROBIOLOGICA 
SCANDINAVICA; SECTION B: MICROBIOLOGY and 
IMMUNOLOGY (Kobenhavn) 
Acta Pharm Hung 
ACTA PHARMACEUTICA HUNGARICA (Budapest) 
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Acta Physiol Lat Am 
ACTA PHYSIOLOGICA LATINO-AMERICANA 
(Buenos Aires) 

Acta Physiol Scand 
ACTA PHYSIOLOGICA SCANDINAVICA (Stockholm) 

Acta Radiol [Diagn] (Stockh) 

ACTA RADIOLOGICA; DIAGNOSIS (Stockholm) 

Acta Radiol [Ther] (Stockh) 

ACTA RADIOLOGICA; THERAPY, PHYSICS, 
BIOLOGY (Stockholm) 

Acta Soc Ophthalmol Jap 
ACTA SOCIETATIS OPHTHALMOLOGICAE 
JAPONICAE (Tokyo) 
title in Japanese: NIPPON GANKA GAKKAI ZASSHI 

Acta Stomatol Belg 
ACTA STOMATOLOGICA BELGICA (Bruxelles) 

Acta Stomatol Croat 
ACTA STOMATOLOGICA CROATICA (Zagreb) 

Acta Trop (Basel) 

ACTA TROPICA (Basel) 

Acta Vet Scand 
ACTA VETERINARIA SCANDINAVICA (Kobenhavn) 

Acta Virol (Praha) 

ACTA VIROLOGICA (Praha) 
* Actual Odontostomatol (Paris) 
ACTUALITES ODONTO-STOMATOLOGIQUES (Paris) 
ADM 
ADM: REVISTA de la ASOCIACION DENTAL 
MEXICANA (Mexico) 
Adv Biol Skin 
ADVANCES in BIOLOGY of SKIN (New York) 
Adv Exp Med Biol 
ADVANCES in EXPERIMENTAL MEDICINE and 
BIOLOGY (New York) 
Adv Intern Med 
ADVANCES in INTERNAL MEDICINE (New York) 

* Adv Oral Biol 

ADVANCES in ORAL BIOLOGY (New York) 
Adv Psychosom Med 

ADVANCES in PSYCHOSOMATIC MEDICINE 

(New York) 
Aerosp Med 

AEROSPACE MEDICINE (St. Paul) 
Afr J Med Sci 

AFRICAN JOURNAL of MEDICAL SCIENCES (Oxford) 
Aichi Gakuin J Dent Sci 

AICHI-GAKUIN JOURNAL of DENTAL SCIENCE 

(Nagoya) 

title in Japanese: AICHI-GAKUIN DAIGAKU RONSO 
Aktuel Otorhinolaryngol 

AKTUELLE OTO-RHINO- LARYNGOLOGIE (Stuttgart) 
Aktuel Probl Chir 

AKTUELLE PROBLEME in der CHIRURGIE (Bern) 
Akush Ginekol (Sofiia) 

AKUSHERSTVO i GINEKOLOGIIA (Sofiia) 

* Ala J Med Sci 


ALABAMA JOURNAL of MEDICAL SCIENCES 
(Birmingham) 
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Alameda Cty Dent Soc Bull 
ALAMEDA COUNTY DENTAL SOCIETY BULLETIN 
(Alameda) 

Alaska Med 
ALASKA MEDICINE (Anchorage) 

Allerg Immunol (Leipz) 

ALLERGIE und IMMUNOLOGIE (Leipzig) 

Alpha Omegan 
ALPHA OMEGAN (New York) 

Alumni Bull Indiana Univ Sch Dent 
ALUMNI BULLETIN, INDIANA UNIVERSITY SCHOOL 
of DENTISTRY (Indianapolis) 

Am Fam Physician 
AMERICAN FAMILY PHYSICIAN (Kansas City, Mo.) 

Am Ind Hyg Assoc J 
AMERICAN INDUSTRIAL HYGIENE ASSOCIATION 
JOURNAL (Detroit) 

Am J Anat 
AMERICAN JOURNAL of ANATOMY (Philadelphia) 

Am J Cardiol 
AMERICAN JOURNAL of CARDIOLOGY (New York) 

Am J Clin Nutr 
AMERICAN JOURNAL of CLINICAL NUTRITION 
(Bethesda) 

Am J Clin Pathol 
AMERICAN JOURNAL of CLINICAL PATHOLOGY 
(Baltimore) 

Am J Dig Dis 
AMERICAN JOURNAL of DIGESTIVE DISEASES 
(New York) 

Am J Dis Child 
AMERICAN JOURNAL of DISEASES of CHILDREN 
(Chicago) 

Am J Hum Genet 
AMERICAN JOURNAL of HUMAN GENETICS 
(New York) 

Am J Med 
AMERICAN JOURNAL of MEDICINE (New York) 

Am J Nurs 
AMERICAN JOURNAL of NURSING (New York) 

Am J Obstet Gynecol 
AMERICAN JOURNAL of OBSTETRICS and 
GYNECOLOGY (St. Louis) 

Am J Ophthalmol 
AMERICAN JOURNAL of OPHTHALMOLOGY (Chicago) 

Am J Orthod 
AMERICAN JOURNAL of ORTHODONTICS (St. Louis) 

Am J Pathol 
AMERICAN JOURNAL of PATHOLOGY (New York) 

Am J Phys Anthropol 
AMERICAN JOURNAL of PHYSICAL ANTHROPOLOGY 
(Philadelphia) 

Am J Phys Med 
AMERICAN JOURNAL of PHYSICAL MEDICINE 
(Baltimore) 

Am J Physiol 
AMERICAN JOURNAL of PHYSIOLOGY (Bethesda) 

Am J Psychiatry 
AMERICAN JOURNAL of PSYCHIATRY 

(Hanover, N.H.) 
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Am J Public Health 
AMERICAN JOURNAL of PUBLIC HEALTH (New York) 
Am J Roentgenol Radium Ther Nucl Med 
AMERICAN JOURNAL of ROENTGENOLOGY, RADIUM 
THERAPY and NUCLEAR MEDICINE (Springfield, 111.) 
Am J Surg 
AMERICAN JOURNAL of SURGERY (New York) 
Am J Trop Med Hyg 
AMERICAN JOURNAL of TROPICAL MEDICINE and 
HYGIENE (Baltimore) 
Am J Vet Res 
AMERICAN JOURNAL of VETERINARY RESEARCH 
(Chicago) 
Am Orthopt J 
AMERICAN ORTHOPTIC JOURNAL 
(Rochester, Minn.) 
Am Sci 
AMERICAN SCIENTIST (New Haven) 
Am Surg 
AMERICAN SURGEON (Philadelphia) 
An Esp Odontoestomatol 
ANALES ESPANOLES de ODONTOESTOMATOLOGIA 
(Madrid) 
ANA Clin Sess 
ANA CLINICAL SESSION (Kansas City, Mo.) 
Anaesth Intensive Care 
ANAESTHESIA and INTENSIVE CARE 
(Potts Point, New So. Wales) 
Anaesthesia 
ANAESTHESIA (London) 
Anal Biochem 
ANALYTICAL BIOCHEMISTRY (New York) 
Anat Anz 
ANATOMISCHER ANZEIGER (Jena) 
Anat Rec 
ANATOMICAL RECORD (Philadelphia) 
Anesth Analg (Cleve) 
ANESTHESIA and ANALGESIA; CURRENT 
RESEARCHES (Cleveland) 
Anesth Analg (Paris) 
ANESTHESIE, ANALGESIE, REANIMATION (Paris) 
Anesth Prog 
ANESTHESIA PROGRESS; JOURNAL of the AMERICAN 
DENTAL SOCIETY of ANESTHESIOLOGY (Los Angeles) 
Anesthesiology 
ANESTHESIOLOGY (Philadelphia) 
Angiology 
ANGIOLOGY (New York) 
Angle Orthod 
ANGLE ORTHODONTIST (Appleton) 
Anglo Contin Dent Soc 
ANGLO-CONTINENTAL DENTAL SOCIETY 
(Manchester) 
Anim Behav 
ANIMAL BEHAVIOUR (London) 
Ann Acad Sci Fenn [Med] 
ANNALES ACADEMIAE SCIENTIARUM FENNICAE; 
SERIES A:V. MEDICA (Helsinki) 
Ann Allergy 
ANNALS of ALLERGY (St. Paul) 


Ann Anat Pathol (Paris) 
ANNALES d'ANATOMIE PATHOLOGIQUE (Paris) 
Ann Chir Plast 
ANNALES de CHIRURGIE PLASTIQUE (Paris) 
Ann Clin Lab Sci 
ANNALS of CLINICAL LABORATORY SCIENCE 
(Philadelphia) 
Ann Dent 
ANNALS of DENTISTRY (New York) 
Ann Dermatol Syphiligr (Paris) 
ANNALES de DERMATOLOGIE et SYPHILIGRAPHIE 
(Paris) 
Ann Genet (Paris) 
ANNALES de GENETIQUE (Paris) 
Ann Histochim 
ANNALES d'HISTOCHIMIE (Paris) 
Ann Inst Pasteur Lille 
ANNALES de l'INSTITUT PASTEUR de LILLE 
Ann Intern Med 
ANNALS of INTERNAL MEDICINE (Philadelphia) 
Ann Med Interne (Paris) 
ANNALES de MEDECINE INTERNE (Paris) 
Ann Microbiol (Paris) 
ANNALES de MICROBIOLOGIE (Paris) 
Ann NY Acad Sci 
ANNALS of the NEW YORK ACADEMY of SCIENCES 
Ann Odontostomatol (Lyon) 
ANNALES ODONTO-STOMATOLOGIQUES (Lyon) 
Ann Ophthalmol 
ANNALS of OPHTHALMOLOGY (Chicago) 
Ann Otol Rhinol Laryngol 
ANNALS of OTOLOGY, RHINOLOGY and 
LARYNGOLOGY (St. Louis) 
Ann Otolaryngol Chir Cervicofac 
ANNALES d'OTO-LARYNGOLOGIE et de CHIRURGIE 
CERVICO-FACIALE (Paris) 
Ann Pediatr (Paris) 
ANNALES de PEDIATRIE (Paris) 
Ann Radiol (Paris) 
ANNALES de RADIOLOGIEE (Paris) 
Ann Rheum Dis 
ANNALS of the RHEUMATIC DISEASES (London) 
Ann Stomatol (Roma) 
ANNALI di STOMATOLOGIA (Roma) 
Ann Surg 
ANNALS of SURGERY (Philadelphia) 
Ann Trop Med Parasitol 
ANNALS of TROPICAL MEDICINE and 
PARASITOLOGY (Liverpool) 
Annu Manage Conf ADA 
ANNUAL MANAGEMENT CONFERENCE, AMERICAN 
DENTAL ASSOCIATION (Chicago) 
Annu Rev Physiol 
ANNUAL REVIEW of PHYSIOLOGY (Stanford) 
Anthropol Anz 
ANTHROPOLOGISCHER ANZEIGER (Stuttgart) 
Antibiotiki 
ANTIBIOTIKI (Moskva) 
AORN J 
AORN JOURNAL; ASSOCIATION of OPERATING 
ROOM NURSES (New York) 
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Apex 
APEX (London) 
Apollonia (Malmo) 
APOLLONIA (Malmo) 
Appl Microbiol 
APPLIED MICROBIOLOGY (Baltimore) 
Arch Anat Pathol (Paris) 
ARCHIVES d'ANATOMIE PATHOLOGIQUE (Paris) 
Arch Biochem Biophys 
ARCHIVES of BIOCHEMISTRY and BIOPHYSICS 
(New York) 
Arch Chir Neer] 
ARCHIVUM CHIRURGICUM NEERLANDICUM 
(Den Haag) 
Arch De Vecchi Anat Patol 
ARCHIVIO DE VECCHI per 1'ANATOMIA 
PATOLOGICA e la MEDICINA CLINICA (Firenze) 
Arch Dermatol 
ARCHIVES of DERMATOLOGY (Chicago) 
Arch Dermatol Forsch 
ARCHIV fur DERMATOLOGISCHE FORSCHUNG 
(Berlin) 
Arch Dis Child 
ARCHIVES of DISEASE in CHILDHOOD (London) 
Arch Environ Health 
ARCHIVES of ENVIRONMENTAL HEALTH (Chicago) 
Arch Exp Veterinaermed 
ARCHIV fur EXPERIMENTELLE 
VETERINAERMEDIZIN (Leipzig) 
Arch Fr Mal App Dig 
ARCHIVES FRANCAISES des MALADIES de 
l'‘APPAREIL DIGESTIF (Paris) 
Arch Fr Pediatr 
ARCHIVES FRANCAISES de PEDIATRIE (Paris) 
Arch Gen Psychiatry 
ARCHIVES of GENERAL PSYCHIATRY (Chicago) 
Arch Genet (Zur) 
ARCHIV fur GENETIK (Zurich) 
Arch Gesamte Virusforsch 
ARCHIV fur die GESAMTE VIRUSFORSCHUNG (Wien) 
Arch Geschwulstforsch 
ARCHIV fur GESCHWULSTFORSCHUNG (Dresden) 
Arch Histol Jap 
ARCHIVUM HISTOLOGICUM JAPONICUM (Okayama) 
title in Japanese: NIPPON SOSHIKIGAKU KIROKU 
Arch Int Pharmacodyn Ther 
ARCHIVES INTERNATIONALES de 
PHARMACODYNAMIE et de THERAPIE (Gand) 
Arch Int Physiol Biochim 
ARCHIVES INTERNATIONALES de PHYSIOLOGIE et 
de BIOCHIMIE (Liege) 
Arch Intern Med 
ARCHIVES of INTERNAL MEDICINE (Chicago) 
Arch Ital Anat Embriol 


ARCHIVIO ITALIANO di ANATOMIA e di 
EMBRIOLOGIA (Firenze) 

Arch Klin Exp Ohren Nasen Kehlkopfheilkd 
ARCHIV fur KLINISCHE und EXPERIMENTELLE 
OHREN-, NASEN- und KEHLKOPFHEILKUNDE (Berlin) 
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Arch Mal Prof 
ARCHIVES des MALADIES PROFESSIONELLES, de 
MEDECINE du TRAVAIL et de SECURITE SOCIALE 
(Paris) 

Arch Neurol 
ARCHIVES of NEUROLOGY (Chicago) 

Arch Ophthalmol 
ARCHIVES of OPHTHALMOLOGY (Chicago) 

Arch Ophtalmol (Paris) 

ARCHIVES d'OPHTALMOLOGIE (Paris) 

Arch Oral Biol 
ARCHIVES of ORAL BIOLOGY (London) 

Arch Otolaryngol 
ARCHIVES of OTOLARYNGOLOGY (Chicago) 

Arch Pathol 
ARCHIVES of PATHOLOGY (Chicago) 

Arch Psychiatr Nervenkr 
ARCHIV fur PSYCHIATRIE und NERVENKRANKHEITEN 
vereinigt mit ZEITSCHRIFT fur die GESAMTE 
NEUROLOGIE und PSYCHIATRIE (Berlin) 

Arch Roum Pathol Exp Microbiol 
ARCHIVES ROUMAINES de PATHOLOGIE 
EXPERIMENTALE et de MICROBIOLOGIE (Bucuresti) 

Arch Sci Biol (Bologna) 

ARCHIVIO di SCIENZE BIOLOGICHE (Bologna) 

Arch Stomatol (Napoli) 

ARCHIVIO STOMATOLOGICO (Napoli) 

Arch Surg 
ARCHIVES of SURGERY (Chicago) 

Arh Hig Rada Toksikol 
ARCHIV za HIGIJENU RADA i TOKSIKOLOGIJU 
(Zagreb) 

Ariz Dent J 
ARIZONA DENTAL JOURNAL (Phoenix) 

Arkansas Dent J 
ARKANSAS DENTAL JOURNAL (Arkadelphia) 

Arkh Anat Gistol Embriol 
ARKHIV ANATOMI, GISTOLOGI i EMBRIOLOGI 
(Moskva) 

Arkh Patol 
ARKHIV PATOLOGII (Moskva) 

Arq Cent Estud Fac Odontol (Belo Horiz) 

ARQUIVOS do CENTRO de ESTUDOS, FACULDADE 
de ODONTOLOGIA da U. F.M.F. (Belo Horizonte) 

Arq Neuropsiquiatr 
ARQUIVOS de NEURO-PSIQUIATRIA (Sao Paulo) 

Atherosclerosis 
ATHEROSCLEROSIS (Amsterdam) 

Arthritis Rheum 
ARTHRITIS and RHEUMATISM (New York) 

Arzneim Forsch 
ARZNEIMITTEL- FORSCHUNG (Aulendorf) 

Ateneo Parmense [Acta Biomed] 

ATENEO PARMENSE; SEXIONE I: ACTA 
BIO- MEDICA 

Atherosclerosis 
ATHEROSCLEROSIS (Amsterdam) 

Aust Dent J 

AUSTRALIAN DENTAL JOURNAL (Sydney) 


‘ 
¢ 


PUBLICATIONS INDEXED 1973 


Aust J Exp Biol Med Sci 
AUSTRALIAN JOURNAL of EXPERIMENTAL 
BIOLOGY and MEDICAL SCIENCE (Adelaide) 
Aust Nurses J 
AUSTRALIAN NURSES' JOURNAL (Sydney) 
Aust NZ J Med 
AUSTRALIAN and NEW ZEALAND JOURNAL of 
MEDICINE (Sydney) 
Aust NZ J Psychiatry 
AUSTRALIAN and NEW ZEALAND JOURNAL of 
PSYCHIATRY (Melbourne) 
Aust Orthod J 
AUSTRALIAN ORTHODONTIC JOURNAL (Brisbane) 
Aust Paediatr J 
AUSTRALIAN PAEDIATRIC JOURNAL (Melbourne) 
Australas Nurses J 
AUSTRALASIAN NURSES JOURNAL (Port Adelaide) 
Australas Radiol 
AUSTRALASIAN RADIOLOGY (Sydney) 


Bayer Zahnaerztebl 
BAYERISCHES ZAHNAERZTEBLATT (Munchen) 
Behav Biol 
BEHAVIORAL BIOLOGY (New York) 
Behav Res Ther 
BEHAVIOUR RESEARCH and THERAPY (Oxford) 
Beitr Orthop Traumatol 
BEITRAEGE zur ORTHOPAEDIE und 
TRAUMATOLOGIE (Berlin) 
Berita Jururawat 
BERITA JURURAWAT: NURSING JOUNAL of 
SINGAPORE 
Berl Munch Tieraerztl Wochenschr 
BERLINER und MUNCHENER TIERAERZTLICHE 
WOCHENSCHRIFT (Berlin) 
Bibl Nutr Dieta 
BIBLIOTHECA NUTRITIO et DIETA; Supplementa ad 
NUTRITIO et DIETA (Basel) 
Biken J 
BIKEN JOURNAL; JOURNAL of the RESEARCH 
INSTITUTE for MICROBIAL DISEASES (Osaka) 
Biochem Biophys Res Commun 
BIOCHEMICAL and BIOPHYSICAL RESEARCH 
COMMUNICATIONS (New York) 
Biochem Genet 
BIOCHEMICAL GENETICS (New York) 
Biochem J 
BIOCHEMICAL JOURNAL (London) 
Biochem Med 
BIOCHEMICAL MEDICINE (New York) 
Biochem Pharmacol 
BIOCHEMICAL PHARMACOLOGY (New York) 
Biochemistry 
BIOCHEMISTRY (Washington) 
Biochim Biophys Acta 
BIOCHIMICA et BIOPHYSICA ACTA (Amsterdam) 
Biochimie 
BIOCHIMIE (Paris) 
Biol Bull 
BIOLOGICAL BULLETIN (Lancaster) 


Biol Gastroenterol (Paris) 
BIOLOGIE et GASTRO-ENTEROLOGIE; Supplement to 
ARCHIVES FRANCAISES des MALADIES de 
1'‘APPAREIL DIGESTIF (Paris) 
Biomed Eng 
BIO- MEDICAL ENGINEERING (London) 
Biomed Eng (NY) 
BIOMEDICAL ENGINEERING (New York); English 
Edition of MEDITSINSKAIA TEKHNIKA (Moskva) 
Biomedicine 
BIOMEDICINE (Paris) 
Biomedicine (Expresd 
BIOMEDICINE; EXPRESS (Paris) 
Biorheology 
BIORHEOLOGY (Oxford) 
Biull Eksp Biol Med 
BIULLETEN' EKSPERIMENTAL'NOI BIOLOGI 
i MEDITSINY (Moskva) 
Bol Dent Oper 
BOLETIM de DENTISTICA OPERATORIA (Piracicaba) 
Bol Fac Odontol Piracicaba 
BOLETIM de FACULDADE de ODONTOLOGIA de 
PIRACICABA 
Bol Inf Dent (Madr) 
BOLETIN de INFORMACION DENTAL (Madrid) 
Bol Mat Dent 
BOLETIM de MATERIAIS DENTARIOS (Sao Paulo) 
Bol Of Sanit Panam 
BOLETIN de la OFICINA SANITARIA 
PANAMERICANA (Washington) 
Boll Chim Farm 
BOLLETTINO CHIMICO FARMACEUTICO (Milano) 
Bord Med 
BORDEAUX MEDICAL 
Br Dent J 
BRITISH DENTAL JOURNAL (London) 
Br Dent Surg Assist 
BRITISH DENTAL SURGERY ASSISTANT (Blackpool) 
Br Heart J 
BRITISH HEART JOURNAL (London) 
Br J Addict 
BRITISH JOURNAL of ADDICTION (Edinburgh) 
Br J Anaesth 
BRITISH JOURNAL of ANAESTHESIA (Altrincham) 
Br J Cancer 
BRITISH JOURNAL of CANCER (London) 
Br J Clin Pract 
BRITISH JOURNAL of CLINICAL PRACTICE (London) 
Br J Dermatol 
BRITISH JOURNAL of DERMATOLOGY (London) 
Br J Haematol 
BRITISH JOURNAL of HAEMATOLOGY (Oxford) 
Br J Nutr 
BRITISH JOURNAL of NUTRITION (London) 
Br J Ophthalmol 
BRITISH JOURNAL of OPHTHALMOLOGY (London) 
Br J Oral Surg 
BRITISH JOURNAL of ORAL SURGERY (Edinburgh) 
Br J Pharmacol 
BRITISH JOURNAL of PHARMACOLOGY (London) 


PUBLICATIONS INDEXED 1973 


Br J Plast Surg 
BRITISH JOURNAL of PLASTIC SURGERY (Edinburgh) 
Brit J Prev Soc Med 
BRITISH JOURNAL of PREVENTIVE and SOCIAL 
MEDICINE (London) 
Br J Psychiatry 
BRITISH JOURNAL of PSYCHIATRY (London) 
Br J Radiol 
BRITISH JOURNAL of RADIOLOGY (London) 
Br J Surg 
BRITISH JOURNAL of SURGERY (Bristol) 
Br J Vener Dis 
BRITISH JOURNAL of VENEREAL DISEASES (London) 
Br Med Bull 
BRITISH MEDICAL BULLETIN (London) 
Br Med J 
BRITISH MEDICAL JOURNAL (London) 
Brain 
BRAIN; JOURNAL of NEUROLOGY (London) 
Brain Behav Evol 
BRAIN, BEHAVIOR and EVOLUTION (Basel) 
Brain Res 
BRAIN RESEARCH (Amsterdam) 
Bratisl Lek Listy 
BRATISLAVSKE LEKARSKE LISTY 
Brux Med 
BRUXELLES- MEDICAL 
Bull Acad Dent (Paris) 
BULLETIN de l‘'ACADEMIE DENTAIRE (Paris) 
Bull Calcutta Sch Trop Med 
BULLETIN of the CALCUTTA SCHOOL of 
TROPICAL MEDICINE 
Bull Cancer (Paris) 
BULLETIN du CANCER (Paris) 
Bull Cinci Dent Soc 
BULLETIN of the CINCINNATI DENTAL SOCIETY 
Bull Columbus Dent Soc 
BULLETIN of the COLUMBUS DENTAL SOCIETY 
Bull Dent Guid Counc Cereb Palsy 
BULLETIN of the DENTAL GUIDANCE COUNCIL for 
CEREBRAL PALSY (New York) 
Bull Group Int Rech Sci Stomatol 
BULLETIN du GROUPEMENT INTERNATIONAL pour 
la RECHERCHE SCIENTIFIQUE en STOMATOLOGIE 
(Liege) 
Bull Hudson Cty Dent Soc 
BULLETIN of the HUDSON COUNTY DENTAL 
SOCIETY (Union City, N.J.) 
Bull Inst Mar Med Gdansk 
BULLETIN of the INSTITUTE of MARINE MEDICINE 
in GDANSK 
Bull Los Angeles Neurol Soc 
BULLETIN of the LOS ANGELES NEUROLOGICAL 
SOCIETIES 
Bull Med Libr Ass 
BULLETIN of the MEDICAL LIBRARY ASSOCIATION 
(Baltimore) 
Bull Mich Dent Hyg Assoc 
BULLETIN of the MICHIGAN STATE DENTAL 
HYGIENISTS' ASSOCIATION (Ypsilanti) 


Bull Monmouth Ocean Cty Dent Soc 
BULLETIN of the MONMOUTH-OCEAN COUNTY 
DENTAL SOCIETY (Asbury Park, N. J.) 

Bull Nat Med Dent Ass 
BULLETIN; NATIONAL MEDICAL and DENTAL 
ASSOCIATION and NATIONAL ADVOCATES SOCIETY 
(Chicago) 

Bull Ophthalmol Soc Egypt 
BULLETIN of the OPHTHALMOLOGICAL SOCIETY of 
EGYPT (Cairo) 

Bull Passaic Cty Dent Soc 
BULLETIN of the PASSAIC COUNTY DENTAL 
SOCIETY (Paterson, N.J.) 

Bull Phila Cty Dent Soc 
BULLETIN of the PHILADELPHIA COUNTY DENTAL 
SOCIETY 

Bull Physiopathol Resp (Nancy) 
BULLETIN de PHYSIO-PATHOLOGIE RESPIRATOIRE 
(Nancy) 

Bull San Diego Cty Dent Soc 
BULLETIN of the SAN DIEGO COUNTY DENTAL 
SOCIETY 

Bull Schweiz Akad Med Wiss 
BULLETIN DER SCHWEIZERSSCHEN AKADEMIE DER 
MEDIZINISCHEN WISSENSCHAFTEN (Basel) 

Bull Soc Belge Ophtalmol 
BULLETIN de la SOCIETE BELGE 
d'OPHTALMOLOGIE (Bruxelles) 

Bull Soc Fr Dermatol Syphiligr 
BULLETIN de la SOCIETE FRANCAISE de 
DERMATOLOGIE et de SYPHILIGRAPHIE (Paris) 

Bull Soc Med Afr Noire Lang Fr 
BULLETIN de la SOCIETE MEDICALE d'AFRIQUE 
NOIRE de LANGUE FRANCAISE (Dakar) 

Bull Soc Ophtalmol Fr 
BULLETIN des SOCIETES d'OPHTALMOLOGIE de 
FRANCE (Paris) 

Bull Stomatol Kyoto Univ 
BULLETIN of STOMATOLOGY; KYOTO UNIVERSITY 

Bull Tokyo Dent Coll 
BULLETIN of TOKYO DENTAL COLLEGE 

Bull Tokyo Med Dent Univ 
BULLETIN of the TOKYO MEDICAL and DENTAL 
UNIVERSITY (Tokyo) 

Bull WHO 
BULLETIN of the WORLD HEALTH ORGANIZATION 
(Geneve) 


C R Soc Biol (Paris) 
COMPTES RENDUS des SEANCES de la SOCIETE de 
BIOLOGIE et de SES FILIALES (Paris) 

CA 


CA; CANCER JOURNAL for CLINICIANS (New York) 
Cah Med 

CAHIERS de MEDECINE (Paris) 
Cah Odontostomatol 

CAHIERS d'ODONTO-STOMATOLOGIE 

(Tours) 


| 
exliv 


Cah Sociol Demogr Med 
CAHIERS de SOCIOLOGIE et de DEMOGRAPHIE 
MEDICALES (Paris) 

CAL 
CAL; CERTIFIED AKERS LABORATORIES (Chicago) 

Calcif Tissue Res 
CALCIFIED TISSUE RESEARCH (Berlin) 

Calif Med 
CALIFORNIA MEDICINE (San Francisco) 

Can Anaesth Soc J 
CANADIAN ANAESTHETISTS' SOCIETY JOURNAL 
(Toronto) 

Can Dent Hyg 
CANADIAN DENTAL HYGIENIST (Winnipeg) 

Can J Biochem 
CANADIAN JOURNAL of BIOCHEMISTRY (Ottawa) 

Can J Comp Med 
CANADIAN JOURNAL of COMPARATIVE MEDICINE 
(Ottawa) 

Can J Genet Cytol 
CANADIAN JOURNAL of GENETICS and CYTOLOGY 
(Ottawa) 

Can J Microbiol 
CANADIAN JOURNAL of MICROBIOLOGY (Ottawa) 

Can J Ophthalmol 
CANADIAN JOURNAL of OPHTHALMOLOGY (Montreal) 

Can J Physiol Pharmacol 
CANADIAN JOURNAL of PHYSIOLOGY and 
PHARMACOLOGY (Ottawa) 

Can J Public Health 
CANADIAN JOURNAL of PUBLIC HEALTH (Toronto) 

Can J Zool 
CANADIAN JOURNAL of ZOOLOGY (Ottawa) 

Can Med Assoc J 
CANADIAN MEDICAL ASSOCIATION JOURNAL 
(Toronto) 

Can Vet J 
CANADIAN VETERINARY JOURNAL (Guelph) 

Cancer 
CANCER (Philadelphia) 

Cancer Chemother Rep 
CANCER CHEMOTHERAPY REPORTS (Bethesda) 

Cancer Res 
CANCER RESEARCH (Chicago) 

Cancro 
CANCRO (Torino) 

Carbohydr Res 
CARBOHYDRATE RESEARCH (Amsterdam 

Caries Res 
CARIES RESEARCH (Basel) 

Cas Lek Cesk 
CASOPIS LEKARU CESKYCH (Praha) 

CDS Rev 
CDS REVIEW; CHICAGO DENTAL SOCIETY 

CDT Dig 
CDT DIGEST, CERTIFIED DENTAL TECHNICIANS 
(Alexandria, Va.) 

Cell Tissue Kinet 
CELL and TISSUE KINETICS (Oxford) 

Cent Afr Jour Med 

CENTRAL AFRICAN JOURNAL OF MEDICINE 


PUBLICATIONS INDEXED 1973 


Cesk Dermatol 

CESKOSLOVENSKA DERMATOLOGIE (Praha) 
Cesk Gastroenterol Vyz 

CESKOSLOVENSKA GASTROENTEROLOGIE a 

VYZIVA (Praha) 
Cesk Oftalmol 

CESKOSLOVENSKA OFTALMOLOGIE (Praha) 
Cesk Otolaryngol 

CESKOSLOVENSKA OTOLARYNGOLOGIE (Praha) 
Cesk Patol 

CESKOSLOVENSKA PATOLOGIE (Praha) 
Cesk Pediatr 

CESKOSLOVENSKA PEDIATRIE (Praha) 
Cesk Radiol 

CESKOSLOVENSKA RADIOLOGIE (Praha) 
Cesk Stomatol 

CESKOSLOVENSKA STOMATOLOGIE (Praha) 
Ceylon Med J 

CEYLON MEDICAL JOURNAL (Colombo) 
Chem Pharm Bull (Tokyo) 

CHEMICAL and PHARMACEUTICAL BULLETIN 

(Tokyo) 
Child Today 

CHILDREN TODAY 
Chir Dent Fr 

CHIRURGIEN-DENTISTE de FRANCE (Paris) 
Chir Maxillofac Plast 

CHIRURGIA MAXILLOFACIALIS et PLASTICA (Zagreb) 
Chir Organi Mov 

CHIRURGIA degli ORGANT di MOVIMENTO 

(Bologna) 
Chirurg 

CHIRURG (Berlin) 
Chirurgia (Bucur) 

CHIRURGIA (Bucuresti) 
Chirurgie 

CHIRURGIE; MEMOIRES de l'ACADEMIE de 

CHIRURGIE (Paris) 
Chromosoma 

CHROMOSOMA (Berlin) 
Chron Omaha Dist Dent Soc 

CHRONICLE OMAHA DISTRICT DENTAL SOCIETY 
Ciba Found Symp 

CIBA FOUNDATION SYMPOSIUM (London) 
Cire Argent Odont Bol 

CIRCULO ARGENTINO de ODONTOLOGIA; BOLETIN 
Clin Anesth 

CLINICAL ANESTHESIA (Philadelphia) 
Clin Biochem 

CLINICAL BIOCHEMISTRY (Ottawa) 
Clin Chim Acta 

(Buenos Aires) 
Cleft Palate J 

CLEFT PALATE JOURNAL (Baltimore) 
Cleveland Clin Q 

CLEVELAND CLINIC QUARTERLY 

CLINICA CHIMICA ACTA (Amsterdam) 
Clin Endocrinol (Tokyo) 

CLINICAL ENDOCRINOLOGY (Tokyo) 

title in Japanese: HORUMON to RINSHO 


* 
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Clin Exp Immunol 
CLINICAL and EXPERIMENTAL IMMUNOLOGY 
(Oxford) 
Clin Genet 
CLINICAL GENETICS (Kobenhavn) 
Clin Neurosurg 
CLINICAL NEUROSURGERY (Baltimore) 
Clin Orthop 
CLINICAL ORTHOPAEDICS and RELATED 
RESEARCH (Philadelphia) 
Clin Pediatr (Phila) 
CLINICAL PEDIATRICS (Philadelphia) 
Clin Radiol 
CLINICAL RADIOLOGY (London) 
Clin Sci 
CLINICAL SCIENCE (London) 
Clin Toxicol 
CLINICAL TOXICOLOGY (New York) 
Community Health (Bristol) 
COMMUNITY HEALTH (Bristol) 
Comp Biochem Physiol {A} 


COMPARATIVE BIOCHEMISTRY and PHYSIOLOGY, A: 


COMPARATIVE PHYSIOLOGY (London) 
Comp Biochem Physiol (B) 
COMPARATIVE BIOCHEMISTRY and PHYSIOLOGY, 
B: COMPARATIVE BIOCHEMISTRY (London) 
formerly COMPARATIVE BIOCHEMISTRY and 
PHYSIOLOGY (New York) 
Comp Gen Pharmacol 
COMPARATIVE and GENERAL PHARMACOLOGY 
(Bristol) 
Cond Reflex 
CONDITIONAL REFLEX; a PAVLOVIAN JOURNAL of 
RESEARCH and THERAPY (Philadelphia) 
Conector 
CONECTOR; ORGANO OFICIAL del INSTITUTO de 
IMPLANTODONTOLOGIA (Buenos Aires) 
Confin Neurol 
CONFINIA NEUROLOGICA (Basel) 
Contemp Neurol Ser 
CONTEMPORARY NEUROLOGY SERIES 
(Philadelphia) 
CRC Crit Rev Biochem 
CRC CRITICAL REVIEWS in BIOCHEMISTRY 
(Cleveland) 
CRC Crit Rev Clin Lab Sci 
CRC CRITICAL REVIEWS in CLINICAL 
LABORATORY SCIENCES (Cleveland) 
Cryobiology 
CRYOBIOLOGY (Baltimore) 
Curr Ther Res 
CURRENT THERAPEUTIC RESEARCH (New York) 
Curr Top Dev Biol 
CURRENT TOPICS in DEVELOPMENTAL BIOLOGY 
(New York) 
Cytogenet Cell Genet 
CYTOGENETICS and CELL GENETICS (Basel) 
Cytogenetics 
CYTOGENETICS (Basel) 


Czas Stomatol 
CZASOPISMO STOMATOLOGICZNE (Warszawa) 


DDZ 
DDZ: das DEUTSCHE ZAHNAERZTEBLATT (Munster) 
Dens 
DENS (Kobenhavn) 
Dens (Curitiba) 
DENS (Curitiba) 
Dens Sapiens 
DENS SAPIENS (Kobenhavn) 
Dent Anaesth Sedat 
DENTAL ANAESTHESIA and SEDATION 
(Randwick, New South Wales) 
Dent Assist 
DENTAL ASSISTANT (Chicago) 
Dent Cadmos 
DENTAL CADMOS (Milano) 
Dent Clin North Am 
DENTAL CLINICS of NORTH AMERICA (Philadelphia) 
Dent Dienst 
DENTAL DIENST (Bielefeld) 
Dent Dig 
DENTAL DIGEST (Pittsburgh) 
Dent Dimens 
DENTAL DIMENSIONS (Van Nuys) 
Dent Echo (Heidelb) 
DENTAL ECHO (Heidelberg) 
Dent Econ Oral Hyg 
DENTAL ECONOMICS/ORAL HYGIENE (Pittsburgh) 
Dent Health 
DENTAL HEALTH (London) 
Dent Hyg (Chic) 
DENTAL HYGIENE (Chicago) 
Dent Images 
DENTAL IMAGES, MARQUETTE UNIVERSITY 
(Milwaukee) 
Dent J Maiaysia Singapore 
DENTAL JOURNAL of MALAYSIA and SINGAPORE 
Dent Labor (Munch) 
DENTAL LABOR (Munchen) 
Dent Manage 
DENTAL MANAGEMENT (Stamford) 
Dent Pract (Ewell) 
DENTAL PRACTICE (Ewell) 
*Dent Pract Dent Rec 
DENTAL PRACTITIONER and DENTAL RECORD 
(Bristol) 
changed to JOURNAL of DENTISTRY 
Dent Press 
DENTAL PRESS (Torino) 
Dent Radiogr Photogr 
DENTAL RADIOGRAPHY and PHOTOGRAPHY 
(Rochester, N.Y.) 
Dent Stud 
DENTAL STUDENT (Northfield, Ill.) 
Dent Surv 
DENTAL SURVEY (Minneapolis) 
Dent Tech 
DENTAL TECHNICIAN (London) 


* 
* 
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Dentomaxillofac Radiol 
DENTO- MAXILLO- FACIAL RADIOLOGY (Erlangen) 
Dentoral (Istanbul) 
DENTORAL (Istanbul) 
Dentoscope 
DENTOSCOPE (Paris) 
Dermatol Monatsschr 
DERMATOLOGISCHE MONATSSCHRIFT (Leipzig) 
Dermatologica 
DERMATOLOGICA (Basel) 
Detroit Dent Bull 
DETROIT DENTAL BULLETIN 
Dev Biol 
DEVELOPMENTAL BIOLOGY (New York) 
Dev Med Child Neurol 
DEVELOPMENTAL MEDICINE and CHILD 
NEUROLOGY (London) 
Dev Psychobiol 
DEVELOPMENTAL PSYCHOBIOLOGY (New York) 
Diabetes 
DIABETES (New York) 
Dialog 
DIALOG; FAIRLEIGH DICKINSON UNIVERSITY 
SCHOOL of DENTISTRY (Teaneck) 
Diastema 
DIASTEMA (Johannesburg) 
Digestion 
DIGESTION (Basel) 
Dis Nerv Syst 


DISEASES of the NERVOUS SYSTEM (Galveston) 
Dishekim Derg 

DISHEKIMLIGI DERGISI (Istanbul) 
Divulg Cult Odontol 

DIVULGACION CULTURAL ODONTOLOGICA (Bilbao) 
Dokl Akad Nauk SSSR 


DOKLADY AKADEMII NAUK SSSR (Moskva) 
Drug Ther Bull 
DRUG and THERAPEUTICS BULLETIN (London) 
Drugs 
DRUGS (Basel) 
Dtsch Gesundheitsw 
DEUTSCHE GESUNDHEITSWESEN (Berlin) 
Dtsch Krankenpflegez 
DEUTSCHE KRANKENPFLEGEZEITSCHRIFT 
(Stuttgart) 
Dtsch Med J 
DEUTSCHES MEDIZINISCHES JOURNAL (Berlin) 
Dtsch Med Wochenschr 
DEUTSCHE MEDIZINISCHE WOCHENSCHRIFT 
(Stuttgart) 
Dtsch Stomatol 
DEUTSCHE STOMATOLOGIE (Berlin) 
Dtsch Tieraerztl Wochenschr 
DEUTSCHE TIERAERZTLICHE WOCHENSCHRIFT 
(Hannover) 


* Dtsch Zahn Mund Kieferheilkd 


DEUTSCHE ZAHN-, MUND- und KIEFERHEILKUNDE 
mit ZENTRALBLATT fur die GESAMTE ZAHN-, MUND- 
und KIEFERHEILKUNDE (Leipzig) 


* Dtsch Zahnaerztl Z 


DEUTSCHE ZAHNAERZTLICHE ZEITSCHRIFT 
(Munchen) 

Duodecim 
DUODECIM (Helsinki) 


East Afr Med J 
EAST AFRICAN MEDICAL JOURNAL (Nairobi) 
Edinb Dent Hosp Gaz 
EDINBURGH DENTAL HOSPITAL GAZETTE 
Egypt Dent J 
EGYPTIAN DENTAL JOURNAL (Cairo) 
Eksp Khir Anesteziol 
EKSPERIMENTAL'NAIA KHIRURGIIA i 
ANESTEZIOLOGIIA (Moskva) 
Electrodiagn Ther 
ELECTRODIAGNOSTIC-THERAPIE (Charleroi) 
Electroencephalogr Clin Neurophysiol 
ELECTROENCEPHALOGRAPHY and CLINICAL 
NEUROPHYSIOLOGY (Amsterdam) 
Endokrynol Pol 
ENDOKRYNOLOGIA POLSKA (Warszawa) 
Environ Res 
ENVIRONMENTAL RESEARCH (New York) 
Enzymologia 
ENZYMOLOGIA (Den Haag) 
Epilepsia 
EPILEPSIA (Amsterdam) 
Equine Vet J 
EQUINE VETERINARY JOURNAL (London) 
Ergeb Anat Entwicklungsgesch 
ERGEBNISSE der ANATOMIE und 
ENTWICKLUNGSGESCHICHTE (Berlin) 
Ergeb Physiol 
ERGEBNISSE der PHYSIOLOGIE, BIOLOGISCHEN 
CHEMIE und EXPERIMENTELLEN PHARMAKOLOGIE 
(Berlin) 
Ergonomics 
ERGONOMICS (London) 
Estomatol Cult 
ESTOMATOLOGIA e CULTURA (Sao Paulo) 
Eur J Biochem 
EUROPEAN JOURNAL of BIOCHEMISTRY (Berlin) 
Eur J Clin Invest 
EUROPEAN JOURNAL of CLINICAL INVESTIGATION 
(Berlin) 
Eur J Pharmacol 
EUROPEAN JOURNAL of PHARMACOLOGY 
(Amsterdam) 
Eur Neurol 
EUROPEAN NEUROLOGY (Basel) 
Eur Orthod Soc Rep Congr 
EUROPEAN ORTHODONTIC SOCIETY. REPORT of 
CONGRESS 
Exp Brain Res 
EXPERIMENTAL BRAIN RESEARCH (Berlin) 
Exp Cell Res 
EXPERIMENTAL CELL RESEARCH (New York) 
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Exp Gerontol 
EXPERIMENTAL GERONTOLOGY (Oxford) 
Exp Mol Pathol 
EXPERIMENTAL and MOLECULAR PATHOLOGY 
(New York) 
Exp Neurol 
EXPERIMENTAL NEUROLOGY (New York) 
Experientia 
EXPERIENTIA (Basel) 
Explorer (Hayward) 
EXPLORER, OFFICIAL BULLETIN for the 
. SOUTHERN ALAMEDA COUNTY DENTAL SOCIETY 
(Hayward, Calif.) 
Eye Ear Nose Throat Mon 
EYE, EAR, NOSE and THROAT MONTHLY (Chicago) 


Farmaco Sci 
FARMACO, EDIZIONE SCIENTIFICA (Pavia) 
Farmakol Toksikol 
FARMAKOLOGIIA i TOKSIKOLOGIIA (Moskva) 
Fasett 
FASETT (Bergen) 
Fed Proc 
FEDERATION PROCEEDINGS; FEDERATION of 
AMERICAN SOCIETIES for EXPERIMENTAL 
BIOLOGY (Bethesda) 
Feldsher Akush 
FEL'DSHER i AKUSHERKA (Moskva) 
Fiziol Norm Patol 
FIZIOLOGIA NORMALA si PATOLOGICA (Bucuresti) 
Fiziol Zh SSSR 
FIZIOLOGICHESKI ZHURNAL SSSR imeni I. M. 
SECHENOVA (Moskva) 
Fla Dent J 
FLORIDA DENTAL JOURNAL (Tampa) 
Fogorv Sz 
FOGORVOSI SZEMLE (Budapest) 
Folia Biol (Praha) 
FOLIA BIOLOGICA (Praha) 
Folia Histochem Cytochem (Krakow) 
FOLIA HISTOCHEMICA et CYTOCHEMICA (Krakow) 
Folia Med Cracov 
FOLIA MEDICA CRACOVIENSIA 
Folia Morphol (Praha) 
FOLIA MORPHOLOGICA (Praha) 
Folia Morphol (Warsz) 
FOLIA MORPHOLOGICA (Warszawa) 
title in Japanese: NIPPON GANKA KIYO 
Folia Phoniatr (Basel) 
FOLIA PHONIATRICA (Basel) 
Folia Primatol (Basel) 
FOLIA PRIMATOLOGICA (Basel) 
Folia Psychiatr Neurol Jap 
FOLIA PSYCHIATRICA et NEUROLOGICA 
JAPONICA (Niigata) 
Food Cosmet Toxicol 
FOOD and COSMETICS TOXICOLOGY (Oxford) 
Forensic Sci 
FORENSIC SCIENCE (Lausanne) 


Fortn Rev Chic Dent Soc 
FORTNIGHTLY REVIEW of the CHICAGO DENTAL 
SOCIETY 
changed to CDS REVIEW, CHICAGO DENTAL SOCIETY 
Fortschr Geb Roentgenstr Nuklearmed 
FORTSCHRITTE auf dem GEBIETE der 
ROENTGENSTRAHLEN und der NUKLEARMEDIZIN 
(Stuttgart) 
Fortschr Kieferorthop 
FORTSCHRITTE der KIEFERORTHOPAEDIE (Leipzig) 
Fortschr Neurol Psychiat 
FORTSCHRITTE der NEUROLOGIE, PSYCHIATRIE 
und IHRER GRENZGEBIETE (Stuttgart) 
Freie Zahnarzt 
FREIE ZAHNARZT; MONATSSCHRIFT DEUTSCHER 
ZAHNAERZTE (Bonn) 


Gastroenterology 

GASTROENTEROLOGY (Baltimore) 
Gegenbaurs Morphol Jahrb 

GEGENBAURS MORPHOLOGISCHES JAHRBUCH 

(Leipzig) 
Gen Comp Endocrinol 

GENERAL and COMPARATIVE ENDOCRINOLOGY 

(New York) 
Genet Res 

GENETICAL RESEARCH (London) 
Genetics 

GENETICS (Austin) 
Geriatrics 

GERIATRICS (Minneapolis) 
Gerontologia 

GERONTOLOGIA (Basel) 
Gig Sanit 

GIGIENA i SANITARIIA (Moskva) 
Glasg Dent J 

GLASGOW DENTAL JOURNAL 
God Zb Med Fak Skopje 

‘GODISEN ZBORNIK na MEDICINSKIOT FAKULTET 

vo SKOPJE 
Goteb Tandlak Sallsk Arsb 

GOTEBORGS TANDLAKARE-SALLSKAPS ARSBOK 
Greater Milw Dent Bull 

GREATER MILWAUKEE DENTAL BULLETIN 
Growth 

GROWTH (Philadelphia) 
Gut 

GUT (London) 


Haematologia (Budap) 
HAEMATOLOGIA; INTERNATIONAL QUARTERLY of 
HAEMATOLOGY (Budapest) 

Hand 
HAND; JOURNAL of the BRITISH SOCIETY for 
SURGERY of the HAND (Brentwood) 

Harefuah 
HAREFUAH (Tel Aviv) 

Hautarzt 
HAUTARZT (Berlin) 


Health Aff 
HEALTH AFFAIRS; UNIVERSITY of PENNSYLVANIA 
(Philadelphia) 
formerly MEDICAL AFFAIRS; UNIVERSITY of 
PENNSYLVANIA (Philadelphia) 

Health Phys 
HEALTH PHYSICS (New York) 

Health Serv Rep 
HEALTH SERVICES REPORTS 

Hell Stomatol Chron 
HELLENIKA STOMATOLOGIKA CHRONIKA (Athenai) 

Helv Chir Acta 
HELVETICA CHIRURGICA ACTA (Basel) 

Helv Odontol Acta 
HELVETICA ODONTOLOGICA ACTA (Zurich) 

Helv Paediatr Acta 
HELVETICA PAEDIATRICA ACTA (Basel) 

Hereditas 
HEREDITAS (Lund) 

Histochem J 
HISTOCHEMICAL JOURNAL (London) 

Histochemie 
HISTOCHEMIE (Berlin) 

HNO 
HNO; WEGWEISER fur die FACHAERZTLICHE 
PRAXIS (Berlin) 

Hoppe Seylers Z Physiol Chem 
HOPPE-SEYLER'S ZEITSCHRIFT fur 
PHYSIOLOGISCHE CHEMIE (Berlin) 

Horm Metab Res 
HORMONE and METABOLIC RESEARCH (Stuttgart) 

Hormones 
HORMONES (Basel) 

Hospitals 
HOSPITALS (Chicago) 

Hum Biol 
HUMAN BIOLOGY (Detroit) 

Hum Hered 
HUMAN HEREDITY (Basel) 

Humangenetik 

HUMANGENETIK (Berlin) 


IEEE Trans Biomed Eng 
IEEE TRANSACTIONS on BIO- MEDICAL 
ENGINEERING (New York) 

Ill Dent J 
ILLINOIS DENTAL JOURNAL (Chicago) 

Immunology 
IMMUNOLOGY (Oxford) 

Incisivo 
O INCISIVO (SH Paulo) 

Indent (Eng) 

INDENT: JOURNAL of INTERNATIONAL DENTISTRY, 
ENGLISH SECTION (Bedford Hill, N. Y.) 

Indian Heart J 
INDIAN HEART JOURNAL (Calcutta) 

Indian J Cancer 
INDIAN JOURNAL of CANCER (Bombay) 


PUBLICATIONS INDEXED 1973 


Indian J Chest Dis 


INDIAN JOURNAL of CHEST DISEASES (Delhi) 
Indian J Dermatol 
INDIAN JOURNAL of DERMATOLOGY (Calcutta) 
Indian J Med Res 
INDIAN JOURNAL of MEDICAL RESEARCH (New Delhi) 
Indian J Med Sci 
INDIAN JOURNAL of MEDICAL SCIENCES (Bombay) 
Indian J Pediatr 
INDIAN JOURNAL of PEDIATRICS (Calcutta) 
Indian Pediatr 
INDIAN PEDIATRICS (Calcutta) 
Inf Dent 
INFORMATION DENTAIRE (Paris) 
Inf Orthod Kieferorthop 
INFORMATIONEN aus ORTHODONTIE und 
KIEFERORTHOPAEDIE (Munchen) 
Injury 
INJURY; BRITISH JOURNAL of ACCIDENT SURGERY 
(Bristol) 
Int Arch Allergy Appl Immunol 
INTERNATIONAL ARCHIVES of ALLERGY and 
APPLIED IMMUNOLOGY (Basel) 


* Int Dent J 


INTERNATIONAL DENTAL JOURNAL (Den Haag) 
Int J Appl Radiat Isot 
INTERNATIONAL JOURNAL of APPLIED RADIATION 
and ISOTOPES (New York) 
Int J Cancer 
INTERNATIONAL JOURNAL of CANCER (Kobenhavn) 
Int J Dermatol 
INTERNATIONAL JOURNAL of DERMATOLOGY 
(Philadelphia) 
Int J Health Serv 
INTERNATIONAL JOURNAL of HEALTH SERVICES 
(Westport, Conn.) 
Int J Lepr 
INTERNATIONAL JOURNAL of LEPROSY (Washington) 
Int J Neurosci 
INTERNATIONAL JOURNAL of NEUROSCIENCE 
*Int J Oral Surg 
*INTERNATIONAL JOURNAL of ORAL SURGERY 
(Kobenhavn) 


* Int J Orthod 


INTERNATIONAL JOURNAL of ORTHODONTICS 
(Lakewood, Calif.) 
Int J Parasitol 
INTERNATIONAL JOURNAL for PARASITOLOGY 
(Oxford) 
Int J Radiat Biol 
INTERNATIONAL JOURNAL of RADIATION BIOLOGY 
and RELATED STUDIES in PHYSICS, CHEMISTRY 
and MEDICINE (London) 
Int J Vitam Nutr Res 
INTERNATIONAL JOURNAL for VITAMIN and 
NUTRITION RESEARCH (Bern) 
Int Ophthalmol Clin 
INTERNATIONAL OPHTHALMOLOGY CLINICS (Boston) 
Int Surg 
INTERNATIONAL SURGERY (Chicago) 


PUBLICATIONS INDEXED 1973 


Invest Ophthalmol 
INVESTIGATIVE OPHTHALMOLOGY (St. Louis) 
Iowa Dent Bull 
IOWA DENTAL BULLETIN (Iowa City) 
Iowa Dent J 
IOWA DENTAL JOURNAL (Des Moines) 
Iraqi Dent J 
TRAQI DENTAL JOURNAL: JOURNAL of the IRAQI 
DENTAL ASSOCIATION (Baghdad) 
Isr J Dent Med 
ISRAEL JOURNAL of DENTAL MEDICINE (Haifa) 
Isr J Med Sci 
ISRAEL JOURNAL of MEDICAL SCIENCES (Jerusalem) 


J Acad Gen Dent 
JOURNAL of the ACADEMY of GENERAL 
DENTISTRY (Chicago) 

J Acoust Soc Am 
JOURNAL of the ACOUSTICAL SOCIETY of 
AMERICA (New York) 

J Ala Dent Assoc 
JOURNAL of the ALABAMA DENTAL ASSOCIATION 
(Birmingham) 

J Allergy Clin Immunol 
JOURNAL of ALLERGY and CLINICAL 
IMMUNOLOGY (St. Louis) 

J Am Acad Child Psychiatry 
JOURNAL of the AMERICAN ACADEMY of CHILD 
PSYCHIATRY (New York) 

J Am Acad Gold Foil Oper 
JOURNAL of the AMERICAN ACADEMY of GOLD 
FOIL OPERATORS (Los Angeles) 

J Am Coll Dent 
JOURNAL of the AMERICAN COLLEGE of DENTISTS 
(Fulton) 

J Am Coll Health Assoc 
JOURNAL of the AMERICAN COLLEGE HEALTH 
ASSOCIATION (Ithaca) 

J Am Dent Assoc 
JOURNAL of the AMERICAN DENTAL ASSOCIATION 
(Chicago) 

J Am Dent Hyg Assoc 
JOURNAL of the AMERICAN DENTAL HYGIENISTS' 
ASSOCIATION (Chicago) 

J Am Diet Assoc 
JOURNAL of the AMERICAN DIETETIC 
ASSOCIATION (Chicago) 

J Am Geriatr Soc 
JOURNAL of the AMERICAN GERIATRICS SOCIETY 
(Baltimore) 

J Am Osteopath Assoc 
JOURNAL of the AMERICAN OSTEOPATHIC 
ASSOCIATION (Chicago) 

J Am Soc Geriatr Dent 
JOURNAL of the AMERICAN SOCIETY for GERIATRIC 
DENTISTRY (Chicago) 

J Am Soc Prev Dent 
JOURNAL of the AMERICAN SOCIETY for 
PREVENTIVE DENTISTRY (Chicago) 


* J Am Soc Psychosom Dent Med 


JOURNAL of the AMERICAN SOCIETY of 
PSYCHOSOMATIC DENTISTRY and MEDICINE 
(Brooklyn) 

J Am Vet Med Assoc 
JOURNAL of the AMERICAN VETERINARY 
MEDICAL ASSOCIATION (Chicago) 

J Anat 
JOURNAL of ANATOMY (London) 

J Anim Sci 
JOURNAL of ANIMAL SCIENCE (Albany) 

J Appl Physiol 
JOURNAL of APPLIED PHYSIOLOGY (Bethesda) 

J Arkansas Med Soc 
JOURNAL of the ARKANSAS MEDICAL SOCIETY 
(Fort Smith) 

J Assoc Physicians India 
JOURNAL of the ASSOCIATION of PHYSICIANS of 
INDIA (Bombay) 

J Aux Odontol 
JORNAL das AUXILIARES ODONTOLOGICAS 
(Porto Alegre) 

J Bacteriol 
JOURNAL of BACTERIOLOGY (Baltimore) 

J Baltimore Coll Dent Surg 
JOURNAL of the BALTIMORE COLLEGE of DENTAL 
SURGERY 

J Biochem (Tokyo) 
JOURNAL of BIOCHEMISTRY (Tokyo) 

J Biol Buccl 
JOURNAL de BIOLOGIE BUCCALE (Paris) 

J Biol Chem 
JOURNAL of BIOLOGICAL CHEMISTRY (Baltimore) 

J Biol Photogr Assoc 
JOURNAL of the BIOLOGICAL PHOTOGRAPHIC 
ASSOCIATION (Milwaukee) 

J Biomech 
JOURNAL of BIOMECHANICS (New York) 

J Biomed Mater Res 
JOURNAL of BIOMEDICAL MATERIALS RESEARCH 
(New York) 

J Bone Joint Surg [Am} 
JOURNAL of BONE and JOINT SURGERY; 
AMERICAN VOLUME (Boston) 

J Br Endod Soc 
JOURNAL of the BRITISH ENDODONTIC SOCIETY 
(London) 

J Calif Dent Assoc 
JOURNAL, CALIFORNIA DENTAL ASSOCIATION 
(San Francisco) 

J Can Assoc Radiol 
JOURNAL of the CANADIAN ASSOCIATION of 
RADIOLOGISTS (Montreal) 

J Can Dent Assoc 
JOURNAL of the CANADIAN DENTAL ASSOCIATION 
(Toronto) 

J Cell Biol 
JOURNAL of CELL BIOLOGY (New York) 

J Cell Physiol 
JOURNAL of CELLULAR PHYSIOLOGY (Philadelphia) 
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J Chir (Paris) 
JOURNAL de CHIRURGIE (Paris) 
J Chromatogr 
JOURNAL of CHROMATOGRAPHY (Amsterdam) 
J Chromatogr Sci 
JOURNAL of CHROMATOGRAPHIC SCIENCE 
(Niles, 
J Clin Endocrinol Metab 
JOURNAL of CLINICAL ENDOCRINOLOGY and 
METABOLISM (Philadelphia) 
J Clin Invest 
JOURNAL of CLINICAL INVESTIGATION (Boston) 
J Clin Orthod 
JOURNAL of CLINICAL ORTHODONTICS 
(Rockville Centre, N.Y.) 
J Clin Pathol 
JOURNAL of CLINICAL PATHOLOGY (London) 
J Clin Pharmacol 
JOURNAL of CLINICAL PHARMACOLOGY and NEW 
DRUGS (Stamford, Conn.) 
J Clin Psychol 
JOURNAL of CLINICAL PSYCHOLOGY (Brandon, Vt.) 
J Colo Dent Assoc 
JOURNAL of the COLORADO DENTAL ASSOCIATION 
(Denver) 
J Comp Pathol 
JOURNAL of COMPARATIVE PATHOLOGY (Liverpool) 
J Comp Physiol Psychol 
JOURNAL of COMPARATIVE and PHYSIOLOGICAL 
PSYCHOLOGY (Washington) 
J Conn State Dent Assoc 
JOURNAL of the CONNECTICUT STATE DENTAL 
ASSOCIATION (Hartford) 
J Contra Costa Dent Soc 
JOURNAL of the CONTRA COSTA DENTAL SOCIETY 
(Pleasant Hill, Calif.) 
J Dairy Sci 
JOURNAL of DAIRY SCIENCE (Champaign, I11.) 
J DC Dent Soc 
JOURNAL of the DISTRICT of COLUMBIA DENTAL 
SOCIETY (Washington) 
* J Dent 
JOURNAL of DENTISTRY (Bristol) 
formerly DENTAL PRACTITIONER and DENTAL 
RECORD (Bristol) 
J Dent Assoc S Afr 
JOURNAL of the DENTAL ASSOCIATION of SOUTH 
AFRICA (Cape Town) 
J Dent Assoc Thai 
JOURNAL of the DENTAL ASSOCIATION of 
THAILAND (Bangkok) 


* J Dent Child 


JOURNAL of DENTISTRY for CHILDREN (Chicago) 


* J Dent Educ 


JOURNAL of DENTAL EDUCATION (Chicago) 
J Dent Health (Tokyo) 
JOURNAL of DENTAL HEALTH (Tokyo) 
formerly JAPANESE JOURNAL of DENTAL HEALTH 
(Tokyo) 


J Dent Que 
JOURNAL DENTAIRE du QUEBEC (Montreal) 
J Dent Res 
JOURNAL of DENTAL RESEARCH (Chicago) 
J Dent Sch Natl Univ Iran 
JOURNAL of the DENTAL SCHOOL, NATIONAL 
UNIVERSITY of IRAN (Tehran) 
J Egypt Med Assoc 
JOURNAL of the EGYPTIAN MEDICAL ASSOCIATION 
(Cairo) 
J Embryol Exp Morphol 
JOURNAL of EMBRYOLOGY and EXPERIMENTAL 
MORPHOLOGY (London) 
J Endocrinol 
JOURNAL of ENDOCRINOLOGY (London) 
J ESS 
JOURNAL of the ENGLISH SPEAKING SOCIETY at 
NIHON UNIVERSITY SCHOOL of DENTISTRY; ECHO 
(Tokyo) 
J Exp Med 
JOURNAL of EXPERIMENTAL MEDICINE (New York) 
J Exp Psychol 
JOURNAL of EXPERIMENTAL PSYCHOLOGY 
(Washington) 
J Fr Otorhinolaryngol 
JOURNAL FRANCAIS d'OTO-RHINO- LARYNGOLOGIE, 
AUDIO-PHONOLOGIE et CHIRURGIE MAXILLO- 
FACIALE (Lyon) 
J Ga Dent Assoc 
JOURNAL of the GEORGIA DENTAL ASSOCIATION 
(Macon) 
J Gen Microbiol 
JOURNAL of GENERAL MICROBIOLOGY (London) 
J Gen Physiol 
JOURNAL of GENERAL PHYSIOLOGY (Baltimore) 
J Gen Psychol 
JOURNAL of GENERAL PSYCHOLOGY (Provincetown) 
J Gen Virol 
JOURNAL of GENERAL VIROLOGY (London) 
J Genet Hum 
JOURNAL de GENETIQUE HUMAINE (Geneve) 
J Gerontol 
JOURNAL of GERONTOLOGY (St. Louis) 
J Gynecol Obstet Biol Reprod (Paris) 
JOURNAL de GYNECOLOGIE, OBSTETRIQUE et 
BIOLOGIE de la REPRODUCTION (Paris) 
J Hawaii Dent Assoc 
JOURNAL of the HAWAIT DENTAL ASSOCIATION 
(Honolulu) 
J Hered 
JOURNAL of HEREDITY (Washington) 
J Hiroshima Univ Dent Soc 
JOURNAL of HIROSHIMA UNIVERSITY DENTAL 
SOCIETY 
J Histochem Cytochem 
JOURNAL of HISTOCHEMISTRY and 
CYTOCHEMISTRY (Baltimore) 
J Hosp Dent Pract 
JOURNAL of HOSPITAL DENTAL PRACTICE 
(Los Angeles) 
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J Hyg Epidemiol Microbiol Immunol (Praha) 
JOURNAL of HYGIENE, EPIDEMIOLOGY, 
MICROBIOLOGY and IMMUNOLOGY (Praha) 

J Immunol 

' JOURNAL of IMMUNOLOGY (Baltimore) 

J Indian Dent Assoc 
JOURNAL of the INDIAN DENTAL ASSOCIATION 
(New Delhi) 

J Indian Med Assoc 
JOURNAL of the INDIAN MEDICAL ASSOCIATION 
(Calcutta) 

J Indiana Dent Assoc 
JOURNAL of the INDIANA DENTAL ASSOCIATION 
(Indianapolis) 

J Indianap Dist Dent Soc 
JOURNAL of the INDIANAPOLIS DISTRICT DENTAL 
SOCIETY 

J Infect Dis 
JOURNAL of INFECTIOUS DISEASES (Chicago) 

J Int Assoc Dent Chil 
JOURNAL of the INTERNATIONAL ASSOCIATION of 
DENTISTRY for CHILDREN (London) 

J Int Coll Dent [Jap] 

JOURNAL of INTERNATIONAL COLLEGE of 
DENTISTS, JAPAN SECTION (Tokyo) 

J Invest Dermatol 
JOURNAL of INVESTIGATIVE DERMATOLOGY 
(Baltimore) 

J Iowa Med Soc 
JOURNAL of the IOWA MEDICAL SOCIETY 
(Des Moines) 

J Ir Dent Assoc 
JOURNAL of the IRISH DENTAL ASSOCIATION 
(Dublin) 

J Iran Dent Assoc 
JOURNAL of the IRANIAN DENTAL ASSOCIATION 
(Tehran) 

J Jap Orthod Soc 
JOURNAL of JAPAN ORTHODONTIC SOCIETY (Tokyo) 
title in Japanese: NIHON KYOSEI SHIKAGAKKAI 
ZASSHI 

J Jap Res Soc Dent Mater Appliances 
JOURNAL of the JAPAN RESEARCH SOCIETY of 
DENTAL MATERIALS and APPLIANCES (Tokyo) 

J Jap Soc Cancer Ther 
JOURNAL of JAPAN SOCIETY for CANCER 
THERAPY (Kyoto) 

J Jap Soc Dent Appar Mater 
JOURNAL of the JAPAN SOCIETY for DENTAL 
APPARATUS and MATERIALS (Tokyo) 

J Jap Soc Intern Med 
JOURNAL of JAPANESE SOCIETY of INTERNAL 
MEDICINE (Tokyo) 
title in Japanese: NIPPON NAIKA GAKKAI ZASSHI 

J Jap Stomatol Soc 
JOURNAL of the JAPAN STOMATOLOGICAL SOCIETY 
(Tokyo) 
title in Japanese: KOKUBYO GAKKAI ZASSHI 

J Japanese Stomatol Soc 
JOURNAL of the JAPANESE STOMATOLOGICAL 
SOCIETY (Tokyo) 


J Kans Med Soc 
JOURNAL of the KANSAS MEDICAL SOCIETY (Topeka) 
J Kans State Dent Assoc 
JOURNAL of the KANSAS STATE DENTAL 
ASSOCIATION (Kansas City) 
J Korea Res Soc Dent Mater 
JOURNAL of the KOREA RESEARCH SOCIETY for 
DENTAL MATERIALS (Seoul) 
J Korean Dent Assoc 
JOURNAL of the KOREAN DENTAL ASSOCIATION 
(Seoul) 
J Korean Res Soc Dent Hypn 
JOURNAL of the KOREAN RESEARCH SOCIETY for 
DENTAL HYPNOSIS (Seoul) 
J Ky Dent Assoc 
JOURNAL of the KENTUCKY DENTAL ASSOCIATION 
(Louisville) 
J La Dent Assoc 
JOURNAL of the LOUISIANA DENTAL ASSOCIATION 
(Shreveport) 
J La State Med Soc 
JOURNAL of the LOUISIANA STATE MEDICAL 
SOCIETY (New Orleans) 
J Lab Clin Med 
_ JOURNAL of LABORATORY and CLINICAL 
MEDICINE (St. Louis) 
J Laryngol Otol 
JOURNAL of LARYNGOLOGY and OTOLOGY (London) 
J Maine Med Assoc 


JOURNAL of the MAINE MEDICAL ASSOCIATION 
(Brunswick) 
J Mammal 


JOURNAL of MAMMALOGY (Lawrence, Kans. ) 
J Mass Dent Soc 
JOURNAL of the MASSACHUSETTS DENTAL SOCIETY 
(Boston) 
J Maxillofac Orthop 
JOURNAL of MAXILLOFACIAL ORTHOPEDICS 
(Colorado Springs) 
J Maxillofac Surg 
JOURNAL of MAXILLOFACIAL SURGERY (Stuttgart) 
J Md State Dent Assoc 
JOURNAL of the MARYLAND STATE DENTAL 
ASSOCIATION (Baltimore) 
J Med Assoc Thai 
JOURNAL of the MEDICAL ASSOCIATION of 
THAILAND (Bangkok) 
J Med Chem 
JOURNAL of MEDICINAL CHEMISTRY (Washington) 
J Med Educ 
JOURNAL of MEDICAL EDUCATION (Chicago) 
J Med Entomol 
JOURNAL of MEDICAL ENTOMOLOGY (Honolulu) 
J Med Genet 
JOURNAL of MEDICAL GENETICS (London) 
J Med Liban 
JOURNAL MEDICAL LIBANAIS; LEBANESE 
MEDICAL JOURNAL (Beirut) 
J Med Lyon 
JOURNAL de MEDECINE de LYON 


| clii 


J Med Microbiol 
JOURNAL of MEDICAL MICROBIOLOGY (London) 
J Med Soc NJ 
JOURNAL of the MEDICAL SOCIETY of NEW JERSEY 
(Trenton) 
J Mich Dent Assoc 
JOURNAL of the MICHIGAN DENTAL ASSOCIATION 
(Lansing) 
J Microsc (Oxf) 
JOURNAL of MICROSCOPY (Oxford) 
J Miss Dent Assoc 
JOURNAL of the MISSISSIPPI DENTAL ASSOCIATION 
(Tupelo) 
J Mo Dent Assoc 
JOURNAL of the MISSOURI DENTAL ASSOCIATION 
(Jefferson City) 
_J Mol Biol 
JOURNAL of MOLECULAR BIOLOGY (London) 
J Morphol 
JOURNAL of MORPHOLOGY (Philadelphia) 
J Natl Analg Soc 
JOURNAL of the NATIONAL ANALGESIA SOCIETY 
(Pueblo) 
J Natl Cancer Inst 
JOURNAL of the NATIONAL CANCER INSTITUTE 
(Washington) 
J Natl Med Assoc 
JOURNAL of the NATIONAL MEDICAL ASSOCIATION 
(New York) 
J Nebr Dent Assoc 
JOURNAL of the NEBRASKA DENTAL ASSOCIATION 
(Lincoln) 
J Neurochem 
JOURNAL of NEUROCHEMISTRY (London) 
J Neurol Neurosurg Psychiatry 
JOURNAL of NEUROLOGY, NEUROSURGERY and 
PSYCHIATRY (London) 
J Neurol Sci 
JOURNAL of the NEUROLOGICAL SCIENCES 
(Amsterdam) 
J Neuropath Exp Neurol 
JOURNAL of NEUROPATHOLOGY and 
EXPERIMENTAL NEUROLOGY (Baltimore) 
J Neurophysiol 
JOURNAL of NEUROPHYSIOLOGY (Bethesda) 
J Neurosurg 
JOURNAL of NEUROSURGERY (Chicago) 
J NH Dent Soc 
JOURNAL of the NEW HAMPSHIRE DENTAL SOCIETY 
(Manchester) 
* J Nihon Univ Sch Dent 
JOURNAL of NIHON UNIVERSITY SCHOOL of 
DENTISTRY (Tokyo) 
J NJ Dent Assoc 
JOURNAL of the NEW JERSEY DENTAL 
ASSOCIATION (Camden) 
J Nucl Med 
JOURNAL of NUCLEAR MEDICINE (New York) 
J Nutr 
JOURNAL of NUTRITION (Philadelphia) 
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J Obstet Gynaecol Br Commonw 
JOURNAL of OBSTETRICS and GYNAECOLOGY of 
the BRITISH COMMONWEALTH (London) 
J Okla State Dent Assoc 
JOURNAL of the OKLAHOMA STATE DENTAL 
ASSOCIATION (Oklahoma City) 
J Okla State Med Assoc 
JOURNAL of the OKLAHOMA STATE MEDICAL 
ASSOCIATION (Oklahoma City) 
J Oral Med 
JOURNAL of ORAL MEDICINE (New York) 
J Oral Pathol 
* JOURNAL of ORAL PATHOLOGY (Kobenhavn) 
J Oral Surg 
JOURNAL of ORAL SURGERY (Chicago) 
J Oreg Dent Assoc 
JOURNAL of the OREGON DENTAL ASSOCIATION 
(Portland) 
J Osaka Dent Univ 
JOURNAL of OSAKA DENTAL UNIVERSITY 
J Otolaryngol Jap 
JOURNAL of OTOLARYNGOLOGY of JAPAN (Tokyo) 
J Parasitol 
JOURNAL of PARASITOLOGY (Chicago) 
J Pathol 
JOURNAL of PATHOLOGY (London) 
J Pediatr 
JOURNAL of PEDIATRICS (St. Louis) 
J Pediatr Surg 
JOURNAL of PEDIATRIC SURGERY (New York) 
J Periodontol 
JOURNAL of PERIODONTOLOGY (Indianapolis) 
J Pers Soc Psychol 
JOURNAL of PERSONALITY and SOCIAL 
PSYCHOLOGY (Washington) 
J Pharm Belg 
JOURNAL de PHARMACIE de BELGIQUE (Bruxelles) 
J Pharm Pharmacol 
JOURNAL of PHARMACY and PHARMACOLOGY 
(London) 
J Pharm Sci 
JOURNAL of PHARMACEUTICAL SCIENCES 
(Washington) 
J Pharm Soc Jap 
JOURNAL of the PHARMACEUTICAL SOCIETY of 
JAPAN (Tokyo) 
title in Japanese: YAKUGAKU ZASSHI 
J Pharmacol Exp Ther 
JOURNAL of PHARMACOLOGY and EXPERIMENTAL 
THERAPEUTICS (Baltimore) 
J Philipp Dent Assoc 
JOURNAL of the PHILIPPINE DENTAL ASSOCIATION 
(Manila) 
J Phys E Sci Instrum 
JOURNAL of PHYSICS E: SCIENTIFIC INSTRUMENTS 
J Physiol (Lond) 
JOURNAL of PHYSIOLOGY (London) 
J Physiol (Paris) 
JOURNAL de PHYSIOLOGIE (Paris) 
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J Physiol Soc Jap 
JOURNAL of the PHYSIOLOGICAL SOCIETY of 
JAPAN (Tokyo) 
title in Japanese: NIPPON SEIRIGAKU ZASSHI 
J Postgrad Med 
JOURNAL of POSTGRADUATE MEDICINE (Bombay) 
J Prosthet Dent 
JOURNAL of PROSTHETIC DENTISTRY (St. Louis) 
J Public Health Dent 
JOURNAL of PUBLIC HEALTH DENTISTRY (Raleigh) 
(London) 
J R Coll Gen Pract 
JOURNAL of the ROYAL COLLEGE of GENERAL 
PRACTITIONERS (Dartmouth, Engl. ) 
J R Coll Surg Edinb 
JOURNAL of the ROYAL COLLEGE of SURGEONS of 
EDINBURGH 
J R Nav Med Serv 
JOURNAL of the ROYAL NAVAL MEDICAL SERVICE 
(Alverstoke) 
J Radiol Electrol Med Nucl 
JOURNAL de RADIOLOGIE, d'ELECTROLOGIE et de 
MEDECINE NUCLEAIRE (Paris) 
J RI State Dent Soc 
JOURNAL; RHODE ISLAND STATE DENTAL 
SOCIETY (Riverside) 
JS Afr Vet Med Assoc 
JOURNAL of the SOUTH AFRICAN VETERINARY 
MEDICAL ASSOCIATION (Pretoria) 
J Sch Health 
JOURNAL of SCHOOL HEALTH (Columbus) 
J Sci Food Agric 
JOURNAL of the SCIENCE of FOOD and 
AGRICULTURE (London) 
J Seattle King Cty Dent Soc 
JOURNAL; SEATTLE-KING COUNTY DENTAL 
SOCIETY 
J Singapore Paediat Soc 
JOURNAL of the SINGAPORE PAEDIATRIC SOCIETY 
J South Calif Dent Assoc 
JOURNAL of the SOUTHERN CALIFORNIA DENTAL 
ASSOCIATION (Los Angeles) 
J Speech Hear Disord 
JOURNAL of SPEECH and HEARING DISORDERS 
(Danville, Ill.) 
J Speech Hear Res 
JOURNAL of SPEECH and HEARING RESEARCH 
(Iowa City) 
J Steroid Biochem 
JOURNAL of STEROID BIOCHEMISTRY (Oxford) 
J Surg Oncol 
JOURNAL of SURGICAL ONCOLOGY (New York) 
J Tenn Dent Assoc 
JOURNAL of the TENNESSEE DENTAL ASSOCIATION 
(Nashville) 
J Trauma 
JOURNAL of TRAUMA (Baltimore) 
J Ultrastruct Res 
JOURNAL of ULTRASTRUCTURE RESEARCH 
(New York) 


J Urol 
JOURNAL of UROLOGY (Baltimore) 
J Virol 
JOURNAL of VIROLOGY (Baltimore) 
J Wildl Dis 
JOURNAL of WILDLIFE DISEASES (Ames, Iowa) 
J Wis State Dent Soc 
JOURNAL of the WISCONSIN STATE DENTAL 
SOCIETY (Milwaukee) 
JAMA 
JOURNAL of the AMERICAN MEDICAL 
ASSOCIATION (Chicago) 
Jap J Anesthesiol 
JAPANESE JOURNAL of ANESTHESIOLOGY (Tokyo) 
title in Japanese: MASUI 
Jap J Bacteriol 
JAPANESE JOURNAL of BACTERIOLOGY (Tokyo) 
Jap J Clin Hematol 
JAPANESE JOURNAL of CLINICAL HEMATOLOGY 
(Tokyo) 
Jap J Clin Med 
JAPANESE JOURNAL of CLINICAL MEDICINE (Osaka) 
title in Japanese: NIPPON RINSHO 
Jap J Dent Health 
JAPANESE JOURNAL of DENTAL HEALTH (Tokyo) 
title in Japanese: KOKU EISEI GAKKAI ZASSHI 
Jap J Dermatol [A] 
JAPANESE JOURNAL of DERMATOLOGY; SERIES A 
(Tokyo) 
Jap J Hum Genet 
JAPANESE JOURNAL of HUMAN GENETICS (Tokyo) 
title in Japanese: JINRUI IDENGAKU ZASSHI 
Jap J Hyg 
JAPANESE JOURNAL of HYGIENE (Tokyo) 
title in Japanese: NIPPON EISEIGAKU ZASSHI 
Jap J Med Electron 
JAPANESE JOURNAL of MEDICAL ELECTRONICS 
and BIOLOGICAL ENGINEERING (Tokyo) 
Jap J Microbiol 
JAPANESE JOURNAL of MICROBIOLOGY (Tokyo) 
Jap J Nurs Art 
JAPANESE JOURNAL of NURSING ARTS (Tokyo) 
Jap J Oral Surg ; 
JAPANESE JOURNAL of ORAL SURGERY (Tokyo) 
Jap J Pharmacol 
JAPANESE JOURNAL of PHARMACOLOGY (Kyoto) 
Jap J Physiol 
JAPANESE JOURNAL of PHYSIOLOGY (Kyoto) 
Jap J Vet Sci 
JAPANESE JOURNAL of VETERINARY SCIENCE 
(Tokyo) 
JFMA 
JFMA: JOURNAL of the FLORIDA MEDICAL 
ASSOCIATION (Jacksonville) 
Johns Hopkins Med J 
JOHNS HOPKINS MEDICAL JOURNAL (Baltimore) 
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PUBLICATIONS INDEXED 1973 


Journalism Conf Workshop ADA 
JOURNALISM CONFERENCE and WORKSHOP; 
AMERICAN DENTAL ASSOCIATION COUNCIL on 
JOURNALISM and AMERICAN ASSOCIATION of 
DENTAL EDITORS (Chicago) 


titled alternate years: REGIONAL JOURNALISM 
CONFERENCE 


Katilolehti 
KATILOLEHTI: TIDSKRIFT for BARNMORSKOR 
(Helsinki) 
Kekkaku 
KEKKAKU (Tokyo) 
Kenya Nurs J 
KENYA NURSING JOURNAL (Nairobi) 
Khirurgiia (Mosk) 
KHIRURGIIA (Moskva) 
Kinderaerztl Prax 
KINDERAERZTLICHE PRAXIS (Leipzig) 
Klin Khir 
KLINICHESKAIA KHIRURGIIA (Kiev) 
Klin Med (Mosk) 
KLINICHESKAIA MEDITSINA (Moskva) 
Klin Monatsbl Augenheilkd 
KLINISCHE MONATSBLAETTER fur 
AUGENHEILKUNDE (Stuttgart) 
Klin Oczna 
KLINIKA OCZNA; ACTA OPHTHALMOLOGICA 


POLONICA (Warszawa) 
Klin Paediatr 
KLINISCHE PAEDIATRIE (Stuttgart) 
Kosm Biol Med 
KOSMICHESKAIA BIOLOGIIA i MEDITSINA (Moskva) 


Lab Anim 
LABORATORY ANIMALS (London) 
Lab Anim Sci 
LABORATORY ANIMAL SCIENCE (Joliet, Il.) 
Lab Delo 
LABORATORNOE DELO (Moskva) 
Lab Invest 
LABORATORY INVESTIGATION (New York) 
Lab Pract 
LABORATORY PRACTICE (London) 
Lakartidningen 
LAKARTIDNINGEN (Stockholm) 
Lancet 
LANCET (London) 
Langenbecks Arch Chir 
LANGENBECKS ARCHIV fur CHIRURGIE (Berlin) 
Laryngoscope 
LARYNGOSCOPE (St. Louis) 
Lepr Rev 
LEPROSY REVIEW (London) 
Life Sci[f) 
LIFE SCIENCES, PART I: PHYSIOLOGY and 
PHARMACOLOGY (New York) 


Life Sci {11} 
LIFE SCIENCES, PART II: BIOCHEMISTRY, 
GENERAL and MOLECULAR BIOLOGY (New York) 
Lijec Vjesn 
LIJECNICKI VJESNIK (Zagreb) 
Lille Med 
LILLE MEDICAL 
Lyon Med 
LYON MEDICAL 


Major Probl Clin Surg 
MAJOR PROBLEMS in CLINICAL SURGERY 
(Philadelphia) 
Major Probl Intern Med 
MAJOR PROBLEMS in INTERNAL MEDICINE 
(Philadelphia) 
Major Probl Pathol 
MAJOR PROBLEMS in PATHOLOGY (Philadelphia) 
Maroc Med 
MAROC MEDICAL (Casablanca) 
Mayo Clin Proc 
MAYO CLINIC PROCEEDINGS (Rochester, Minn.) 
McGill Dent Rev 
McGILL DENTAL REVIEW (Montreal) 
Md State Med J 
MARYLAND STATE MEDICAL JOURNAL (Baltimore) 
Med Ann DC 
MEDICAL ANNALS of the DISTRICT of COLUMBIA 
Med Arh 
MEDICINSKI ARHIV (Sarajevo) 
Med Biol Eng 
MEDICAL and BIOLOGICAL ENGINEERING (Oxford) 
Med Biol Illus 
MEDICAL and BIOLOGICAL ILLUSTRATION (London) 
Med Chir Dig 
MEDECINE et CHIRURGIE DIGESTIVES (Paris) 
Med Clin North Am 
MEDICAL CLINICS of NORTH AMERICA (Philadelphia) 
Med Glas 
MEDICINSKI GLASNIK (Beograd) 
Med Hist 
MEDICAL HISTORY (London) 
Med Hyg (Geneve) 
MEDECINE et HYGIENE (Geneve) 
Med Instrum 
MEDICAL INSTRUME NTATION (Arlington) 
Med J Aust 
MEDICAL JOURNAL of AUSTRALIA (Sydney) 
Med J Malaysia 
MEDICAL JOURNAL of MALAYSIA (Singapore) 
Med J Osaka Univ 
MEDICAL JOURNAL of OSAKA UNIVERSITY 
Med Klin 
MEDIZINISCHE KLINIK (Munchen) 
Med Lab Technol 
MEDICAL LABORATORY TECHNOLOGY (London) 
Med Lett Drugs Ther 
MEDICAL LETTER on DRUGS and THERAPEUTICS 
(New York) 
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PUBLICATIONS INDEXED 1973 


Med Monatsschr 
MEDIZINISCHE MONATSSCHRIFT (Stuttgart) 
Med Pregl 
MEDICINSKI PREGLED (Novi Sad) 
Med Radiol (Mosk) 
MEDITSINSKAIA RADIOLOGIIA (Moskva) 
Med Sci Law 
MEDICINE, SCIENCE and the LAW (London) 
Med Sestra 
MEDITSINSKAIA SESTRA (Moskva) 
Med Times 
MEDICAL TIMES (Manhasset) 
Med Trial Tech Q 
MEDICAL TRIAL TECHNIQUE QUARTERLY 
(Mundelein) 
Med Welt 
MEDIZINISCHE WELT (Stuttgart) 
Medicine (Baltimore) 
MEDICINE (Baltimore) 
Microbios 
MICROBIOS (Cambridge, Engl. ) 
Microsc Acta 
MICROSCOPICA ACTA; ZEITSCHRIFT fur 
WISSENSCHAFTLICHE MIKROSKOPIE und 
MIKROSKOPISCHE TECHNIK (Stuttgart) 
Microvase Res 
MICROVASCULAR RESEARCH (New York) 
Midwest Dent 
MIDWESTERN DENTIST (Kansas City, Mo.) 
Midwife Health Visit 
MIDWIFE and HEALTH VISITOR (London) 
Milit Med 
MILITARY MEDICINE (Washington) 
Minerva Anestesiol 
MINERVA ANESTESIOLOGICA (Torino) 
Minerva Chir 
MINERVA CHIRURGICA (Torino) 
Minerva Med 
MINERVA MEDICA (Torino) 
Minerva Pediatr 
MINERVA PEDIATRICA (Torino) 
Minerva Stomatol 
MINERVA STOMATOLOGICA (Torino) 
Minn Med 
MINNESOTA MEDICINE (St. Paul) 
Minneap Dist Dent J 
MINNEAPOLIS DISTRICT DENTAL JOURNAL 
Mod Nurs Home 
MODERN NURSING HOME (Chicago) 
Mod Probl Pharmacopsychiatry 
MODERN PROBLEMS of PHARMACOPSYCHIATRY 
(Basel) 
Mod Trends Rheumatol 
MODERN TRENDS in RHEUMATOLOGY (New York) 
Mol Gen Genet 
MOLECULAR and GENERAL GENETICS (Berlin) 
Monatsschr Kinderheilkd 
MONATSSCHRIFT fur KINDERHEILKUNDE (Berlin) 


Monatsschr Ohrenheilkd Laryngorhinol 
MONATSSCHRIFT fur OHRENHEILKUNDE und 
LARYNGO-RHINOLOGIE (Wien) 

Mondo Odontostomatol 
MONDO ODONTOSTOMATOLOGICO (Bologna) 

Monogr Dev Biol 
MONOGRAPHS in DEVELOPMENTAL BIOLOGY (Basel) 

Monogr Hum Genet 
MONOGRAPHS in HUMAN GENETICS (Basel) 

Monogr Oral Sci 
MONOGRAPHS in ORAL SCIENCE (Basel) 

Morphol Igazsagugyi Orv Sz 
MORPHOLOGIAI es IGAZSAGUGYI ORVOSI SZEMLE 
(Budapest) 

Munca Sanit 
MUNCA SANITARA (Bucharest) 

Munch Med Wochenschr 
MUNCHENER MEDIZINISCHE WOCHENSCHRIFT 


N Engl J Med 
NEW ENGLAND JOURNAL of MEDICINE (Boston) 

NADL J 
NADL JOURNAL: NATIONAL ASSOCIATION of 
DENTAL LABORATORIES (Washington) 

Nahrung 
NAHRUNG (Berlin) 

Natl Cancer Inst Monogr 
NATIONAL CANCER INSTITUTE MONOGRAPHS 
(Bethesda) 

Nature (Lond) 

NATURE (London) 

Nature [New Biol] 

NATURE; NEW BIOLOGY (London) 

Naturwissenschaften 
NATURWISSENSCHAFTEN (Berlin) 

Naunyn Schmiedebergs Arch Pharmakol 
NAUNYN-SCHMIEDEBERGS ARCHIV fur 
PHARMAKOLOGIE (Berlin) 

NC Dent J 
NORTH CAROLINA DENTAL JOURNAL (Raleigh) 

Nebr Med J 
NEBRASKA MEDICAL JOURNAL (Lincoln) 

Ned Tijdschr Tandheelkd 
NEDERLANDS TIJDSCHRIFT voor TANDHEELKUNDE 
(Utrecht) 

Nephron 
NEPHRON (Basel) 

Nervenarzt 
NERVENARZT (Berlin) 

Neurochirurgia (Stuttg) 

NEUROCHIRURGIA; Supplementum ad FORTSCHRITTE 
der NEUROLOGIE und PSYCHIATRIE (Stuttgart) 

Neurochirurgie 
NEURO-CHIRURGIE (Paris) 

Neurol India 
NEUROLOGY INDIA (Bombay) 

Neurol Neurochir Pol 
NEUROLOGIA i NEUROCHIRURGIA POLSKA 
(Warszawa) 


* 
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PUBLICATIONS INDEXED 1973 


Neurology (Minneap) 
NEUROLOGY (Minneapolis) 
Neuropaediatrie 
NEUROPAEDIATRIE; JOURNAL of PEDIATRIC 
NEUROBIOLOGY, NEUROLOGY and NEUROSURGERY 
(Stuttgart) 
Neurophar macology 
NEUROPHARMACOLOGY (Oxford) 
Neuroradiology 
NEURORADIOLOGY (Berlin) 
Neurosci Res Program Bull 
NEUROSCIENCES RESEARCH PROGRAM BULLETIN 
(Brookline, Mass.) 
Newsl Int Coll Dent [India] 
NEWSLETTER; INTERNATIONAL COLLEGE of 
DENTISTS, INDIA SECTION (New Delhi) 
Niedersachs Zahnaerztebl 
NIEDERSACHSISCHES ZAHNAERZTEBLATT (Hannover) 
Nippon Acta Radiol 
NIPPON ACTA RADIOLOGICA (Tokyo) 
title in Japanese: NIPPON IGAKU HOSHASEN 
GAKKAI ZASSHI 
NM Dent J 
NEW MEXICO DENTAL JOURNAL (Albuquerque) 
Nor Tannlaegeforen Tid 
NORSKE TANNLAEGEFORENINGS TIDENDE (Oslo) 
Nord Vet Med 
NORDISK VETERINAER MEDICIN (Kobenhavn) 
North West Dent 


NORTH-WEST DENTISTRY (St. Paul) 


Nouv Presse Med 
NOUVELLE PRESSE MEDICALE (Paris) 
formerly PRESSE MEDICALE (Paris) 
Nowotwory 
NOWOTWORY (Warszawa) 
NS Med Bull 
NOVA SCOTIA MEDICAL BULLETIN (Halifax) 
Nucl Med (Stuttg) 
NUCLEAR MEDICINE (Stuttgart) 
Nurs Care 
NURSING CARE (New York) 
Nurs Clin North Am 
NURSES CLINICS of NORTH AMERICA 
(Philadelphia) 
Nurs J India 
NURSING JOURNAL of INDIA (New Delhi) 
Nurs Mirror 
NURSING MIRROR and MIDWIVES JOURNAL (London) 
Nurs Times 
NURSING TIMES (London) 
Nutr Rev 
NUTRITION REVIEWS (New York) 
NY J Dent 
NEW YORK JOURNAL of DENTISTRY 
NY State Dent J 
NEW YORK STATE DENTAL JOURNAL (New York) 
NY State J Med 
NEW YORK STATE JOURNAL of MEDICINE (New York) 


* NZ Dent J 


NEW ZEALAND DENTAL JOURNAL (Auckland) 


NZ Med J 
NEW ZEALAND MEDICAL JOURNAL (Wellington) 
NZ Soc Periodontol Bull 
NEW ZEALAND SOCIETY of PERIODONTOLOGY 
BULLETIN (Auckland) 


Obstet Gynecol 
OBSTETRICS and GYNECOLOGY (New York) 
Odont (Aarhus) 
ODONT (Aarhus) 
Odontiatrike 
ODONTIATRIKE (Athenai) 
Odontol Bull 
ODONTOLOGICAL BULLETIN (Pittsburgh) 
Odontol Chil 
ODONTOLOGIA CHILENA (Santiago) 
Odontol Foren Tidskr 
ODONTOLOGISKA FORENINGENS TIDSKRIFT 
(Stockholm) 
Odontol Revy 
ODONTOLOGISK REVY (Malmo) 
Odontology (Tokyo) 
ODONTOQLOGY; JOURNAL of NIPPON DENTAL 
(Tokyo) 
Odontostsmatol Proodos 
ODOXTOSTOMATOLOGIKE PROODOS (Athenai) 
Oeff Gesundheitswes 
OEFFENTLICHE GESUNDHEITSWESEN (Stuttgart) 
Oftalmol Zh 
OFTAL'MOLOGICHESKII ZHURNAL (Odessa) 
Ohio Dent J 
OHIO DENTAL JOURNAL (Columbus) 
Ohio State Med J 
OHIO STATE MEDICAL JOURNAL (Columbus) 
Okajimas Folia Anat Jap 
OKAJIMAS FOLIA ANATOMICA JAPONICA (Tokyo) 
Oncology 
ONCOLOGY; JOURNAL of CLINICAL and 
EXPERIMENTAL CANCER RESEARCH (Basel) 
Onderstepoort J V et Res 
_ ONDERSTEPOORT JOURNAL OF VETERINARY 
RESEARCH (Pretoria) 
Ont Dent 
ONTARIO DENTIST (Toronto) 
Ophthalmologica 
QMPHTHALMOLOGICA (Basel) 
Oral Health 
ORAL HEALTH (Toronto) 
Oral Implantol 
ORAL IMPLANTOLOGY (Abington, Mass. ) 
Oral Sci Revs 
ORAL SCIENCES REVIEWS (Kobenhaven) 
Oral Surg 
ORAL SURGERY, ORAL MEDICINE and ORAL 
PATHOLOGY (St. Louis) 
Oral Surg, Trans Int Conf Oral Surg 
see Trans Congr Int Assoc Oral Surg 
Orange Cty Dent Soc Bull 
ORANGE COUNTY DENTAL SOCIETY BULLETIN 
(Orange, Calif.) 


PUBLICATIONS INDEXED 1973 


* Orthod Franc 


ORTHODONTIE FRANCAISE (Lyon) 
Orthodontist 
ORTHODONTIST (London) 
Orthop Clin North Am 
ORTHOPEDIC CLINICS of NORTH AMERICA 
(Philadelphia) 
Ortodoncia 
ORTODONCIA (Buenos Aires) 
Orv Hetil 
ORVOSI HETILAP (Budapest) 
Osterr Dent Z 
OSTERREICHISCHE DENTISTEN ZEITSCHRIFT (Wien) 
Osterr Hebammenztg 
OSTERREICHISCHE HEBAMMENZEITUNG (Wien) 
Osterr Z Erforsch Bekaempf Krebskr 
OSTERREICHISCHE ZEITSCHRIFT fur ERFORSCHUNG 
und BEKAEMPFUNG der KREBSKRANKHEIT (Wien) 
Osterr Z Stomatol 
OSTERREICHISCHE ZEITSCHRIFT fur 
STOMATOLOGIE (Wien) 
Osterr Zahnaerzteztg 
OSTERREICHISCHE ZAHNAERZTE-ZEITUNG (Wien) 
Osterr Zahntechn Handwerk 
OSTERREICHISCHE ZAHNTECHNIKER HANDWERK 
(Wien) 
Otolaryngol Clin North Am 
OTOLARYNGOLOGIC CLINICS of NORTH AMERICA 
(Philadelphia) 
Otolaryngol Pol 
OTOLARYNGOLOGIA POLSKA (Warszawa) 
Otorinolaringologie 
OTO-RINO- LARINGOLOGIE (Bucuresti) 
Outlook Bull South Dent Soc NJ 
OUTLOOK and BULLETIN; SOUTHERN DENTAL 
SOCIETY of NEW JERSEY (Haddonfield) 


Pa Dent J (Harrisb) 

PENNSYLVANIA DENTAL JOURNAL (Harrisburg) 
Pa Med 

PENNSYLVANIA MEDICINE (Harrisburg) 
Paediatr Grenzgeb 

PAEDIATRIE und GRENZGEBIETE (Berlin) 
Paediatr Paedol 

PAEDIATRIE PAEDOLOGIE 
Pak Dent Rev 

PAKISTAN DENTAL REVIEW (Lahore) 
Parasitology 

PARASITOLOGY (London) 
Parassitologia 

PARASSITOLOGIA (Roma) 
Parazitologiia 

PARAZITOLOGIIA (Leningrad) 
Parodontologie 

PARODONTOLOGIE (Zurich) 
Pathol Annu 

PATHOLOGY ANNUAL (New York) 
Pathol Eur 

PATHOLOGIA EUROPAEA (Bruxelles) 


Pathol Microbiol (Basel) 

PATHOLOGIA et MICROBIOLOGIA (Basel) 

Pediatr Clin North Am 
PEDIATRIC CLINICS of NORTH AMERICA 
(Philadelphia) 

Pediatr Pol 
PEDIATRIA POLSKA (Warszawa) 

Pediatr Res 
PEDIATRIC RESEARCH (Basel) 

Pediatrics 
PEDIATRICS (Springfield, Ml.) 

Pediatrie 
PEDIATRIE (Lyon) 

Pediatriia 
PEDIATRIIA (Moskva) 

Pedod Fr 
PEDODONTIE FRANCAISE (Paris) 

Percept Mot Skills 
PERCEPTUAL and MOTOR SKILLS (Missoula) 

Periodont Abstr 
PERIODONTAL ABSTRACTS: JOURNAL of the 
WESTERN SOCIETY of PERIODONTOLOGY 
(Los Angeles) 

Pfluegers Arch 
PFLUEGERS ARCHIV; EUROPEAN JOURNAL of 
PHYSIOLOGY (Berlin) 

Pharm Acta Helv 
PHARMACEUTICA ACTA HELVETIAE (Zurich) 

Pharmacol Ther Dent 
PHARMACOLOGY and THERAPEUTICS in 
DENTISTRY (New York) 

Pharmazie 
PHARMAZIE (Berlin) 

Philos Trans R Soc Lond [Biol Sci] 
PHILOSOPHICAL TRANSACTIONS of the ROYAL 
SOCIETY of LONDON; B: BIOLOGICAL SCIENCES 

Phonetica 
PHONETICA (Basel) 

Physiol Behav 
PHYSIOLOGY and BEHAVIOR (Oxford) 

Pieleg Polozna 
PIELEGNIARKA i POLOZNA (Warszawa) 

Plast Reconstr Surg 
PLASTIC and RECONSTRUCTIVE SURGERY 
(Baltimore) 

Plugger 
PLUGGER; IOWA DENTAL ASSISTANTS JOURNAL 
(Waterloo) 

Pol Arch Weter 
POLSKIE ARCHIWUM WETERYNARYJNE (Warszawa) 

Pol Med J 
POLISH MEDICAL JOURNAL (Warszawa) 

Pol Przegl Chir 
POLSKI PRZEGLAD CHIRURGICZNY (Warszawa) 

Pol Przegl Radiol 
POLSKI PRZEGLAD RADIOLOGI i MEDYCYNY 
NUKLEARNEJ (Warszawa) 

Pol Tyg Lek 
POLSKI TYGODNIK LEKARSKI (Warszawa) 
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Postgrad Med 
POSTGRADUATE MEDICINE (Minneapolis) 
Postgrad Med J 
POSTGRADUATE MEDICAL JOURNAL (London) 
Practitioner 
PRACTITIONER (London) 
Prax Kinderpsychol Kinderpsychiatr 
PRAXIS der KINDERPSYCHOLOGIE und 
KINDERPSYCHIATRIE (Gottingen) 
Praxis 
PRAXIS (Bern) 
Prensa Med Mex 
PRENSA MEDICA MEXICANA (Mexico) 
Prep Biochem 
PREPARITIVE BIOCHEMISTRY (New York) 
Prev Med 
PREVENTIVE MEDICINE (New York) 
Probe (Lond) 
PROBE (London) 
Probl Endokrinol (Mosk) 
PROBLEMY ENDOKRINOLOGII (Moskva) 
Proc Br Paedod Soc 
PROCEEDINGS of the BRITISH PAEDODONTIC 
SOCIETY (Hounslow) 
Proc Finn Dent Soc 
PROCEEDINGS of the FINNISH DENTAL SOCIETY 
(Helsinki) 
formerly SUOMEN HAMMASLAAKARISEURAN 
TOIMITUKSIA (Helsinki) 
Proc Found Orthod Res 
PROCEEDINGS of the FOUNDATION for 
ORTHODONTIC RESEARCH 
Proc Min Med Off Assoc 
PROCEEDINGS of the MINE MEDICAL OFFICERS' 
ASSOCIATION (Johannesburg) 
Proc Natl Acad Sci USA 
PROCEEDINGS of the NATIONAL ACADEMY of 
SCIENCES of the UNITED STATES of AMERICA 
(Washington) 
Proc R Soc Lond [Biol] 


PROCEEDINGS of the ROYAL SOCIETY of LONDON; 


B: BIOLOGICAL SCIENCES 
Proc R Soc Med 


PROCEEDINGS of the ROYAL SOCIETY of MEDICINE 


(London) 
Proc Soc Exp Biol Med 


PROCEEDINGS of the SOCIETY for EXPERIMENTAL 


BIOLOGY and MEDICINE (New York) 
Prog Chem Fats Other Lipids 


PROGRESS in the CHEMISTRY of FATS and OTHER 


LIPIDS (Oxford) 
Prog Clin Cancer 

PROGRESS in CLINICAL CANCER (New York) 
Prog Med Virol 

PROGRESS in MEDICAL VIROLOGY (Basel) 
Prog Neurol Psychiatry 

PROGRESS in NEUROLOGY and PSYCHIATRY 

(New York) 


Prog Nucl Med 
PROGRESS in NUCLEAR MEDICINE (Baltimore) 

Prog Pediatr Surg 
PROGRESS in PEDIATRIC SURGERY (Munchen) 

Prog Phys Ther 
PROGRESS in PHYSICAL THERAPY (Amsterdam) 

Promot Dent 
PROMOTION DENTAIRE (Paris) 

Protes Dent 
PROTESISTA DENTAL (Buenos Aires) 

Protet Stomatol 
PROTETYKA STOMATOLOGICZNA (Warszawa) 

Przegl Dermatol 
PRZEGLAD DERMATOLOGICZNY (Warszawa) 

Przegl Lek 
PRZEGLAD LEKARSKI (Krakow) 

Psychiatr Neurol Med Psychol (Leipzig) 
PSYCHIATRIE, NEUROLOGIE und MEDIZINISCHE 
PSYCHOLOGIE (Leipzig) 

Psychol Bull 
PSYCHOLOGICAL BULLETIN (Washington) 

Psychol Med 
PSYCHOLOGICAL MEDICINE (London) 

Psychol Rep 
PSYCHOLOGICAL REPORTS (Missoula) 

Psychol Rev 
PSYCHOLOGICAL REVIEW (Washington) 

Psychophar macologia 
PSYCHOPHARMACOLOGIA (Berlin) 

Psychophysiology 
PSYCHOPHYSIOLOGY (Baltimore) 

Psychosom Med 
PSYCHOSOMATIC MEDICINE (New York) 


Q J Exp Physiol 
QUARTERLY JOURNAL of EXPERIMENTAL 
PHYSIOLOGY and COGNATE MEDICAL SCIENCES 
(Edinburgh) 

Q J Med 
QUARTERLY JOURNAL of MEDICINE (Oxford) 

Q J Stud Alcohol 
QUARTERLY JOURNAL of STUDIES on ALCOHOL 
(New Haven) 

Q Natl Dent Assoc 
QUARTERLY of the NATIONAL DENTAL 
ASSOCIATION, INC. (Los Angeles) 

Quintessence Int 
QUINTESSENCE INTERNATIONAL; JOURNAL of 
PRACTICAL DENTISTRY (Berlin) 

Quintessenz 
QUINTESSENZ (Berlin) 

Quintessenz J 
QUINTESSENZ JOURNAL (Berlin) 


Rad Med Fak Zagrebu 
RADOVI MEDICINSKOG FAKULTETA u ZAGREBU 


PUBLICATIONS INDEXED 1973 


Radiat Res 
RADIATION RESEARCH (New York) 
Radiobiol Radiother (Ber}) 
RADIOBIOLOGIA, RADIOTHERAPIA (Berlin) 
Radiography 
RADIOGRAPHY (London) 
Radiol Clin Biol 
RADIOLOGIA CLINICA et BIOLOGICA (Basel) 
Radiol Diagn (Ber]) 
RADIOLOGIA DIAGNOSTICA (Berlin) 
Radiologe 
RADIOLOGE (Berlin) 
Radiology 
‘RADIOLOGY (Syracuse) 
Rass Int Stomatol Prat 
RASSEGNA INTERNAZIONALE di STOMATOLOGICA 
PRATICA (Milano) 
Rass Odontotecn 
RASSEGNA ODONTOTECNICA (Milano) 
Rass Trimest Odontoiatr 
RASSEGNA TRIMESTRALE di ODONTOIATRIA (Milano) 
Regional Journalism Conf 
REGIONAL JOURNALISM CONFERENCE see 
JOURNALISM CONFERENCE and WORKSHOP 
Rehabilitation (Stuttg) 
REHABILITATION (Stuttgart) 
Rep Inst Med Dent Eng (Tokyo) 
REPORTS of the INSTITUTE for MEDICAL and 
DENTAL ENGINEERING, TOKYO MEDICAL and 
DENTAL UNIVERSITY 


Res Commun Chem Pathol Pharmacol 


RESEARCH COMMUNICATIONS in CHEMICAL 
PATHOLOGY and PHARMACOLOGY (Westbury, N. Y.) 
Res Exp Med (Ber]) 
RESEARCH in EXPERIMENTAL MEDICINE (Berlin) 
Res Vet Sci 
: RESEARCH in VETERINARY SCIENCE (Oxford) 
Respir Circ (Tokyo) 
RESPIRATION and CIRCULATION (Tokyo) 
Results Probl Cell Diff 
RESULTS and PROBLEMS in CELL 
DIFFERENTIATION (Berlin) 
Rev Agrup Odontol Cap Fed (B Aires) 
REVISTA de la AGRUPACION ODONTOLOGICA 
de la CAPITAL FEDERAL (Buenos Aires) 
Rev ALAFO 
REVISTA de ALAFO; ASOCIACION 
LATINOAMERICANA de FACULTADES de 
ODONTOLOGIA (Guatemala) 
Rev Argent Implantol Estomatol 
REVISTA ARGENTINA IMPLANTOLOGIA 
ESTOMATOLOGICA (Buenos Aires) 
Rev Asoc Odontol Argent 
REVISTA de la ASOCIACION ODONTOLOGICA 
ARGENTINA (Buenos Aires) 
Rev Assoc Med Bras 
REVISTA da ASSOCIACAO MEDICA BRASILEIRA 
(Sao Paulo) 
Rev Assoc Paul Cir Dent 
REVISTA da ASSOCIACAO PAULISTA de 
CIRURGIOES DENTISTAS (Sao Paulo) 


* Rev Belge Med Dent 


REVUE BELGE de MEDICINE DENTAIRE (Bruxelles) 

Rev Bras Odontol 
REVISTA BRASILEIRA de ODONTOLOGIA 
(Rio de Janeiro) 

Rev Bras Pesqui Med Biol 
REVISTA BRASILEIRA de PESQUISAS MEDICAS e 
BIOLOGICAS (Sao Paulo) 

Rev Circ Argent Odontol 
REVISTA del CIRCULO ARGENTINO de 
ODONTOLOGIA (Buenos Aires) 

Rev Circ Odontol Cordoba 
REVISTA del CIRCULO ODONTOLOGICO de 
CORDOBA 

Rev Clin Esp 
REVISTA CLINICA ESPANOLA (Madrid) 

Rev Dent (S Domingo) 
REVISTA DENTAL (Santo Domingo) 

Rev Esc Odontol Tucuman 
REVISTA de la ESCUELA de ODONTOLOGIA, 
UNIVERSIDAD NACIONAL de TUCUMAN, FACULTAD 
de MEDICINA (San Miguel de Tucuman) 

Rev Esp Anestesiol Reanim 
REVISTA ESPANOLA de ANESTESIOLOGIA y 
REANIMACION (Barcelona) 

Rev Esp Estomatol 
REVISTA ESPANOLA de ESTOMATOLOGIA (Barcelona) 

Rev Esp Otoneurooftalmol Neurocir 
REVISTA ESPANOLA de 
OTO-NEURO-OFTALMOLOGIA y NEUROCIRUGIA 
(Valencia) 

Rev Eur Etud Clin Biol 
REVUE EUROPEENNE d'ETUDES CLINIQUES et 
BIOLOGIQUES (Paris) 

Rev Fac Farm Odontol Araraquara 
REVISTA da FACULDADE de FARMACIA e 
ODONTOLOGIA de ARARAQUARA 

Rev Fac Odontol Aracatuba 
REVISTA da FACULDADE de ODONTOLOGIA de 
ARACATUBA (Aracatuba) 

Rev Fac Odontol P Alegre 
REVISTA da FACULDADE de ODONTOLOGIA, 
PORTO ALEGRE 

Rev Fac Odontol S40 José dos Campos 
REVISTA da FACULDADE de ODONTOLOGIA de 
SAO JOSE dos CAMPOS (Brasil) 

Rev Fac Odontol Sao Paulo 
REVISTA da FACULDADE de ODONTOLOGIA da 
UNIVERSIDADE de SAO PAULO 

Rev Farm Bioquim Univ Sao Paulo 
REVISTA de FARMACIA e BIOQUIMICA da 
UNIVERSIDADE de SAO PAULO 

Rev Fed Odontol Ecuat 
REVISTA de la FEDERACION ODONTOLOGICA 
ECUATORIANA (Quito) 

Rev Fr Prothese Dent 
REVUE FRANCAISE de la PROTHESE DENTAIRE 
(Paris) 

Rev Gaucha Odontol 
REVISTA GAUCHA de ODONTOLOGIA (Porto Alegre) 
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Rev Guatem Estomatol 
REVISTA GUATEMALTECA de ESTOMATOLOGIA 
Rev Infirm 
REVISTA de l'INFIRMIERE (Paris) 
Rev Invest Clin 
REVISTA de INVESTIGACION CLINICA (Mexico) 
Rev Laryngol Otol Rhinol (Bord) 
REVUE de LARYNGOLOGIE OTOLOGIE-RHINOLOGIE 
(Bordeaux) 
Rev Med Chil 
REVISTA MEDICA de CHILE (Santiago) 
Rev Med Chir Soc Med Nat Iasi 
REVISTA MEDICO-CHIRURGICALA a SOCIETATI di 
MEDICI si NATURALISTI din IASI 
Rev Med Liege 
REVUE MEDICALE de LIEGE 
Rev Med Suisse Romande 
REVUE MEDICALE de la SUISSE ROMANDE 
(Lausanne) 
Rev Neurol (Paris) 
REVUE NEUROLOGIQUE (Paris) 
Rev Neuropsychiatr Infant 
REVUE de NEUROPSYCHIATRIE INFANTILE et 
d'HYGIENE MENTALE de l'ENFANCE (Paris) 
Rev Odontoestomatol 
REVISTA ODONTO-ESTOMATOLOGICA (Recife) 
* Rev Odontostomatol 
REVUE ODONTOSTOMATOLOGIE (Paris) 
Rev Odontoimplantol 
REVUE ODONTO-IMPLANTOLOGIQUE (Paris) 
Rev Odontol (Cordoba) 
REVISTA ODONTOLOGICA, FACULTAD de 
ODONTOLOGIA, UNIVERSIDAD NACIONAL de 
CORDOBA 
Rev Odontol Costa Rica 
REVISTA ODONTOLOGICA de COSTA RICA 
(San Jose) 
Rev Odontol Ecuat 
REVISTA ODONTOLOGICA ECUATORIANA (Guayaquil) 
Rev Odontostomatol Midi Fr 
REVUE d'ODONTO-STOMATOLOGIE du MIDI de la 
FRANCE (Bordeaux) 
Rev Otoneuroophtalmol 
REVUE d'OTO-NEURO-OPHTALMOLOGIE (Paris) 
* Rev Port Estomatol Cir Maxilofac 
REVISTA PORTUGUESA de ESTOMATOLOGIA e 
CIRURGIA MAXILOFACIALE (Lisboa) 
Rev Prat 
REVUE du PRATICIEN, d'INFORMATIONS 
PROFESSIONELLES (Paris) 
Rev Rhum Mal Osteoartic 
REVUE du RHUMATISME et des MALADIES 
OSTEO-ARTICULAIRES (Paris) 
Rev Roum Med Intern 
REVUE ROUMAINE de MEDECINE INTERNE 
(Bucuresti) 
Rev Roum Virol 
REVUE ROUMAINE de VIROLOGIE (Bucuresti) 
Rev Sci Instrum 
REVIEW of SCIENTIFIC INSTRUMENTS (New York) 
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Rev Sesda 
REVUE du SESDA (Dakar) 
Rev Soc Argent Biol 
REVISTA de la SOCIEDAD ARGENTINA de BIOLOGIA 
(Buenos Aires) 
Rev Stomatol Chir Maxillofac 
REVUE de STOMATOLOGIE et de CHIRURGIE 
MAXILLO-FACIALE (Paris) 
Riv Istochim Norm Patol 
RIVISTA di ISTOCHIMICA NORMALE e PATOLOGICA 
(Milano) 
Riv Ital Stomatol 
RIVISTA ITALIANA di STOMATOLOGIA (Venezia) 
Riv Neurol 
RIVISTA di NEUROLOGIA (Napoli) 
RN 
R.N. (Oradel, N. J.) 
Rocky Mt Med J 
ROCKY MOUNTAIN MEDICAL JOURNAL (Denver) 
Rocz Akad Med Bialymstoku 
ROCZNIKI AKADEMII MEDYCZNEJ imienia JULIANA 
MARCHLEWSKIEGO w BIALYMSTOKU 
Rocz Panstw Zakl Hig 
ROCZNIKI PANSTWOWEGO ZAKLADU HIGIENY 
(Warszawa) 
Rozhl Chir 
ROZHLEDY v CHIRURGI (Praha) 


S Afr J Med Sci 
SOUTH AFRICAN JOURNAL of MEDICAL SCIENCES 
(Johannesburg) 
S Afr Med J 
SOUTH AFRICAN MEDICAL JOURNAL (Cape Town) 
SAAD Dig 
SAAD DIGEST; SOCIETY for the ADVANCEMENT of 
ANAESTHESIA in DENTISTRY (London) 
Sairaanh Vuosik 
SAIRAANHOIDON VUOSIKIRJA (Helsinki) 
SC Dent J 
SOUTH CAROLINA DENTAL JOURNAL (Columbia) 
Scand J Dent Res 
SCANDINAVIAN JOURNAL of DENTAL RESEARCH 
(Kobenhavn) 
Scand J Gastroenterol 
SCANDINAVIAN JOURNAL of GASTROENTEROLOGY 
(Oslo) 
Scand J Infect Dis 
SCANDINAVIAN JOURNAL of INFECTIOUS DISEASES 
(Stockholm) 
Scand J Plast Reconstr Surg 
SCANDINAVIAN JOURNAL of PLASTIC and 
RECONSTRUCTIVE SURGERY (Stockholm) 
Scand J Psychol 
SCANDINAVIAN JOURNAL of PSYCHOLOGY 
(Stockholm) 
Scand J Rheumatol 
SCANDINAVIAN JOURNAL of RHEUMATOLOGY 
(Stockholm) 
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Sch Dent Serv Gaz NZ Stomatologia (Athenai) 

SCHOOL DENTAL SERVICE GAZETTE, NEW STOMATOLOGIA (Athenai) 

ZEALAND (Wellington) Stomatologia (Bucur) 
Schweiz Med Wochenschr STOMATOLOGIA (Bucuresti) 

SCHWEIZERISCHE MEDIZINISCHE WOCHENSCHRIFT Stomatologiia (Mosk) 

(Basel) STOMATOLOGIIA (Moskva) 
Schweiz Monatsschr Zahnheilkd Stomatologiia (Sofiia) 

SCHWEIZERISCHE MONATSSCHRIFT fur STOMATOLOGIIA £(Sofiia) 

ZAHNHEILKUNDE (Zurich) Strahlentherapie 
Sci Educ Bull STRAHLENTHERAPIE (Munchen) 

SCIENTIFIC and EDUCATIONAL BULLETIN; Stud Cercet Inframicrobiol 

INTERNATIONAL COLLEGE of DENTISTS STUDI si CERCETARI de INFRAMICROBIOLOGIE 

(Minneapolis) (Bucuresti) 
Science Stud Cercet Virusol 

SCIENCE (Washington) STUDII si CERCETARI de VIRUSOLOGIE (Bucuresti) 
SDA Dent Sud Med Ekspert 

SDA DENTIST (Loma Linda) SUDEBNO-MEDITSINSKAIA EKSPERTIZA (Moskva) 
Sel Odontol (Sao Paulo) *Suom Hammaslaak Toim 

SELECOES ODONTOLOGICAS (Sao Paulo) SUOMEN HAMMASLAAKARISEURAN TOIMITUKSIA 
Sem Hop Paris (Hels inki) 

SEMAINE des HOPITAUX de PARIS changed to PROCEEDINGS of the FINNISH DENTAL 
Semin Hematol SOCIETY (Helsinki) 

SEMINARS in HEMATOLOGY (New York) Surg Clin North Am 


Semin Roentgenol SURGICAL CLINICS of NORTH AMERICA (Philadelphia) 
SEMINARS in ROENTGENOLOGY (New York) Surg Gynecol Obstet 


Shikwa Gaku SURGERY, GYNECOLOGY and OBSTETRICS (Chicago) 
SHIKWA GAKUHO (Tokyo) Surgery 
title in English: JOURNAL of the TOKYO DENTAL SURGERY (St. Louis) 
COLLEGE SOCIETY * Sven Tandlak Tidskr 


Soc Esp Ortod Actas SVENSK TANDLAKARE-TIDSKRIFT (Stockholm) 
SOCIEDAD ESPANOLA de ORTODONCIA; ACTAS Sygeplejersken 
(Barcelona) SYGEPLEJERSKEN (Copenhagen) 

Soc Odontostomatol Nord Est Rev Ann Symp Soc Dev Biol 
SOCIETE ODONTO STOMATOLOGIQUE du SYMPOSIUM of the SOCIETY for DEVELOPMENTAL 
NORD-EST; REVUE ANNUELLE (Nancy) BIOLOGY (New York) 

Soins 


SOINS (Paris) 
South Med J Tandlaegebladet 
SOUTHERN MEDICAL JOURNAL (Birmingham) TANDLAEGEBLADET (Kobenhavn) 
Southeast Asian J Trop Med Public Health Tandlakartidningen 
SOUTHEAST ASIAN JOURNAL of TROPICAL TANDLAKARTIDNINGEN (Stockholm) 
MEDICINE and PUBLIC HEALTH (Bangkok) Tandteknikern 
Sov J Dev Biol TANDTEKNIKERN (Uppsala) 
SOVIET JOURNAL of DEVELOPMENTAL BIOLOGY Temas Odontol 
(New York) TEMAS ODONTOLOGICOS (Medellin) 
Sov Zdravookhr Temple Dent Rev 
SOVETSKOE ZDRAVOOKHRANENIE (Moskva) TEMPLE DENTAL REVIEW (Philadelphia) 
Sov Zdravookhr Kirg Teratology 
SOVETSKOE ZDRAVOOKHRANENIE KIRGIZII (Frunze) TERATOLOGY; JOURNAL of ABNORMAL 
Srp Arh Celok Lek DEVELOPMENT (Philadelphia) 
SRPSKI ARHIV za CELOKUPNO LEKARSTVO (Beograd) Tex Dent J 
Stain Technol TEXAS DENTAL JOURNAL (Austin) 
STAIN TECHNOLOGY (Baltimore) Tex Med ‘ 
Steroids Lipids Res TEXAS MEDICINE (Austin) 
STEROIDS and LIPIDS RESEARCH (Basel) Tex Rep Biol Med 
Stoma (Heidelb) TEXAS REPORTS on BIOLOGY and MEDICINE 
STOMA (Heidelberg) (Galveston) 
Stoma (Thessalonike) Ther Umsch 
STOMA (Thessalonike) THERAPEUTISCHE UMSCHAU (Bern) 
Stomatol Glas Srb 
STOMATOLOSKI GLASNIK SRBIJE (Beograd) 
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Therapeutique 
THERAPEUTIQUE (Paris) 

Therapie 
THERAPIE (Paris) 

Tic 
TIC; TICONIUM (Albany) 

Tid Tann 
TIDENS TANN (Oslo) 

Tidsskr Nor Laegeforen 
TIDSSKRIFT for den NORSKE LAEGEFORENING (Oslo) 

Tidsskr Prakt Tandlaeg 
TIDSSKRIFT for PRAKTISERENDE TANDLAEGER 
(Kobenhavn) 

Tidskr Sver Sjukskot 
TIDSKRIFT for SVERIGES SJUKSKOTERSKOR 
(Stockholm) 

Tijdschr Ziekenverpl 
TIJDSCHRIFT voor ZIEKENVERPLEGING 
(Amsterdam) 

Timarit Hjukrunarfel Isl 
TIMARIT HJUKRUNARFELAGS ISLANDS (Reykjavik) 

Tissue Cell 
TISSUE and CELL (London) 

Tohoku J Exp Med 
TOHOKU JOURNAL of EXPERIMENTAL MEDICINE 
(Sendai) 

Toxicol Appl Pharmacol 
TOXICOLOGY and APPLIED PHARMACOLOGY 
(New York) 

Trans Am Acad Ophthalmol Otolaryngol 
TRANSACTIONS of the AMERICAN ACADEMY of 
OPHTHALMOLOGY and OTOLARYNGOLOGY 
(Rochester, Minn.) 

Trans Am Ophthalmol Soc 
TRANSACTIONS of the AMERICAN 
OPHTHALMOLOGICAL SOCIETY (New York) 

Trans Aust Coll Ophthalmol 
TRANSACTIONS of the AUSTRALIAN COLLEGE of 
OPHTHALMOLOGISTS and of the 
OPHTHALMOLOGICAL SOCIETY of NEW ZEALAND 
(Sydney) 

Trans Br Soc Study Orthod 
TRANSACTIONS of the BRITISH SOCIETY for the 
STUDY of ORTHODONTICS (London) 

Trans Congr Int Assoc Oral Surg 
TRANSACTIONS CONGRESS of the INTERNATIONAL 
ASSOCIATION of ORAL SURGEONS 
(Trans Int Conf Oral Surg appears in this Index 
under this title) 

Trans Eur Orthod Soc 
TRANSACTIONS of the EUROPEAN ORTHODONTIC 
SOCIETY 


* Trans Int Conf Oral Surg 


TRANSACTIONS of the INTERNATIONAL 
CONFERENCE on ORAL SURGERY (London) 

(The 1971 Conference was published in 1973 and 
appears in the Index as Trans Congr Int Assoc Oral 
Surg. The date of the 1968 Conference is given as 
1970 in the 1971 Index) 


Trans Ophthalmol Soc UK 
TRANSACTIONS of the OPHTHALMOLOGICAL 
SOCIETIES of the UNITED KINGDOM 
Trans R Soc Trop Med Hyg 
TRANSACTIONS of the ROYAL SOCIETY of 
TROPICAL MEDICINE and HYGIENE (London) 
Transplant Proc 
TRANSPLANTATION PROCEEDINGS (New York) 
Transplantation 
TRANSPLANTATION (Baltimore) 
Trib Odontol (B Aires) 
TRIBUNA ODONTOLOGICA (Buenos Aires) 
Trib Odontol (Guanabara) 
TRIBUNA ODONTOLOGICA do SINDICATO dos 
ODONTOLOGISTAS do ESTADO da GUANABARA 
Trop Dis Bull 
TROPICAL DISEASES BULLETIN (London) 
Trop Doct 
TROPICAL DOCTOR (London) 
Trop Geogr Med 
TROPICAL and GEOGRAPHICAL MEDICINE (Haarlem) 
Tsitologiia 
TSITOLOGIIA (Moskva) 
Tufts Health Sci Rev 
TUFTS HEALTH SCIENCE REVIEW (Boston) 
Tumori 
TUMORI (Milano) 
Turk J. Pediat 
TURKISH JOURNAL of PEDIATRICS (Ankara) 


UCLA Forum Med Sci 
UCLA FORUM in MEDICAL SCIENCES (Berkeley) 
Ugeskr Laeger 
UGESKRIFT for LAEGER (Kobenhavn) 
Ultrasonics 
ULTRASONICS (London) 
Union Med Can 
UNION MEDICALE du CANADA (Montreal) 
Univ Newcastle Tyne Med Gaz 
UNIVERSITY of NEWCASTLE UPON TYNE MEDICAL 
GAZETTE 
Univ Toronto Undergrad Dent J 
UNIVERSITY of TORONTO UNDERGRADUATE 
DENTAL JOURNAL 
Ups J Med Sci 
UPSALA JOURNAL of MEDICAL SCIENCES 
US Navy Med 
U.S. NAVY MEDICINE (Washington) 
Usp Fiziol Nauk 
USPEKHI FIZIOLOGICHESKIKH NAUK (Moskva) 
Usp Sovrem Biol 
USPEKHI SOVREMENNOI BIOLOGII (Moskva) 


Va Dent J 


VIRGINIA DENTAL JOURNAL (Richmond) 
Va Med Mon 


VIRGINIA MEDICAL MONTHLY (Richmond) 
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Verh Anat Ges 
VERHANDLUNGEN der ANATOMISCHEN 
GESELLSCHAFT; Ergaenzungsheft zum 
ANATOMISCHEN ANZEIGER (Jena) 
Verh Dtsch Ges Inn Med 
VERHANKLUNGEN der DEUTSCHEN GESELLSCHAFT 
fur INNERE MEDIZIN (Munchen) 
Vestn Dermatol Venerol 
VESTNIK DERMATOLOGII i VENEROLOGII (Moskva) 
Vestn Khir 
VESTNIK KHIRURGII imeni I.1. GREKOVA (Moskva) 
Vestn Otorinolaringol 
VESTNIK OTO-RINO- LARINGOLOGI (Moskva) 
Vestn Rentgenol Radiol 
VESTNIK RENTGENOLOGI i RADIOLOGII (Moskva) 
Vet Clin N Amer 
VETERINARY CLINICS of NORTH AMERICA 
(Philadelphia) 
Vet Med (Praha) 
VETERINARNI MEDICINA (Praha) 
Vet Med Small Anim Clin 
VETERINARY MEDICINE-SMALL ANIMAL CLINICIAN 
(Kansas City, Mo.) 
Vet Rec 
VETERINARY RECORD (London) 
Vie Med Can Fr 
VIE MEDICALE au CANADA FRANCAIS (Quebec) 
Virchows Arch [Pathol Anat) 
VIRCHOWS ARCHIV; ABTEILUNG A: PATHOLOGISCHE 
ANATOMIE (Berlin) 
Virology 
VIROLOGY (New York) 
Vital Health Stat 
VITAL and HEALTH STATISTICS; NATIONAL 
CENTER for HEALTH STATISTICS (Washington) 
Voen Med Zh 
VOENNO-MEDITSINSKI. ZHURNAL (Moskva) 
Vojnosanit Pregl 
VOJNOSANITETSKI PREGLED (Beograd) 
Vopr Med Khim 
VOPROSY MEDITSINSKOI KHIMII (Moskva) 
Vopr Neirokhir 
VOPROSY NEIROKHIRURGII (Moskva) 
Vopr Okhr Materin Det 
VOPROSY OKHRANY MATERINSTVA i DETSTVA 
(Moskva) 
Vopr Onkol 
VOPROSY ONKOLOGI (Leningrad) 
Vopr Pitan 
VOPROSY PITANIIA (Moskva) 
Vopr Virusol 
VOPROSY VIRUSOLOGI (Moskva) 
Vox Sang 
VOX SANGUINIS (Basel) 
Vrach Delo 
VRACHEBNOE DELO (Kiev) 
Vutr Boles 
VUTRESHNI BOLESTI (Sofiia) 


W Va Dent J 
WEST VIRGINIA DENTAL JOURNAL (Charleston) 
West Afr Med J 
WEST AFRICAN MEDICAL JOURNAL (Ibadan) 
WHO Techn Rep Ser 
WORLD HEALTH ORGANIZATION TECHNICAL 
REPORT SERIES (Geneve) 
Wiad Lek 
WIADOMOSCI LEKARSKIE (Warszawa) 
Wiad Parazytol 
WIADOMOSCI PARAZYTOLOGICZNE (Wroclaw) 
Wien Klin Wochenschr 
WIENER KLINISCHE WOCHENSCHRIFT 
Wien Med Wochenschr 
WIENER MEDIZINISCHE WOCHENSCHRIFT 


Yonsei Med J 
YONSEI MEDICAL JOURNAL (Seoul) 


Z Aerztl Fortbild (Jena) 
ZEITSCHRIFT fur AERZTLICHE FORTBILDUNG 
(Jena) 
Z Allgemeinmed 
ZEITSCHRIFT fur ALLGEMEINMEDIZIN; der 
LANDARZT (Stuttgart) 
Z Alternsforsch 
ZEITSCHRIFT fur ALTERNSFORSCHUNG (Dresden) 
Z Anat Entwicklungsgesch 
ZEITSCHRIFT fur ANATOMIE und 
ENTWICKLUNGSGESCHICHTE (Berlin) 
Erkr Atmungsorgane 
ZEITSCHRIFT fur ERKRANKUNGEN der 
ATMUNGSORGANE mit FOLIA BRONCHOLOGICA 
(Leipzig) 
Z Exp Chir 
ZEITSCHRIFT fur EXPERIMENTELLE CHIRURGIE 
(Berlin) 
Gastroenterol 
ZEITSCHRIFT fur GASTROENTEROLOGIE (Munchen) 
Geburtshilfe Perinatol 
ZEITSCHRIFT fur GEBURTSHILFE und 
PERINATOLOGIE (Stuttgart) 
Gesamte Hyg 
ZEITSCHRIFT fur die GESAMTE HYGIENE und IHRE 
GRENZGEBIETE (Berlin) 
Gesamte Inn Med 
ZEITSCHRIFT fur die GESAMTE INNERE MEDIZIN 
und IHRE GRENZGEBIETE (Leipzig) 
Haut Geschlechtskr 
ZEITSCHRIFT fur HAUT- und 
GESCHLECHTS-KRANKHEITEN (Berlin) 
Z Kardiol 
ZEITSCHRIFT fur KARDIOLOGIE (Darmstadt) 
Z Kinderheilkd 
ZEITSCHRIFT fur KINDERHEILKUNDE (Berlin) 
Z Laryngol Rhinol Otol 
ZEITSCHRIFT fur LARYNGOLOGIE, RHINOLOGIE, 
OTOLOGIE und IHRE GRENZGEBIETE (Stuttgart) 
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Mikrosk Anat Forsch 
ZEITSCHRIFT fur MIKROSKOPISCH- ANATOMISCHE 
FORSCHUNG (Leipzig) 
Morphol Anthropol 
ZEITSCHRIFT fur MORPHOLOGIE und 
ANTHROPOLOGIE (Stuttgart) 
Neurol 
ZEITSCHRIFT fur NEUROLOGIE (Berlin) 
Physiother 
ZEITSCHRIFT fur PHYSIOTHERAPIE (Leipzig) 
Rechtsmed 
ZEITSCHRIFT fur RECHTSMEDIZIN (Berlin) 
Rheumaforsch 
ZEITSCHRIFT fur RHEUMAFORSCHUNG (Darmstadt) 
Tierphysiol 
ZEITSCHRIFT fur TIERPHYSIOLOGIE, 
TIERERNAHRUNG und FUTTERMITTELKUNDE 
(Hamburg) 
Zellforsch Mikrosk Anat 
ZEITSCHRIFT fur ZELLFORSCHUNG und 
MIKROSKOPISCHE ANATOMIE (Berlin) 
Zahnaerztl Mitt 
ZAHNAERZTLICHE MITTEILUNGEN (Koln) 
Zahnaerztl Prax 
ZAHNAERZTLICHE PRAXIS (Munchen) 
Zahnarzt 
ZAHNARZT (Munchen) 
Zahntechnik (Berl) 
ZAHNTECHNIK (Berlin) 
Zahntechnik (Zur) 
ZAHNTECHNIK (Zurich) 


Zdrav Prac 
ZDRAVOTNICKA PRACOVNICE (Czechoslavakia) 
Zdravookhr Ross Fed 
ZDRAVOOKHRANENIE ROSSIISKOI FEDERATSII 
(Moskva) 
Zentralbl Allg Pathol 
ZENTRALBLATT fur ALLGEMEINE PATHOLOGIE 
und PATHOLOGISCHE ANATOMIE (Jena) 
Zentralbl Bakteriol (Orig 8 
ZENTRALBLATT fur BAKTERIOLOGIE, PARASITEN- 
KUNDE, INFEKTIONSKRANKHEITEN und HYGIENE; 
ERSTE ABTEILUNG: ORIGINALE, REIHE B: 
HYGIENE, PRAEVENTIVE MEDIZIN (Stuttgart) 
Zentralbl Chir 
ZENTRALBLATT fur CHIRURGIE (Leipzig) 
Zentralbl Gynaekol 
ZENTRALBLATT fur GYNAEKOLOGIE (Leipzig) 
Zh Mikrobiol Epidemiol Immunobiol 
ZHURNAL MIKROBIOLOGI, EPIDEMIOLOGT i 
IMMUNOBIOLOGI (Moskva) 
Zh Nevropatol Psikhiatr 
ZHURNAL NEVROPATOLOGI i PSIKHIATRII imeni 
S.S. KORSAKOVA (Moskva) 
Zh Ushn Nos Gor] Bolezn 
ZHURNAL USHNYKH, NOSOVYKH i GORLOVYKH 
BOLEZNEI (Kiev) 


* ZWR 


ZWR; ZAHNAERZTLICHE WELT, ZAHNAERZTLICHE 
RUNDSCHAU, ZAHNAERZTLICHE REFORM 


(Heidelberg) 


. 


DENTAL SUBJECT HEADINGS 


Alphabetical listing 


For a complete list of medical subject headings, users are 
referred to Medical Subject Headings, Main Headings and Cross 
References used in Index Medicus and National Library of 
Medicine Catalog. An * indicates a new heading. 


ABSCESS, PERIAPICAL see PERIAPICAL ABSCESS 
ABSCESS, PERIODONTAL see under PERIODONTITIS 
ABUTMENTS, DENTAL 
ACRYLIC RESINS 
XR Crowns 
XR Dental materials 
XR Dental restoration, permanent 
XR Inlays 
XR Tooth, artificial 
ADAMANTINOMA see AMELOBLASTOMA 
AGE DETERMINATION BY TEETH 
ALVEOLALGIA see DRY SOCKET 
ALVEOLAR ABSCESS see PERIAPICAL ABSCESS 
ALVEOLAR PROCESS 
see also related 
Dental arch 
ALVEOLECTOMY 
ALVEOLOPLASTY 
see also related 
Denture, complete, immediate 
AMELOBLASTOMA 
X Adamantinoma 
AMELOBLASTS 
XR Dental enamel 
AMELOGENESIS 
XR Dental enamel 
AMELOGENESIS IMPERFECTA 
AMERICAN DENTAL ASSOCIATION 
ANESTHESIA, DENTAL 
ANODONTIA 
X Hypodontia 
ANTRUM OF HIGHMORE see MAXILLARY SINUS 
APHTHAE see STOMATITIS, APHTHOUS 
APICOECTOMY 
see also related 
Tooth root 
ARTICULATION AND OCCLUSION see under DENTAL 
OCCLUSION 


ARTICULATORS, DENTAL see under DENTAL 
EQUIPMENT 

ATTRITION, DENTAL see TOOTH ABRASION 

AVIATION DENTISTRY 


BEGG TECHNIC see under ORTHODONTICS, CORRECTIVE 
BEHCET'S SYNDROME 
X Triple symptom complex 
BELL'S PALSY see FACIAL PARALYSIS 
BICUSPID 
X Premolar 
BITE REGISTRATION see under JAW RELATION RECORD 
BITES, HUMAN 
BONDING, DENTAL 
XR Dental materials 
XR Orthodontic appliances 
BRIDGEWORK see DENTURE, PARTIAL 
BRUXISM 
BUCCA see CHEEK 
BURNING MOUTH SYNDROME 


CANINE TOOTH see CUSPID 
CANKER SORE see under STOMATITIS, APHTHOUS 
CARIOGENIC AGENTS 
CARIOSTATIC AGENTS 
see also related 
Fluoridation 
CEMENTOBLASTS see under DENTAL CEMENTUM 
*CEMENTOMA 
CEMENTUM see DENTAL CEMENTUM 
CENTRIC RELATION see under DENTAL OCCLUSION, 
CENTRIC 
CEPHALOMETRY 
XU Odontometry 
XR Maxillofacial development 
CHEEK 
X Bucca 
CHEEK BONE see under ZYGOMA 
CHEILITIS 
XU Puente's disease 
CHERUBISM 
CHEWING see MASTICATION 
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CHIN DENTAL CASTING INVESTMENT 
XR Mandible XR Inlays 


CHONDROECTODERMAL DYSPLASIA see ELLIS-VAN DENTAL CASTING TECHNIC 


CREVELD SYNDROME DENTAL CAVITY LINING 
CHORDA TYMPANI NERVE DENTAL CAVITY PREPARATION 
CLEFT LIP DENTAL CEMENTS 


X Harelip DENTAL CEMENTUM 
CLEFT PALATE X Cementum 


CLEFT PALATE PROSTHESIS XU Cementoblasts 
XU Obturators DENTAL CLINICS 
CLEIDOCRANIAL DYSOSTOSIS X Clinics, dental 
X Dysostosis, cleidocranial DENTAL DEPOSITS 
CLINICS, DENTAL see DENTAL CLINICS DENTAL DEVICES, HOME CARE 
COMMUNITY DENTISTRY see under PUBLIC HEALTH DENTAL ENAMEL 
DENTISTRY see also related 
COMPOSITE RESINS Ameloblasts 
XR Dental restoration, permanent Amelogenesis 
*COMPREHENSIVE DENTAL CARE X Enamel 
COSTEN'S SYNDROME see TEMPORAMANDIBULAR JOINT DENTAL ENAMEL HYPOPLASIA 
SYNDROME DENTAL ENAMEL PERMEABILITY see under TOOTH 
CRACKED TOOTH SYNDROME see under TOOTH PERMEABILITY 
FRACTURES DENTAL ENAMEL PROTEINS 
CRANIOFACIAL DYSOSTOSIS DENTAL ENAMEL SOLUBILITY 
X Dysostosis, craniofacial DENTAL EQUIPMENT 
XU Crouzon's disease XU Articulators, dental 
XU Hypertelorism DENTAL FACILITIES 
CRIMINAL INVESTIGATION see under FORENSIC XR Hospital dental service 
DENTISTRY DENTAL FISTULA 
CROUZON'S DISEASE see under CRANIOFACIAL DENTAL FOCAL INFECTION see FOCAL INFECTION, 
DYSOSTOSIS DENTAL 
CROWNS DENTAL GRANULOMA see GRANULOMA, PERIAPICAL 
see also related DENTAL HEALTH SURVEYS 
Acrylic resins DENTAL HIGH SPEED EQUIPMENT 
Dental porcelain DENTAL HIGH SPEED TECHNIC 
XU Jacket crowns DENTAL HYGIENISTS 
CRYING CAT SYNDROME XU Dental nurse 
CUSPID DENTAL IMPLANTATION 
X Canine tooth X Dental prosthesis, surgical 
DENTAL IMPRESSION MATERIALS 


DENTAL IMPRESSION TECHNIC 
DE LANGE'S SYNDROME DENTAL INSTRUMENTS 


DECAYED, MISSING, AND FILLED TEETH see under DMF DENTAL MATERIALS 
INDEX DENTAL MODELS 
DEGLUTITION DENTAL NURSE see under DENTAL HYGIENISTS 


X Swallowing DENTAL OCCLUSION 


*DENTAL ALLOYS Jaw relation record 
DENTAL AMALGAM XU Articulation and occlusion 
XR Dental restoration, permanent XU Gnathosonics 
DENTAL ARCH XU Occlusal plane 
XR Alveolar process XR Malocclusion 
XR Jaw DENTAL OCCLUSION, BALANCED 
DENTAL ASSISTANTS XU Occlusal equilibration 
DENTAL CALCULUS DENTAL OCCLUSION, CENTRIC 
XR Dental prophylaxis XU Centric relation 
*DENTAL CARE DENTAL OCCLUSION, TRAUMATIC 
DENTAL CARE PLANS see under INSURANCE, DENTAL DENTAL OFFICES 
DENTAL CARIES DENTAL PAPILLA see under TOOTH GERM 
DENTAL CARIES ACTIVITY TESTS DENTAL PINS 
DENTAL CARIES SUSCEPTIBILITY DENTAL PLAQUE 
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DENTAL PORCELAIN DENTAL TECHNICIANS 
XU Porcelain DENTICLE see under DENTAL PULP CALCIFICATION 
XR Crowns DENTIFRICES 
XR Dental restoration, permanent XU Toothpaste 
XR Inlays DENTIGEROUS CYST 
XR Tooth, artificial DENTIN 
DENTAL PROPHYLAXIS see also related 
see also related Odontoblasts 
Dental calculus Odontoclasts 


Materia alba DENTIN DYSPLASIA 


DENTAL PROSTHESIS DENTIN PERMEABILITY see under TOOTH PERMEABILITY 
DENTAL PROSTHESIS DESIGN DENTIN, SECONDARY 


DENTAL PROSTHESIS REPAIR DENTIN SENSITIVITY 
DENTAL PROSTHESIS, SURGICAL see DENTAL DENTIN SOLUBILITY 


IMPLANTATION DENTINOGENESIS 
DENTAL PULP DENTINOGENESIS IMPERFECTA 
see also related X Hereditary opalescent dentin 
Endodontics DENTIST-PATIENT RELATIONS 
XR Pulpectomy DENTISTRY 
XR Pulpotomy DENTISTRY, OPERATIVE 
DENTAL PULP AUTOLYSIS DENTISTS 
DENTAL PULP CALCIFICATION DENTISTS, WOMEN 
XU Dentjcle DENTITION 
DENTAL PULP CAPPING XR Tooth 
DENTAL PULP CAVITY XR Tooth, deciduous 
XU Pulp canal DENTITION, MIXED 
XU Pulp chamber DENTURE BASES 
DENTAL PULP DEVITALIZATION DENTURE, COMPLETE 


XU Dental pulp mummification see also related 
XU Devitalized tooth Mouth, edentulous 
XU Tooth, devitalized DENTURE, COMPLETE, IMMEDIATE 
DENTAL PULP DISEASES XR Alveoloplasty 
see also related DENTURE, COMPLETE, LOWER 
Endodontics DENTURE, COMPLETE, UPPER 


XR Endodontics DENTURE LINERS 
DENTAL PULP EXPOSURE DENTURE, PARTIAL 


DENTAL PULP GANGRENE X Bridgework 
X Pulp necrosis DENTURE, PARTIAL, FIXED 
DENTAL PULP MUMMIFICATION see under DENTAL DENTURE, PARTIAL, IMMEDIATE 
PULP DEVITALIZATION DENTURE, PARTIAL, REMOVABLE 
DENTAL PULP TEST DENTURE, PARTIAL, TEMPORARY 
XR Endodontics DENTURE, PRECISION ATTACHMENT 
DENTAL RECORDS DENTURE REBASING 
DENTAL RESTORATION, PERMANENT X Denture relining 

see also related DENTURE RELINING see DENTURE REBASING 
Acrylic resins DENTURE RETENTION 
Composite resins DENTURE STABILITY 
Dental amalgam DEVITALIZED TOOTH see under DENTAL PULP 
Dental porcelain DEVITALIZATION 
Silicate cement DIAGNOSIS, ORAL 

XU Fillings, dental XR Mouth diseases 

DENTAL RESTORATION, TEMPORARY XR Oral health 

see also related DIASTEMA 
Gutta- percha *DIET, CARIOGENIC 
Zinc oxide-eugenol cement DICTIONARIES, DENTAL 
Zinc phosphate cement DISLOCATION, TOOTH see TOOTH LUXATION 

XU Fillings, dental DMF INDEX 

DENTAL SAC see under TOOTH GERM XU Decayed, missing, and filled teeth 
*DENTAL STAFF DOCUMENTATION 
DENTAL STRESS ANALYSIS XU Literature, dental 
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DRY SOCKET 
see also related 
Tooth extraction 
X Alveolalgia 
DYSOSTOSIS, CLEIDOCRANIAL see CLEIDOCRANIAL 
DYSOSTOSIS 
DYSOSTOSIS, CRANIOFACIAL see CRANIOFACIAL 
DYSOSTOSIS 
DYSPHAGIA see under DEGLUTITION DISORDERS 
DYSTROPHIA BREVICOLLIS CONGENITA see KLIPPEL- 
FEIL SYNDROME 


ECONOMICS, DENTAL 
EDUCATION, DENTAL 
XR Health education, dental 
EDUCATION, DENTAL, CONTINUING 
XU Education, dental, postgraduate 
EDUCATION, DENTAL, GRADUATE 
XU Education, dental, postgraduate 
EDUCATION, DENTAL, POSTGRADUATE see under 
EDUCATION, DENTAL, CONTINUING; EDUCATION, 
DENTAL, GRADUATE 
EDUCATION, PREDENTAL 
ELECTROGALVANISM, INTRAORAL 
ELLIS- VAN CREVELD SYNDROME 
X Chondroectodermal dysplasia 
ENAMEL see DENTAL ENAMEL 
ENAMEL CUTICLE 
ENAMEL ORGAN see under TOOTH GERM 
ENDODONTIC ENDOSSEOUS IMPLANTATION 
ENDODONTICS 
see also related 
Dental pulp diseases 
Dental pulp test 
Tooth discoloration 
XR Dental pulp 
XR Dental pulp diseases 
EPITHELIAL ATTACHMENT see under PERIODONTIUM 
ESTHETICS, DENTAL 
ETHICS, DENTAL 
EXODONTICS see TOOTH EXTRACTION 
EXOSTOSES, ORAL see under JAW ABNORMALITIES 
EYE, ARTIFICIAL 


FACE 
FACIAL BONES 
FACIAL HEMIATROPHY 
XU Romberg's disease 
FACIAL INJURIES 
FACIAL MUSCLES 
FACIAL NEOPLASMS 
FACIAL NERVE 
FACIAL NEURALGIA 
FACIAL PARALYSIS 
X Bell's palsy 
FACULTY, DENTAL 
FEES, DENTAL 
FIBROMATOSIS GINGIVAE 


FILLINGS, DENTAL see under DENTAL RESTORATION, 
PERMANENT; DENTAL RESTORATION, TEMPORARY 
FINGERSUCKING 
XU Thumbsucking 
FISSURAL CYST see under NONODONTOGENIC CYSTS 
FLUORIDATION 
XR Cariostatic agents 
FLUORIDES, TOPICAL 
XR Preventive dentistry 
FLUOROSIS, ENDEMIC DENTAL see under MOTTLED 
ENAMEL 
FOCAL INFECTION, DENTAL 
X Dental focal infection 
FORENSIC DENTISTRY 
XU Identification, medicolegal 
FORMULARIES, DENTAL 
FUSED TEETH see under TOOTH ABNORMALITIES 
FUSOSPIROCHETOSIS see GINGIVITIS, NECROTIZING, 
ULCERATIVE 


GAGGING 

GENERAL PRACTICE, DENTAL 

GEOGRAPHIC TONGUE see GLOSSITIS, BENIGN 
MIGRATORY 

GERIATRIC DENTISTRY 

GINGIVA 
X Gums 

GINGIVAL CURETTAGE see SUBGINGIVAL CURETTAGE 

GINGIVAL CYST see under ODONTOGENIC CYSTS 

GINGIVAL DISEASES 
X Gingivosis 

GINGIVAL EXUDATE 

GINGIVAL HEMORRHAGE see under HEMORRHAGE, ORAL 

GINGIVAL HYPERPLASIA 

GINGIVAL HYPERTROPHY 

GINGIVAL NEOPLASMS 

GINGIVAL POCKET see under PERIODONTITIS 

GINGIVAL POLYPS 

GINGIVECTOMY 

GINGIVITIS 

*GINGIVITIS, NECROTIZING, ULCERATIVE 
X Fusospirochetosis 
X Stomatitis, ulcerative 
X Trench mouth 
X Vincent's infection 

GINGIVOPLASTY 

GINGIVOSIS see GINGIVAL DISEASES 

GLOBULOMAXILLARY CYST see under NONODONTOGENIC 
CYSTS 

GLOSSALGIA 
XU Glossodynia 

GLOSSECTOMY 
see also related 

Tongue 

GLOSSITIS 

GLOSSITIS AREATA EXFOLIATIVA see GLOSSITIS, 
BENIGN MIGRATORY 
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GLOSSITIS, BENIGN MIGRATORY 
X Geographic tongue 
X Glossitis areata exfoliativa 
GLOSSODYNIA see under GLOSSALGIA 
GNATHOSONICS see under DENTAL OCCLUSION 
GOLD ALLOYS 
XR Inlays 
GRANULOMA, LETHAL MIDLINE 
X Granuloma gangraenescens 
X Lethal midline granuloma 
GRANULOMA, PERIAPICAL 
X Dental granuloma 
GRANULOMA, REPARATIVE GIANT CELL 
X Epulis, giant cell 
GROUP PRACTICE, DENTAL 
GUMS see GINGIVA 
GUTTA-PERCHA 
XR Dental restoration, temporary 


HALITOSIS 
XR Mouth diseases 
HARELIP see CLEFT LIP 
HEALTH EDUCATION, DENTAL 
see also related 
Education, dental 
XR Preventive dentistry 
XR Public health dentistry 
HEMORRHAGE, ORAL 
XU Gingival hemorrhage 
HEREDITARY OPALESCENT DENTIN see DENTINOGENESIS 
IMPERFECTA 
HERPES LABIALIS 
HISTORY OF DENTISTRY 
HOSPITAL DENTAL SERVICE 
see also related 
Dental facilities 
HOSPITAL DENTAL STAFF 
HUTCHINSON'S TEETH 
HYPERCEMENTOSIS see under TOOTH DISEASES 
HYPERTELORISM see under CRANIOFACIAL DYSOSTOSIS 
HYPNOSIS, DENTAL 
HYPODONTIA see ANODONTIA 


IDENTIFICATION, MEDICOLEGAL see under FORENSIC 
DENTISTRY 
IMPLANTATION see DENTAL IMPLANTATION 
INCISOR 
INDUSTRIAL DENTISTRY 
INLAY CASTING WAX 
INLAYS 
see also related 
Acrylic resins 
Dental casting investment 
Dental porcelain 
Gold alloys 
INSURANCE, DENTAL 
XU Dental care plans 
XU Prepaid dental care 


INTERCEPTIVE ORTHODONTICS see under ORTHODONTICS, 
PREVENTIVE 


JACKET CROWNS see under CROWNS 
JAW 
see also related 
Dental arch 
Temporomandibular joint 
JAW ABNORMALITIES 
XU Exostoses, oral 
JAW DISEASES 
JAW FRACTURES 
JAW NEOPLASMS 
JAW RELATION RECORD 
XU Bite registration 
XR Dental occlusion 
JOURNALISM, DENTAL 


KLIPPEL-FEIL SYNDROME 
X Dystrophia brevicollis congenita 


LABIAL FRENUM 

LABORATORIES, DENTAL 

LEGISLATION, DENTAL 

LETHAL MIDLINE GRANULOMA see GRANULOMA, LETHAL 
MIDLINE 

LEUKOEDEMA, ORAL 

LEUKOPLAKIA, ORAL 

LIBRARIES, DENTAL 

LICENSURE, DENTAL 

LINGUAL FRENUM 

LINGUAL NERVE 

LIP 

LIP DISEASES 

LIP NEOPLASMS 

LITERATURE, DENTAL see under DOCUMENTATION 

LUDWIG'S ANGINA 


MACROGLOSSIA see under TONGUE *abnormalities 
MACROSTOMIA 
MALOCCLUSION 
see also related 
Dental occlusion 
Orthodontics, corrective 
MANDIBLE 
see also related 
Chin 
XU Torus mandibularis 
MANDIBULAR CONDYLE 
MANDIBULAR DISEASES 
MANDIBULAR FRACTURES 
MANDIBULAR INJURIES 
MANDIBULAR NEOPLASMS 
MANDIBULAR NERVE 
MANDIBULAR PROSTHESIS 
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MANDIBULAR REST POSITION see under VERTICAL 
DIMENSION 
MANDIBULOFACIAL DYSOSTOSIS 
X Treacher-Collins syndrome 
MASTICATION 
X Chewing 
XR Tooth 
MASTICATORY MUSCLES 
MATERIA ALBA 
XR Dental prophylaxis 
MAXILLA 
MAXILLARY ARTERY 
MAXILLARY DISEASES 
MAXILLARY FRACTURES 
MAXILLARY NEOPLASMS 
MAXILLARY NERVE 
MAXILLARY SINUS 
X Antrum of Highmore 
MAXILLOFACIAL DEVELOPMENT 
see also related 
Cephalometry 
MAXILLOFACIAL INJURIES 
MAXILLOFACIAL PROSTHESIS 
MEDIAN ANTERIOR MAXILLARY CYST see under 
NONODONTOGENIC CYSTS 
MEDIAN PALATINE CYST see under NONODONTOGENIC 
CYSTS 
MEDIAN RHOMBOID GLOSSITIS see under TONGUE 
*abnormalities 
MELKERSSON- ROSENTHAL SYNDROME 
MESIAL MOVEMENT OF TEETH see under TOOTH 
MIGRATION 
MICROGLOSSIA see under TONGUE ‘*abnormalities 
MICROGNATHISM 
MICROSTOMIA 
MIKULICZ' DISEASE 
MILITARY DENTISTRY 
MIXED SALIVARY GLAND TUMOR 
MOLAR 
MOLAR, FOURTH see under TOOTH, SUPERNUMERARY 
MONILIASIS, ORAL 
X Thrush 
MOTTLED ENAMEL 
XU Fluorosis, endemic dental 
MOUTH 
MOUTH ABNORMALITIES 
MOUTH BREATHING 
MOUTH DISEASES 
see also related 
Diagnosis, oral 
Halitosis 
Mouth rehabilitation 
Oral health 
XU Pachyderma oralis 
XR Oral health 
MOUTH, EDENTULOUS 
XR Denture, complete 
MOUTH MUCOSA 
MOUTH NEOPLASMS 


MOUTH PROTECTORS 
X Mouthpieces 
MOUTH REHABILITATION 
XR Mouth diseases 
XR Oral health 
XR Tooth diseases 
MOUTHPIECES see MOUTH PROTECTORS 
MOUTHWASHES 


NAIL BITING 
X Onychophagia 
NASOALVEOLAR CYST see under NONODONTOGENIC 
CYSTS 
NASOPALATINE CYST see under NONODONTOGENIC 
CYSTS 
NATAL TEETH see under TOOTH, DECIDUOUS 
NEOPLASMS, DENTAL TISSUE 
NOMA 
X Stomatitis, gangrenous 
NONODONTOGENIC CYSTS 
XU Fissural cyst 
XU Globulomaxillary cyst 
XU Median anterior maxillary cyst 
XU Median palatine cyst 
XU Nasoalveolar cyst 
XU Nasopalatine cyst 


OBTURATORS see under CLEFT PALATE PROSTHESIS 
OCCLUSAL EQUILIBRATION see under DENTAL 
OCCLUSION, BALANCED 
OCCLUSAL PLANE see under DENTAL OCCLUSION 
ODONTOBLASTS 
XR Dentin 
ODONTOCLASTS 
XR Dentin 
ODONTOGENESIS 
XR Tooth 
XR Tooth germ 
ODONTOGENESIS IMPERFECTA 
ODONTOGENIC CYSTS 
XU Gingival cyst 
XU Primordial cyst 
XU Residual cyst 
ODONTOGENIC TUMOR 
XU Odontoma 
ODONTOMA see under ODONTOGENIC TUMOR 
*ODONTOMETRY 
ONYCHOPHAGIA see NAIL BITING 
ORAL HEALTH 
see also related 
Dental health surveys 
Diagnosis, oral 
DMF index 
Mouth diseases 
Mouth rehabilitation 
XR Mouth diseases 
*ORAL HYGIENE 
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ORAL MANIFESTATIONS 
ORAL SUBMUCOUS FIBROSIS 
OROANTRAL FISTULA 
OROFACIODIGITAL SYNDROME 
ORTHODONTIC APPLIANCES 

see also related 

Bonding, dental 

ORTHODONTIC APPLIANCES, REMOVABLE 
ORTHODONTICS 
ORTHODONTICS, CORRECTIVE 

XU Begg technic 

XR Malocclusion 
ORTHODONTICS, PREVENTIVE 

XU Interceptive orthodontics 


PACHYDERMA ORALIS see under MOUTH DISEASES 


*PALATAL EXPANSION TECHNIC 
PALATAL NEOPLASMS 
PALATE 
XU Palatine bone 
XU Torus palatinus 
PALATINE BONE see under PALATE 
PALEODONTOLOGY 
XR Tooth 
PARADENTIUM see PERIODONTIUM 
PAROTID GLAND 
PAROTID NEOPLASMS 
PAROTITIS 
PARTNERSHIP PRACTICE, DENTAL 
PATHOLOGY, ORAL 
PEDODONTICS 
see also related 
Tooth, deciduous 
PERIADENITIS see STOMATITIS, APHTHOUS 
PERIAPICAL ABSCESS 
X Abscess, periapical 
X Alveolar abscess 
PERIAPICAL TISSUE 
PERICEMENTITIS see under PERIODONTITIS 
PERICORONITIS 
PERIODONTAL CYST 
PERIODONTAL DISEASES 
XU Periodontoclasia 
XU Periodontosis 
XU Pyorrhea alveolaris 
PERIODONTAL DRESSINGS 
PERIODONTAL INDEX 
XU P-M-A Index 
PERIODONTAL LIGAMENT 


PERIODONTAL POCKET see under PERIODONTITIS 


PERIODONTAL PROSTHESIS 
XU Splints, periodontal 
PERIODONTICS 
PERIODONTITIS 
XU Abscess, periodontal 
XU Gingival pocket 
XU Pericementitis 
XU Periodontal pocket 


XR Subgingival curettage 


PERIODONTIUM 
X Paradentium 
X Tooth supporting structures 
XU Epithelial attachment 
PERIODONTOCLASIA see under PERIODONTAL DISEASES 
PERIODONTOSIS see under PERIODONTAL DISEASES 
PERMEABILITY, TOOTH see TOOTH PERMEABILITY 
PEUTZ-JEGHERS SYNDROME 
PHILOSOPHY, DENTAL 
PIERRE ROBIN SYNDROME 
PIT AND FISSURE SEALANTS 
P-M-A INDEX see under PERIODONTAL INDEX 
POLYCARBOXYLATE CEMENT 
PONTIC see under TOOTH, ARTIFICIAL 
PORCELAIN see under DENTAL PORCELAIN 
PRACTICE MANAGEMENT, DENTAL 
PREMOLAR see BICUSPID 
PREPAID DENTAL CARE see under INSURANCE, DENTAL 
PREVENTIVE DENTISTRY 
see also related 
Fluorides, topical 
Health education, dental 
PRIMORDIAL CYST see under ODONTOGENIC CYSTS 
PROGNATHISM 
PROSTHODONTICS 
PUBLIC HEALTH DENTISTRY 
see also related 
Health education, dental 
XU Community dentistry 
PUENTES DISEASE see under CHEILITIS 
PULP CANAL see under DENTAL PULP CAVITY 
PULP CHAMBER see under DENTAL PULP CAVITY 
PULP NECROSIS see DENTAL PULP GANGRENE 
PULPECTOMY 
see also related 
Dental pulp 
PULPITIS 
PULPOTOMY 
see also related 
Dental pulp 
PYORRHEA ALVEOLARIS see under PERIODONTAL 
DISEASES 


RADICULAR CYST 

RADIOGRAPHY, DENTAL 

RANULA 

REIMPLANTATION, TOOTH see TOOTH REIMPLANTATION 

RESIDUAL CYST see under ODONTOGENIC CYSTS 

REST VERTICAL DIMENSION see under VERTICAL 
DIMENSION 

RETROGNATHISM 

RETROGRADE OBTURATION 

ROMBERG'S DISEASE see under FACIAL HEMIATROPHY 

ROOT CANAL see under DENTAL PULP CAVITY 

ROOT CANAL FILLING MATERIALS 

ROOT CANAL OBTURATION 

ROOT CANAL THERAPY 

ROOT RESORPTION 
XR Tooth root 
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SALIVA 
SALIVARY DUCT CALCULI 
X Sialolithiasis 
SALIVARY GLAND DISEASES 
XU Sialadenitis 
XU Sialorrhea 
SALIVARY GLAND FISTULA 
SALIVARY GLAND NEOPLASMS 
SALIVARY GLANDS 
SALIVATION 
*SCALING, DENTAL 
SCHOOL DENTISTRY 
SCHOOLS, DENTAL 
SERIAL EXTRACTION 
SIALADENITIS see under SALIVARY GLAND DISEASES 
SIALOGRAPHY 
SIALOLITHIASIS see SALIVARY DUCT CALCULI 
SIALORRHEA see under SALIVARY GLAND DISEASES 
SILICATE CEMENT 
XR Dental restoration, permanent 
SJOGREN'S SYNDROME 
SOCIALIZED DENTISTRY see STATE DENTISTRY 
SOCIETIES, DENTAL 
*SOLDERING, DENTAL 
SPACE MAINTENANCE 
SPECIALTIES, DENTAL 
SPLINTS, PERIODONTAL see under PERIODONTAL 
PROSTHESIS 
STATE DENTISTRY 
X Socialized dentistry 
STEVENS- JOHNSON SYNDROME 
STOMATITIS 
STOMATITIS, APHTHOUS 
X Aphthae 
X Periadenitis 
XU Canker sore 
*STOMATITIS, DENTURE 
STOMATITIS, ULCERATIVE see GINGIVITIS, 
NECROTIZING, ULCERATIVE 
STUDENTS, DENTAL 
SUBGINGIVAL CURETTAGE 
see also related 
Periodontitis 
X Gingival curettage 
SUBLINGUAL GLAND 
SUBLINGUAL REGION 
SUBMANDIBULAR GLAND 
X Submaxillary gland 
SUBMAXILLARY GLAND see SUBMANDIBULAR GLAND 
SURGERY, ORAL 
SWALLOWING see DEGLUTITION 


TASTE 
TASTE BUDS 
*TASTE DISORDERS 
TECHNOLOGY, DENTAL 
TEMPOROMANDIBULAR JOINT 
XR Jaw 


*TEMPOROMANDIBULAR JOINT SYNDROME 
XU Costen's syndrome 
THUMBSUCKING see under FINGERSUCKING 
TISSUE CONDITIONING (DENTAL) 
TONGUE 
XU Macroglossia 
XU Median rhomboid glossitis 
XU Microglossia 
XR Glossectomy 
TONGUE DISEASES 
XU Tongue, hairy 
TONGUE, FISSURED 
X Tongue, furrowed 
TONGUE, FURROWED see TONGUE, FISSURED 
TONGUE HABITS 
XU Tongue thrusting 
TONGUE, HAIRY see under TONGUE DISEASES 
TONGUE NEOPLASMS 
TONGUE THRUSTING see under TONGUE HABITS 
TOOTH 
see also related 
Dentition 
Malocclusion 
Mastication 
Odontogenesis 
Paleodontology 
TOOTH ABNORMALITIES 
XU Dens in dente 
XU Fused teeth 
XU Tooth ankylosis 
XU Tooth, geminated 
TOOTH ABRASION 
X Attrition, dental 
TOOTH ANKYLOSIS see under TOOTH ABNORMALITIES 
TOOTH APEX see under TOOTH ROOT 


TOOTH, ARTIFICIAL 
see also related 
Acrylic resins 
Dental porcelain 
XU Pontic 
TOOTH BLEACHING 
TOOTH CALCIFICATION 
XU Tooth remineralization 
TOOTH, DECIDUOUS 
see also related 
Dentition 
XU Natal teeth 
XR Pedodontics 
TOOTH, DEVITALIZED see under DENTAL PULP 
DEVITALIZATION 
TOOTH DISCOLORATION 
TOOTH DISEASES 
see also related 
Mouth rehabilitation 
XU Hypercementosis 
TOOTH EROSION 
TOOTH ERUPTION 
TOOTH ERUPTION, ECTOPIC 
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TOOTH EXFOLIATION 
TOOTH EXTRACTION 
X Exodontics 
XR Dry socket 
XR Tooth, impacted 
TOOTH FRACTURES 
XU Cracked tooth syndrome 
TOOTH, GEMINATED see under TOOTH ABNORMALITIES 
TOOTH GERM 
see also related 
Odontogenesis 
XU Dental papilla 
XU Dental sac 
XU Enamel organ 
TOOTH, IMPACTFD 
see also related 
Tooth extraction 
XU Tooth, unerupted 
TOOTH LUXATION 
X Dislocation, tooth 
TOOTH MIGRATION 
X Mesial movement of teeth 
TOOTH MOBILITY 
*TOOTH MOVEMENT, MINOR 
TOOTH PERMEABILITY 
X Permeability, tooth 
XU Dental enamel permeability 
XU Dentin permeability 
TOOTH REIMPLANTATION 
X Reimplantation, tooth 
TOOTH REMINERALIZATION see under TOOTH 
CALCIFICATION 
TOOTH RESORPTION 
TOOTH ROOT 
see also related 
Root resorption 
XU Tooth apex 
XR Apicoectomy 
TOOTH, SUPERNUMERARY 
XU Molar, fourth 
TOOTH SUPPORTING STRUCTURES see PERIODONTIUM 
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TOOTH, UNERUPTED see under TOOTH, IMPACTED 

TOOTHACHE 

TOOTHBRUSHING 

TOOTHPASTE see under DENTIFRICES 

TORUS MANDIBULARIS see under MANDIBLE 
*abnormalities 

TORUS PALATINUS see under PALATE *abnormalities 

TREACHER-COLLINS SYNDROME see MANDIBULOFACIAI 
DYSOSTOSIS 

TRENCH MOUTH see GINGIVITIS, NECROTIZING, 
ULCERATIVE 

TRIGEMINAL NERVE 

TRIGEMINAL NEURALGIA 


TRIPLE SYMPTOM COMPLEX see BEHCET'S SYNDROME 
TRISMUS 


TUBERCULOSIS, ORAL 
UVULA 


VERTICAL DIMENSION 
XU Mandibular rest position 
XU Rest vertical dimension 

VESTIBULOPLASTY 

VINCENT'S INFECTION see GINGIVITIS, NECROTIZING, 
ULCERATIVE 


VINSON- PLUMMER SYNDROME see under DEGLUTITION 
DISORDERS 


XEROSTOMIA 


ZINC OXIDE-EUGENOL CEMENT 
XR Dental restoration, temporary 
ZINC PHOSPHATE CEMENT 


XR Dental restoration, temporary 
ZYGOMA 

XU Cheek bone 
ZYGOMATIC FRACTURES 


= 


These 60 subheadings offer a convenient means of grouping 
together constantly recurring aspects of specific subjects, 
for material under various subjects appears to fall into a 
number of natural groups. These subheadings answer the 
question of what aspect of the main heading the author is 
writing about. Often, the slant of an article demands the 
use of more than one subheading for a single main heading. 


This is usually handled by entering under the main heading 
only. 


Abnormalities - Used with organs for congenital defects pro- 
ducing changes in morphology of the organ. 


Administration & Dosage - Used for dosage forms, routes 
of administration, frequency and duration of administration, 
quantity of medication and the effects of these factors. 


Adverse Effects - Used with drugs, chemicals, biological and 
physical agents and manufactured products for unintended 
or undesirable reactions occurring in normal usage or ac- 
cepted dosage; includes hypersensitivity or idiosyncrasy. 


Analysis - Used for the identification or quantitative deter- 
mination of a substance or its constituents; includes the 
analysis of tissues, body fluids, plants, air, water or other 
environmental carrier; applies to both methodology and re- 
sults. For analysis of substances in blood, cerebrospinal 


fluid and urine the specific subheading designating the fluid 
is used. 


Anatomy & Histology - Used with organs, regions, and tis- 
sues for normal descriptive anatomy and histology; used 
also for normal anatomy and structure of animals. 


Antagonists & Inhibitors - Used with chemicals, drugs and 
endogenous substances having specified biological or phys- 
iological effects, to indicate substances or agents which 
counteract these effects by any mechanism. 


Biosynthesis - Used for the formation of chemically definable 
or chemically characterizable substances by living proc- 
esses, either in organisms or in living cells. 


Blood - Used for the presence of or analysis of substances 
in blood; also for examination of, or changes in, the blood 
in disease states; excludes serodiagnosis and serology. 


Blood Supply - Used for the arterial, capillary and venous 
vascular systems of an organ or region whenever the 
specific main heading for the vessel does not exist; in- 
cludes the blood flow through organ or region. 


Cerebrospinal Fluid - Used for the presence of or analysis 
of substances in the cerebrospinal fluid; also for exami- 


nation of or changes in cerebrospinal fluid in disease 
states. 


Chemical Synthesis - Used for the chemical preparation of 
complex substances from simpler substances. 


Chemically Induced - Used for diseases, syndromes, congen- 
ital abnormalities and symptoms caused by chemical com- 
pounds in man or animals. 


Classification - Used for taxonomy of invertebrates, verte- 
brates (other than man), bacteria, viruses, fungi, and plants; 
also for classification systems relating to specialized sci- 
entific disciplines or fields. 


Complications - Used with diseases to indicate conditions 
following or existing as a complication of the disease; se- 
quelae; used also for the concept of coexisting diseases. 


Congenital - Used with disease headings to indicate those con- 
ditions existing at, and usually before, birth; excludes mor- 
phologic abnormalities and birth injuries. 


Cytology - Used for normal cellular morphology of unicellular 
and multicellular organisms. 


Diagnosis - Used for all aspects of diagnosis, including ex- 


amination, differential diagnosis and prognosis; excludes 
mass screening. 


Diagnostic Use - Used when chemical compounds, drugs or 
physical agents are administered for studies of clinical 


function of an organ, or for the diagnosis of human or 
animal diseases. 


Drug Effects - Used for the effect of drugs and chemicals 
on an organ, region, or tissue; on bacteria, viruses, fungi, 
plants, fetus, embryo, and physiological processes. 


Drug Therapy - Used for the treatment or the prevention of 
disease by the administration of drugs, chemicals and other 
therapeutic agents, such as antibiotics, biologicals, and tis- 
sue extracts. Excludes diet therapy. 


Education - Used for education and training programs in 
specialty fields. 


Embryology - Used under organs and regions for embryologic 
and fetal development; also used under diseases for em- 
bryologic explanations of postnatal disorders. 


Enzymology - Used for enzyme studies, including inhibition, 
kinetics, etc., in tissue, plants, microorganisms, and in- 
vertebrates; also used for studies of enzymes during the 


course of disease. Does not include diagnostic enzyme 
tests. 


Etiology - Used for the causative factors of disease including 
microorganisms or other disease factors; includes factors 
associated with an increased risk of disease such as en- 
vironmental, social, and personal factors; includes path- 
ogenesis. 


Familial & Genetic - Used for studies of genetic basis of 
disease; studies of disease occurring in family groups due 
to infection, common family dietary habits or environ- 
mental factors; also indicates hereditary disease. 


Growth & Development - Used for growth or development of 
plants, microorganisms and the postnatal period of animals; 
includes postnatal growth or development of organs or 
anatomical parts. 


History - Used for the historical aspects of any subject; in- 
cludes brief historical notes. Excludes case histories. 


Immunology - Used for immunologic studies of tissues or- 
gans, bacteria, viruses, fungi and their constituents; in- 
cludes immunologic aspects of specific diseases but not 
immunologic procedures used for diagnostic, preventive, 
or therapeutic purposes. 


Injuries - Used for traumatic wounds and injuries of parts 
of the body. 


Innervation - Used for nerve supply of an organ, region, or 
tissue. 


Instrumentation - Used with diagnostic or therapeutic proce- 
dures, analytic technics, and specialties or disciplines, for 
the development or modification of apparatus, instruments, 
or equipment. 


Isolation & Purification - Used for methods employed to ob- 
tain a pure culture or strain of microorganisms. Includes 
culture technics. Also for the separation and purification 
of the active constituents of biological substances. 


Manpower - Used for the demand, supply, distribution, re- 
cruitment and use of personnel in the various health dis- 
ciplines. 


Metabolism - Used for metabolic processes occurring in or- 
gans or regions, or the organism as a whole; includes the 
study of metabolism in disease states; includes absorption, 
distribution, biotransformation and excretion of drugs; and 
the absorption, distribution, breakdown products and ex- 
cretion of nutrients or their constituents. For biosynthesis, 
enzymology or secretion, the specific subheading is used. 


Microbiology - Used for microbiological studies of organs, 
regions and diseases. 


Mortality - Used for statistics of mortality resulting from 
disease or as a result of procedures. 


Nursing - Used for nursing care and technics in diseases; 


includes the nursing role in diagnostic, therapeutic and 
preventive procedures. 


Occurrence - Used for incidence and prevalence of endemic 
and epidemic disease; includes surveys and estimates of 
morbidity in geographic areas, subdivisions of the popu- 
lation, or time trends. Includes mass screening. 


Pathogenicity - Used for studies relating to the ability ofa 
microorganism to cause disease in man or animals. 


Pathology - Used for organ, tissue or cellular structure in 
disease states; includes biopsy and postmortem examina- 
tion. 


Pharmacodynamics - Used for actions of drugs and exoge- 
nously administered chemical substances upon tissues and 
organisms; includes effects on metabolism, acceleration 
or inhibition of biological processes, and the mechanisms 
of action. 


Physiology - Used for normal functions of organs, tissues 
and cells of unicellular and multicellular organisms. Used 
also with biochemical substances, endogenously produced, 
for the physiologic role of the substance. 


Physiopathology - Used for study of function in disease or 
the study of function as modified by disease. 


Poisoning - Used with drugs or chemicals for human or an- 
imal poisoning, acute or chronic, whether the poisoning is 
accidental, occupational, suicidal, homicidal, by self medi- 
cation, by medication error, or by environmental exposure. 


Prevention & Control - Used for increasing human resistance 
against disease (e.g. immunization); control of transmis- 
sion agents; or control of environmental hazards; includes 
preventive measures in individual cases. 


Radiation Effects - Used for effects of ionizing and nonion- 
izing radiation upon living material and its constituents, 
and upon physiological processes. 


Radiography - Used for x-ray examination of normal anatom- 


ic structures and for radiography in the diagnosis of dis- 
eases. 


Radiotherapy - Used for application of ionizing and nonionizing 
radiations for therapeutic purposes. 


Rehabilitation - Used for the restoration of function, to the 


maximum degree possible, of a person or persons suffering 
from disease or injury. 


Secretion - Used for the discharge across the cell membrane, 
into the intracellular space or ducts, of endogenous sub- 


stances resulting from the activity of intact cells of glands, 
tissues or organs. 


Standards - Used with facilities, personnel or programs for 
the development, testing and application of standards of 
adequacy or acceptable performance; used with chemicals 
and drugs for standards of identification, quality and po- 
tency; includes health or safety standards in industries 
and occupations. 


Supply & Distribution - Used for the quantitative availability 
and distribution of material, equipment, health services, 
facilities and personnel. Excludes food or water supply. 


Surgery - Used for operative procedures on organs, regions, 
or tissues in the treatment of disease states. 


Therapeutic Use - Used for the administration of drugs, bio- 
logical preparations and physical agents in the prophylaxis 


_and treatment of disease processes; includes veterinary 
use. 


Therapy - Used for all therapies except drug therapy, radio- 
therapy, and surgery; also to be used for those articles 
dealing with multiple therapies. 


CROSS REFERENCES 


The usage of cross references in the Alphabetic List has been 
continued as in previous editions of MeSH. Entry terms such 
as synonyms or inverted forms of main headings are given 
priority. 


Corresponding 
"referred from" 
des ion 


Referring to 
Another term 


Toxicity - Used for experimental studies of the ill effects of 
agents administered to man or animals; includes studies 
to determine the margin of safety or the reactions accom- 
panying administration at various dose levels; used also 
for studies of exposure to environmental agents. 


Transplantation - Used for transplantation of normal organs 
or tissues from one site to another within the same sub- 
ject, or from one subject to another of the same species 
or different species. 


Urine - Used for the presence or analysis of substances in 
urine; also for the examination of, or changes in, the urine 
in disease states. 


Utilization - Used for the actual use of equipment, health 
facilities, health services and personnel in the health oc- 
cupations. 


Veterinary - Used for naturally occurring diseases in ani- 


mals, or for diagnostic or therapeutic procedures used in 
veterinary medicine. 


The "See" reference directs from a synonym to the term ap- 
pearing in MeSH. "See under" is used to refer from a spe- 


cific term not in the list to a more general heading under 
which it is indexed. 


The "See also related" reference is used primarily to indicate 
related terms not occurring in the same category that may 
contain citations of direct pertinence to the area of interest. 
As in previous editions the most obvious cross references, 
as those from an organ to its diseases, are avoided. 


The "See also specific" continues to be used sparingly since the 
categorized listing provides for the more specific subterm 
to be listed under the generalterm. Its chief usage is to 
direct the user to the specific elements of a subject head- 
ing appearing in a different category. 


See x 
See under XU 
; See also related XR 
See also specific xs 
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The following article was erroneously listed in the 1972 volume 
of the Index as appearing in Phys Med Biol. The error has 
been corrected in this issue. 


Nomura H: Studies on fluoridated temporary fillings. 3. 
Reactions between the fluoridated temporary filling and 
human dentine. 

J Jap Res Soc Dent Mater Appliances 27-40, Oct 71 (Jap) 


Citations for: 


Int Arch Arbeitsmed 1971 were incorrectly entered under 
Int Dent J in the 1972 volume. The articles were by 
Tsunetoshi, Y et al; Kosmider, St et al; Hollenbach, K 
et al; and Nieding, G von et al. 


In the 1972 volume of the Index the following thesis was 
erroneously listed under Canada. Manitoba, instead of 
U.S.A. Southern California: 


Sands, V. S. A longitudinal cephalometric evaluation of 
the midfacial region in non-orthodontically treated 
males employing the SA line. M.Sc. 1970 


ERRATA 
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TECHNICAL REPORTS 


SUBJECT SECTION 


These reports were selected from the Current Catalog 
1972 and 1973 with the permission of the National Library 
of Medicine. Requests for them should be directed to the 
sponsoring agency or to the National Technical Information 
Service, Springfield, Virginia. When ordering from NTIS, 
use the PB number if available. 


AIR POLLUTION 


Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972. J. T. Stevens fét al.J Bethesda, 1972. 6 p. 
TRL NGDS- TR-022 1972 


ALVEOLOPLASTY 


Naval Dental School, Bethesda, Md. Vital root retention in 
dogs; report, 1 July 1971. G. S. Poe [et al) Bethesda, 
1971. 3 p. 

TRL NDS-TR-019 1971 


AMINO ACIDS 
Analysis 


Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report, September 1972. H. Jefferson Bowen fand) Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-ll p. illus. 
TRL NIH- 70-2238 1972 


ANATOMY, COMPARATIVE 


Washington Univ., Seattle. Dept. of Operative Dentistry. 
Operative dentistry on human and swine teeth; final 
comprehensive report, 1 July 1968 to 31 December 1969. 
Gerald D. Stibbs. Seattle, 1969. 30 leaves. illus. 
TRL PH43-68-1318 1969 


ANTIBIOTICS 
Therapeutic use 


Naval Dental Research Inst., Great Lakes, Ill. The effect 
of antibiotic prophylaxis on oral hygiene and periodontal 
health of naval recruits; research progress report, May 
1972. Lee A. Counsell. Great Lakes, 1972. 8 p. 
TRL NDRI-PR-72-03 1972 


ATTITUDE TO HEALTH 


Naval Dental Research Inst., Great Lakes, Ill. A compar- 
ison of the social persuasiveness of three conventional 


modes of dental education; research progress report, 
May 1972. Lee A. Counsell [and] Edward F. Scheiner. 
Great Lakes, 1972. 21 p. 
TRL NDRI-PR-72-02 1972 


AUTOMATIC DATA PROCESSING 


Naval Dental Research Inst., Great Lakes, Ill. Prelimina- 
ry automated dental health interviewing, research prog- 
ress report, October 1971. Ronald J. Bognore [et al] 
Great Lakes, 1971. 43 p. Illus. 

TRL NDRI- PR-71-06 197] 


BACTERIA 


Naval Dental Research Inst., Great Lakes, Ill. Ultraviolet 
light induced fluorescence and phosphorescence of bacteria 
at 90 degrees Kelvin; research progress report, 10 
December 1971. Kirk C. Hoerman. Great Lakes, 1971. 
14 p. illus. 
TRL NDRI-PR- 71-08 1971 


BARNACLES 
Enzymology 


Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report, September 1972. H. Jefferson Bowen [and] Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-ll p. illus. 
TRL NIH- 70-2238 1972 


BIOCOMPATIBLE MATERIALS 


Case Western Reserve Univ., Cleveland, Ohio. Center for 
the Study of Materials. Biocompatibility of ceramic im- 
plants in soft tissue; research report, 1971? 8S. D. Davis 
fet al.) Cleveland [1971?) 17 leaves. Joint contractor: 
Ferro Corporation, Cleveland, Ohio. Technical Center. 
TRL NSF- GU-01145 1971 


CELL ADHESION 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
A study of the adhesive mechanisms of various species 
of the sea mussel; annual report, July 1971- June 1972. 
Warren E. Schwartz [et al) Columbus, 1972. 17 p. 
Joint contractor; William F. Clapp Labs., inc., Duxbury, 
Mass. 
TRL NIH- 70-2237 1972 


| 


CERAMICS 
Standards 


Case Western Reserve Univ., Cleveland, Ohio. Center for 
the Study of Materials. Biocompatibility of ceramic im- 
plants in soft tissue; research report, 1971? S. D. Davis 
fet al.? Cleveland [1971?] 17 leaves. Joint contractor: 
Ferro Corporation, Cleveland, Ohio. Technical Center. 
TRL NSF- GU-01145 1971 


COLLAGEN 
Biosynthesis 


Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report, September 1972. H. Jefferson Bowen Gnd) Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-ll p. illus. 
TRL NIH- 70-2238 1972 


COMPUTERS 


Naval Dental Research Inst., Great Lakes,Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes, 
1972. 22 p. Includes presentations, publications, and 
distinguished visitors. 

TRL NDRI-PR-72-01 1972 


DEBRIDEMENT 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
Management of hard tissue avulsive wounds and manage- 
ment of orofacial fractures: annual report, no. 1, Feb- 
ruary 1971. Thomas D. Driskell @t al Columbus, 1971. 
41 p. Microfiche. 

TRL DADA-17-69 C-9118 1971 


DENTAL AMALGAM 
Analysis 


Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972. J. T. Stevens fet al.) Bethesda, 1972. 6 p. 
TRL NGDS- TR-022 1972 


DENTAL ASSISTANTS 
. Utilization 


Medical Field Service School, Fort Sam Houston, Tex. 
Dental specialist: Special text: report, June 1969. Fort 
Sam Houston, 1969. 1 v. (various pagings) illus. 

TRL ST-8- 225-1 1969 


DENTAL CARIES 
Etiology 


Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 
October 1972. Gregory G. Kozlowski @t al) Great Lakes, 
1972. 40 p. illus. 
TRL NDRI-PR- 72-07 1972 


TECHNICAL REPORTS 1972, 1973 


Microbiology 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1970; report, July 1971. Great Lakes, 1971. 
28 p. Summary includes publications, presentations, and 
distinguished visitors. 

TRL NDRI-PR-71-05 1971 

Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1972; report, March1973. Great Lakes, 
1973. 21 p. Summary includes honors, awards, positions 

held and ceremonies. 

TRL NDRI-PR- 73-02 1973 


DENTAL CEMENTS 


Utah Univ., Salt Lake City. College of Engineering. Fin*l 
report, NIH contract no. 71-2022 October 1972. K. L. 
DeVries {and] M. L. Williams. Salt Lake City, 1972. 
51 leaves. illus. 

TRL NIH- 71-2022 1972 


Standards 


Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report, September 1972. H. Jefferson Bowen [and] Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-ll p, illus. 
TRL NIH- 70-2238 1972 


DENTAL CEMENTUM 
Secretion 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
A study of the adhesive mechanisms of various species 
of the sea mussel; annual report, July 1971 - June 1972. 
Warren E. Schwartz @t al) Columbus, 1972. 17 p. 
Joint contractor: William F. Clapp Labs., inc., Duxbury, 
Mass. 

TRL NIH-170-2237 1972 


DENTAL ENAMEL SOLUBILITY 
Drug effects 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1972; report, March1973. Great Lakes, 
1973. 21 p. Summary includes honors, awards, positions 
held and ceremonies. 

TRL NDRI-PR- 73-02 1973 


DENTAL EQUIPMENT 
Standards 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1970; report, July 1971. Great Lakes, 1971. 
28 p. Summary includes publications, presentations, and 
distinguished visitors. 

TRL NDRI-PR-71-05 1971 


| 
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TECHNICAL REPORTS 1972, 1973 


DENTAL FACILITIES 


Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972. J. T. Stevens (et al.) Bethesda, 1972. 6 p. 
TRL NGDS- TR-022 1972 


DENTAL HEALTH SURVEYS 


Naval Dental Research Inst., Great Lakes, Ill. A compar- 
ison of the social persuasiveness of three conventional 
modes of dental education; research progress report, 
May 1972. Lee A. Counsell [and] Edward F. Scheiner. 
Great Lakes, 1972. 21 p. 

TRL NDRI-PR-72-02 1972 


DENTAL IMPLANTATION 


Case Western Reserve Univ., Cleveland, Ohio. Center for 
the Study of Materials. Biocompatibility of ceramic 
implants in soft tissue; research reports, 1971?  §&, D. 
Davis[et al, Cleveland (19717) 17leaves. Joint contractor: 
Ferro Corporation, Cleveland, Ohio. Technical Center. 
TRL NSF- GU-01145 1971 


DENTAL INSTRUMENTS 
Standards 


Naval Dental Research Inst., Great Lakes, Ill. Evaluation 
of the Encore MFK- 518 dental field unit; progress report, 


20 July 1967. Robert W. Longton [et al] Great Lakes, 


1967. 5 p. Microfiche. 
TRL NDRI- PR-67-02 1967 


DENTAL MATERIALS 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
A study of the adhesive mechanisms of various species 
of the sea mussel; Annual report, July 1970-June 1971. 
R. H. Engel [et al] Columbus, 1971. 30 p. illus. 
Joint contractor: William F. Clapp Labs, Inc., Duxbury 
Mass. 

TRL NIH- 70-2237 1971 


DENTAL OCCLUSION 


Tufts Univ., Boston, Mass. School of Dental Medicine. 
Tracking of tooth contact patterns in the natural dentition 
using miniaturized implantable telemetry; annual progress 
report, no. 5, August 1970. Irving Glickman. Boston, 
1970. 14 p. Microfiche. 

TRL DA49-193-MD- 2614 1970 


DENTAL PLAQUE 
Microbiology 


Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 
October 1972. Gregory G. Kozlowski [et al) Great Lakes, 
1972. 40 p. illus. 

TRL NDRI-PR 72-07 1972 


DENTAL PROPHYLAXIS 


Naval Dental Research Inst., Great Lakes, Ill. The effect 
of antibiotic prophylaxis on oral hygiene and periodontal 
health of naval recruits; research progress report, May 
1972. Lee A. Counsell. Great Lakes, 1972. 8 p. 

TRL NDRI-PR-72-03 1972 


DENTAL PULP DISEASES 
Pathology 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1970; report, July 1971. Great Lakes, 1971. 
28 p. Summary includes publications, presentations, and 
distinguished visitors. 

TRL NDRI-PR-71-05 1971 


DENTAL RECORDS 


Naval Dental Research Inst., Great Lakes, Ill. Prelimina- 
ry automated dental health interviewing, research prog- 
ress report, October 1971. Ronald J. Bognore [et al.J 
Great Lakes, 1971. 43 p._ illus. 

TRL NDRI-PR-71-06 1971 


DENTAL RESTORATION, PERMANENT 


Utah Univ., Salt Lake City. College of Engineering. Final 
report, NIH contract no. 71-2022 October 1972. K. L. 
DeVries (and) M. L. Williams. Salt Lake City, 1972. 
51 leaves. illus. 

TRL NIH- 71-2022 1972 


Standards 


Stanford Research Inst,, Menlo Park, Calif. Possible util- 
ization of organic polyphosphonates in restoration of teeth, 
final report, 26 June 1969- 5 November 1971. M. Anbar 
[et al) Menlo Park, 1971. viii, 121 leaves. illus. 
TRL NIH-69-2223 1972 


DENTISTRY 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes, 
1972. 22 p. Includes presentations, publications, and 
distinguished visitors. 

TRL NDRI-PR-72-01 1972 


DENTISTRY, OPERATIVE 


Naval Dental Research Inst., Great Lakes, Ill. Evaluation 
of the Encore MFK- 518 dental field unit; progress report, 
20 July 1967. Robert W. Longton [et al] Great Lakes, 
1967. 5 p. Microfiche. 

TRL NDRI-PR-67-02 1967 

Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972. J. T. Stevens fet al.) Bethesda, 1972, 6 p. 
TRL NGDS-TR-022 1972 


| 


TECHNICAL REPORTS 1972, 1973 


DENTITION 
Anatomy & histology 


Washington Univ., Seattle. Dept. of Operative Dentistry. 
Operative dentistry on human and swine teeth; final 
comprehensive report, 1 July 1968 to 31 December 1969. 
Gerald D. Stibbs. Seattle, 1969. 30 leaves. illus. 
TRL PH43- 68-1318 1969 


DEXTRANASE 
Adverse effects 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1972; report, March 1973. Great Lakes, 
1973. 21 p. Summary includes honors, awards, positions 
held and ceremonies. 

TRL NDRI-PR- 73-02 1973 


Antagonists & inhibitors 


Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 
October 1972. Gregory G. Kozlowski @t al) Great Lakés, 
1972. 40 p. illus. 

TRL NDRI-PR- 172-07 1972 


DRUG INTERACTIONS 


Tennessee Univ. Medical Units, Memphis. Materials Sci- 
ence Toxicology Labs. Development of standardized tox- 
icity testing for dental materials-products and explora- 
tory dental toxicology; annual comprehensive report, 1 
July 1970 to 30 June 1971. John Autian [et al] Memphis, 
1971. 192 leaves. illus. 

TRL UTMU-CDCP-MSTL-16 1971 


FRACTURE FIXATION 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
Management of hard tissue avulsive wounds and manage- 
ment of orofacial fractures: annual report, no. 1, Feb- 
ruary 1971. Thomas D. Driskell ft af) Columbus, 1971. 
41 p. Microfiche. 

TRL DADA-17-69 C-9118 1971 


GINGIVA 
Metabolism 


Medical College of Georgia, Augusta. Dept. of Dermatology. 
Studies on the biochemistry of skin; final report, 30 
April 1970. Theodore Rosett. Augusta, 1970. 8 p. Mi- 
crofiche. 

TRL DAHC-19-69-G-0007 1970 


GLASS 
Standards 


Case Western Reserve Univ., Cleveland, Ohio. Center for 
the Study of Materials. Biocompatibility of ceramic im- 
plants in soft tissue; research report, 1971? S. D. Davis 


{et al.) Cleveland [19717] 17 leaves. Joint contractor: 
Ferro Corporation, Cleveland, Ohio. Technical Center. 
TRL NSF- GU-01145 1971 


GLOSSOPHARYNGEAL NERVE 


California Univ., Los Angeles. School of Dentistry. Sen- 
sory coding of gustatory receptors; annual comprehensive 
report, 1 July 1970 to 30 June 1971. Douglas Junge and 
John A. MacDonald. Los Angeles, 1971. 12 leaves. illus. 
TRL NIH-69-2227 1971 


HARDNESS TESTS 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
A study of the adhesive mechanisms of various species 
of the sea mussel; annual report, July 1971- June 1972, 
Warren E. Schwartz ft al.) Columbus, 1972. 17 p. 


Joint contractor; William F. Clapp Labs., inc., Duxbury, 
Mass. 
TRL NIH- 70-2237 1972 


HISTOCOMPATIBILITY 
Drug effects 


Case Western Reserve Univ., Cleveland, Ohio. Center for 
the Study of Materials. Biocompatibility of ceramic im- 
plants in soft tissue; research report, 1971? S. D. Davis 
{et al.) Cleveland (1971?] 17 leaves. Joint contractor: 
Ferro Corporation, Cleveland, Ohio. Technical Center. 
TRL NSF- GU-01145 1971 


MASTICATION 


Tufts Univ., Boston, Mass. School of Dental Medicine. 
Tracking of tooth contact patterns in the natural dentition 
using miniaturized implantable telemetry; annual progress 
report, no. 5, August 1970. Irving Glickman. Boston, 
1970. 14 p. Microfiche. 

TRL DA49-193-MD- 2614 1970 


MAXILLARY FRACTURES 
Therapy 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
Management of hard tissue avulsive wounds and manage- 
ment of orofacial fractures; annual report, no. 1, Feb- 
ruary 1971. Thomas D. Driskell et al] Columbus, 1971. 
41 p. Microfiche. 

TRL DADA-17-69 C-9118 1971 


MAXILLOFACIAL INJURIES 


Mount Sinai Hospital, New York, N.Y. Histochemical 
changes in the oral cavity in disease and the effect of 
trauma in maxillofacial bones; final report, 1 May 1958- 
31 July 1968. Lester R. Cahn. New York, 1968. 9 p. 
Microfiche. 

TRL DA49-007-MD-941 1968 


TECHNICAL REPORTS 1972, 1973 


MAXILLOFACIAL PROSTHESIS 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
Management of hard tissue avulsive wounds and manage- 
ment of orofacial fractures; annual report, no. 1, Feb- 
ruary 1971. Thomas D. Driskell (et alJ Columbus, 1971. 
41 p. Microfiche. 

TRL DADA-17-69- C-—9118 1971 


MEDICAL HISTORY TAKING 


Naval Dental Research Inst., Great Lakes, Ill. Prelimina- 
ry automated dental health interviewing, research prog- 
ress report, October 1971. Ronald J. Bognore {et al. 
Great Lakes, 1971. 43 p. illus. 

TRL NDRI-PR-71-06 1971 


MERCURY 
Urine 


Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972. J. T. Stevens (et al] Bethesda, 1972. 6 p. 
TRL NGDS- TR-022 1972 


MERCURY POISONING 


Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972. J. T. Stevens fet al) Bethesda, 1972. 6 p. 
TRL NGDS- TR-022 1972 


MICROSCOPY, ELECTRON, SCANNING 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1970; report, July 1971. Great Lakes, 1971. 
28 p. Summary includes publications, presentations, and 
distinguished visitors. 

TRL NDRI-PR-71-05 1971 


Utilization 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes, 
1972. 22 p. Includes presentations, publications, and 
distinguished visitors. 

TRL NDRI-PR-72-01 1972 


MILITARY DENTISTRY 


Medical Field Service School, Fort Sam Houston, Tex. 
Dental specialist: Special text: report, June 1969. Fort 
Sam Houston, 1969. 1 v. (various pagings) illus. 

TRL ST 8-225-1 1969 

Naval Dental School, Bethesda, Md. Abstracts of research 
project reports by Naval Dental School graduate officers. 
June 1971. S. V. Holroyd [et al] Bethesda, 1971. 9p. 
Projects completed in partial fulfillment of requirements 
of the Graduate and Postgraduate Courses. 

TRL NDS-TR-018 1971 


MILITARY PERSONNEL 


Naval Dental Research Inst., Great Lakes, Ill. A compar- 
ison of the social persuasiveness of three conventional 
modes of dental education; research progress report, 
May 1972. Lee A. Counsell [and] Edward F. Scheiner. 
Great Lakes, 1972. 21 p. 

TRL NDRI-PR-72-02 1972 

Naval Dental Research Inst., Great Lakes, Ill. The effect 
of antibiotic prophylaxis on oral hygiene and periodontal 
health of naval recruits; research progress report, May 
1972. Lee A. Counsell. Great Lakes, 1972. 8 p. 
TRL NDRI-PR-72-03 1972 


MOBILE HEALTH UNITS 


Naval Dental Research Inst., Great Lakes, Ill. Evaluation 
of the Encore MFK- 518 dental field unit; progress report, 
20 July 1967. Robert W. Longton fet al] Great Lakes, 
1967. 5 p. Microfiche. 

TRL NDRI-PR-67-02 1967 


MOUTH DISEASES 


Mount Sinai Hospital, New York, N.Y. Histochemical 
changes in the oral cavity in disease and the effect of 
trauma in maxillofacial bones; final report, 1 May 1958- 
31 July 1968. Lester R. Cahn. New York, 1968. 9 p. 
Microfiche. 

TRL DA49-007-MD-941 1968 


Microbiology 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes, 
1972. 22 p. Includes presentations, publications, and 
distinguished visitors. 

TRL NDRI-PR-72-01 1972 


MUSSELS 
Enzymology 


Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report, September 1972. H. Jefferson Bowen and] Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-ll p. illus. 
TRL NIH- 70-2238 1972 


Physiology 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
A study of the adhesive mechanisms of various species 
of the sea mussel; annual report, July 1971- June 1972. 
Warren E. Schwartz @t al) Columbus, 1972. 17 p. 
Joint contractor; William F. Clapp Labs., inc., Duxbury, 
Mass. 

TRL NIH- 70-2237 1972 


| 


TECHNICAL REPORTS 1972, 1973 


ORAL HEALTH 


Naval Dental Research Inst., Great Lakes, Ill. A compar- 
ison of the social persuasiveness of three conventional 
modes of dental education; research progress report, 
May 1972. Lee A. Counsell [and] Edward F. Scheiner. 
Great Lakes, 1972. 21 p. 

TRL NDRI-PR-72-02 1972 

Naval Dental Research Inst., Great’ Lakes, Ill. The effect 
of antibiotic prophylaxis on oral hygiene and periodontal 
health of naval recruits; research progress report, May 
1972. Lee A. Counsell. Great Lakes, 1972. 8 p. 

TRL NDRI-PR-72-03 1972 


Education 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes, 
1972. 22 p. Includes presentations, publications, and 
distinguished visitors. 

TRL NDRI-PR-72-01 1972 


OSTEOGENESIS 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
Management of hard tissue avulsive wounds and manage- 
ment of orofacial fractures: annual report, no. 1, Feb- 
ruary 1971. Thomas D. Driskell fet al] Columbus, 1971. 
41 p. Microfiche. 

TRL DADA-17-69 C-9118 1971 


PERIODONTAL DISEASES 
Drug therapy 


Naval Dental Research Inst., Great Lakes, Ill. The effect 
of antibiotic prophylaxis on oral hygiene and periodontal 
health of naval recruits; research progress report, May 
1972. Lee A. Counsell. Great Lakes, 1972. 8 p. 
TRL NDRI-PR-72-03 1972 


PERSUASIVE COMMUNICATION 


Naval Dental Research Inst., Great Lakes, Ill. A compar- 
ison of the social persuasiveness of three conventional 
modes of dental education; research progress report, 
May 1972. Lee A. Counsell [and] Edward F. Scheiner. 
Great Lakes, 1972. 21 p. 

TRL NDRI- PR-72-02 1972 


POLYMERS 


Stanford Research Inst., Menlo Park, Calif. Possible util- 
ization of organic polyphosphonates in restoration of teeth, 
final report, 26 June 1969- 5 November 1971. M. Anbar 
{et al) Menlo Park, 1971. viii, 121 leaves. illus. 
TRL NIH-69-2223 1972 


PROTEINS 
Analysis 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 
A study of the adhesive mechanisms of various species. 
of the sea mussel; annual report, July 1971 - June 1972. 
Warren E. Schwartz @t al) Columbus, 1972. 17 p. 


Joint contractor; William F. Clapp Labs., inc., Duxbury, 
Mass. 
TRL NIH- 70-2237 1972 


Secretion 


Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report, September 1972. H. Jefferson Bowen fand) Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-ll p. illus. 
TRL NIH- 70-2238 1972 


RADIOGRAPHY, DENTAL 


Medical Field Service School, Fort Sam Houston, Tex. 
Dental specialist: Special text: report, June 1969. Fort 
Sam Houston, 1969. 1 v. (various pagings) illus. 

TRL ST-8- 225-1 1969 

Reed College, Portland, Or. Dental and medical applications 
of thermal neutron radiography; annual report, no. 2, 
October 1971. William L. Parker etal. Portland, 1971. 
34 p. Microfiche. 

TRL DAD 17-70- C-0052 1971 


Standards 


Bureau of Radiological Health, Rockville, Md. Division of 
Electronic Products. Evaluation of the S.S. White Pan- 
orex X-Ray machine; technical report, December 1971. 
Arnold F. Jacobson [and) John P. Ferguson. Rockville, 
For sale by the Supt. of Docs., U.S. Govt. Print Off., 
Washington, D.C., 1971. xi, 54 p. illus. 

TRL BRH-DEP-72-6 1971 


RESEARCH 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1970; report, July 1971. Great Lakes, 1971. 
28 p. Summary includes publications, presentations, and 
distinguished visitors. 

TRL NDRI-PR-71-05 1971 

Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes, 
1972. 22 p. Includes presentations, publications, and 
distinguished visitors. 

TRL NDRI-PR-72-01 1972 


| 


TECHNICAL REPORTS 1972, 1973 


ROOT RESORPTION 
Prevention & control 


Naval Dental School, Bethesda, Md. Vital root retention in 


dogs; report, 1 July 1971. G. S. Poe [et al] Bethesda, 
1971. 3 p. 


TRL NDS-TR-019 1971 


STREPTOCOCCUS 
Enzymology 


Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 


October 1972. Gregory G. Kozlowski €t al] Great 
Lakes, 1972. 40 p. illus. 


TRL NDRI-PR- 72-07 1972 
Isolation & purification 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1972; report, March 1973. Great Lakes, 


1973. 21 p. Summary includes honors, awards, positions 
held and ceremonies. 


TRL NDRI-PR- 73-02 1973 
Pathogenicity 


Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 
October 1972. Gregory G. Kozlowski @t al) Great 
Lakes, 1972. 40 p. illus. 

TRL NDRI-PR- 72-07 1972 


SUBMANDIBULAR GLAND 
Enzymology 


University of Oklahoma Foundation, inc., Oklahoma City. 
Medical Center Research and Development Office. Pro- 
perties of granules that contain kallikrein and renin; 


technical report, no, 52. 13 January 1972. F. Geipert 
{and)E. G. Erdos. Oklahoma City, 1972. 5 leaves. (Uni- 
versity of Oklahoma Medical Center THEMIS contract) 
TRL NO00014- 68- A-0496 1972 


Secretion 


University of Oklahoma Foundation, inc., Oklahoma City. 
Medical Center Research and Development Office. Pro- 
perties of granules that contain kallikrein and renin; 
techinical report, no. 47, 30 November 1971. F. Geipert 
fand) E.G. Erdos. Oklahoma City, 1971. 5 leaves. (Uni- 
versity of Oklahoma Medical Center THEMIS contract) 
TRL NO00014-68-A-0496 1971 


SUCRASE 
Adverse effects 


Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1972; report, March 1973. Great Lakes, 
1973. 21 p. Summary includes honors, awards, positions 


held and ceremonies. 
TRL NDRI-PR- 73-02 1973 


Antagonists & inhibitors 


Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 
October 1972. Gregory G. Kozlowski (etal) Great 
Lakes, 1972. 40 p. illus. 

TRL NDRI-PR- 72-07 1972 


TASTE BUDS 
Physiology 


California Univ., Los Angeles. School of Dentistry. Sen- 
sory coding of gustatory receptors; annual comprehensive 
report, 1 July 1970 to 30 June 1971, Douglas Junge and 
John A. MacDonald. Los Angeles, 1971. 12 leaves. illus. 
TRL NIH 69-2227 1971 


TECHNOLOGY, DENTAL 


Medical Field Service School, Fort Sam Houston, Tex. 
Dental specialist: Special text: report, June 1969. Fort 
Sam Houston, 1969. 1 v. (various pagings) illus. 

TRL ST-8- 225-1 1969 


Education 


Food and Drug Administration, Rockville, Md. Progress in 
radiation protection, 1972. Rockville, 1972, 9p. (DHEW 
publication no. (FDA) 73-8037) 

TRL FDA- 73-8037 1972 


Instrumentation 


Bureau of Radiological Health, Rockville, Md. Division of 
Electronic Products. Evaluation of the S.S. White Pan- 
orex X-Ray machine; technical report, December 1971. 
Arnold F. Jacobson {and} John P. Ferguson. Rockville, 
For sale by the Supt. of Docs., U.S. Govt. Print Off., 
Washington, D.C., 1971. xi, 54 p. illus. 

TRL BRH-DEP-72-6 1971 


TONGUE 
Innervation 


California Univ., Los Angeles. School of Dentistry. Sen- 
sory coding of gustatory receptors; annual comprehensive 
report, 1 July 1970 to 30 June 1971. Douglas Junge and 
John A. MacDonald. Los Angeles, 1971. 12 leaves. illus. 
TRL NIH-69-2227 1971 


TOOTH ROOT 
Surgery 


Naval Dental School, Bethesda, Md. Vital root retention in 


dogs; report, 1 July 1971. G. S. Poe fet alJ Bethesda, 
1971. 3p. 
TRL NDS-TR-019 1971 


TECHNICAL REPORTS 


. NAME SECTION 


Anbar, M. see Stanford Research Inst., Menlo Park, Calif. 
Autian, John. see Tennessee Univ. Medical Units, Memphis. 


Materials Science Toxicology Labs. 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 


Management of hard tissue avulsive wounds and manage- 
ment of orofacial fractures; annual report no. 1, Febru- 
ary 1971. Thomas D. Driskell [et al.] Columbus, 1971. 
41 p. Microfiche. 1. Debridement 2. Fracture Fixation 
3. Maxillary Fractures - therapy 4. Maxillofacial Pros- 
thesis 5. Osteogenesis I. Army Medical Research and 
Development Command, Washington, D. C. I. Driskell, 
Thomas D. II. DADA-17-69-C-9118 IV. AD~718-275 
Vv. Title 

TRL DADA- 17-69- C-9118 1971 


Battelle Memorial Inst., Columbus, Ohio. Columbus Labs. 


A study of the adhesive mechanisms of various species 
of the sea mussel; annual report, July 1971- June 1972. 

Warren E. Schwartz [et al.) Columbus, 1972. 17 p. 

Joint contractor: William F. Clapp Labs., Inc., Duxbury, 

Mass. 1. Cell Adhesion 2. Dental Cementum - secre- 
tion 3. Hardness Tests 4. Mussels - physiology 5. Pro- 
teins ~ analysis I. Clapp (William F.) Labs., Inc., Dux- 
bury, Mass. II. National Inst. of Dental Research, Beth- 
esda, Md. If. Schwartz, Warren E. IV. NIH-70-2237 
V. Title 

TRL NIH- 70-2237 1972 


| Bognore, Ronald J. see Naval Dental Research Inst., Great 


Lakes, Ill. 


Bowen, H. Jefferson. see Franklin Inst., Philadelphia, Pa. 


Research Labs. 


* 
Brown, Wayne S. see Utah Univ., Salt Lake City. College 


Bu 


of Engineering. 
reau of Medicine and Surgery (Navy), Washington, D. C. 
see Naval Dental School, Bethesda, Md. 


Bureau of Radiological Health, Rockville, Md. Division of 


Electronic Products. Evaluation of the S. S. White Pan- 
orex X-Ray machine; techinical report, December 1971. 
Arnold F. Jacobson and John P. Ferguson. Rockville, 
For sale by the Supt. of Docs., U. S. Govt. Print. Oft., 
Washington, D. C., 1971. xi, 54p. illus. 1. Radiation 
Dosage 2. Radiation Protection 3. Radiography, Dental 
- standards 4. Technology, Dental - instrumentation 1. 
Food and Drug Administration, Washington, D. C. TL. 
Jacobson, Arnold F. Il. BRH-DEP-72-6 IV. DHEW pub- 
lication no. (FDA) 72-8020 V. Title 

TRL BRH-DEP- 72-6 1971 


Cahn, Lester R. see Mount Sinai Hospital, New York, N. Y. 


TR8 


California Univ., Los Angeles. School of Dentistry. Sensory 
coding of gustatory receptors; annual comprehensive re- 
port, 1 July 1970 to 30 June 1971. Douglas Junge and 
John A. MacDonald. Los Angeles, 1971. 12 leaves. illus. 
1, Glossopharyngeal Nerve 2. Receptors, Neural - physi- 
ology 3. Taste Buds - physiology 4. Tongue ~ innervation 
I. Junge, Douglas I. National Inst. of Dental Research, 
Bethesda, Md. Office of Collaborative Research. II. NIH- 
69-2227 IV. Title 
TRL NIH- 69-2227 1971 

Case Western Reserve Univ., Cleveland, Ohio. Center for 
the Study of Materials. Biocompatibility of ceramic im- 
plants in soft tissue; research report, 1971? S. D. Davis 
{et al.] Cleveland [19717] 17 leaves. Joint contractor: 
Ferro Corporation, Cleveland, Ohio. Technical Center. 
1. Biocompatible Materials 2. Ceramics - standards 3. 
Dental Implantation 4. Glass - standards 5. Histocom- 
patibility- drug effects I. Davis, S. D. I. Ferro Corpor- 
ation, Cleveland, Ohio. Technical Center. III. National 
Inst. of General Medical Sciences, Bethesda, Md. IV. 
NSF-GU-01145 V. NIGMS-2P01-GM- 14267-05 VI. NIGMS 
-1F02-GM-4720-01 VII. Title 
TRL NSF-GU-01145 1971 

Counsell, Lee A. see Naval Dental Research Inst., Great 
Lakes, Ill. 


Davis, S. D. see Case Western Reserve Univ., Cleveland, 
Ohio. Center for the Study of Materials. 

DeVries, K. L. see Utah Univ., Salt Lake City, College 
of Engineering. 

Driskell, Thomas D. see Battelle Memorial Inst. » Columbus, 
Ohio. Columbus Labs. 


Engel, R. H. see Battelle Memorial Inst., Columbus, Ohio. 
Columbus Labs. 


Food and Drug Administration, Rockville, Md. Progress in 
radiation protection. 1972. Rockville, 1972. 9p. (DHEW 
publication no. (FDA) 73-8037) 

TRL FDA- 73-8037 1972 

Franklin Inst., Philadelphia, Pa. Research Labs. Dental 
cement from marine sources; second annual progress 
report. September 1972. H. Jefferson Bowen [and] Peter 
W. D. Mitchell. Philadelphia, 1972. 34, A-11p. illus. 
1. Amino Acids - analysis 2. Barnacles - enzymology 3. 
Collagen - biosynthesis 4. Dental Cements - standards 5. 
Mussels - enzymology 6. Proteins - secretion I. Bowen, 
H. Jefferson. I. National Inst. of Dental Research, Beth- 
esda, Md. III. NIH-70- 2238 IV. FIRL-C2871-FR V. Title 
TRL NIH- 70- 2238 1972 


TECHNICAL REPORTS 1972, 1973 


Geipert, F. see University of Oklahoma Foundation, Inc., 
Oklahoma city. Medical Center Research and Develop- 
ment Office. 


Glickman, Irving. see Tufts Univ., Boston, Mass. School 
of Dental Medicine. 


Holroyd, S. V. see Naval Dental School, Bethesda, Md. 


Jacobson, Arnold F. see Bureau of Radiological Health, 
Rockville, Md. Division of Electronic Products, 


Junge, Douglas. see California Univ., Los Angeles. School 
of Dentistry. 


Kozlowski, Gregory G. see Naval Dental Research Inst. , 
Great Lakes, Ill. 


Longston, Robert W. see Naval Dental Research Inst. , 
Great Lakes, IIl. 


Medical College of Georgia, Augusta. Dept. of Dermatology. 
Studies on the biochemistry of skin; final report, 30 April 
1970. Theodore Rosett. Augusta, 1970. 8 p. Microfiche. 
1. Adenosine Triphosphatase - metabolism 2. Gingiva - 
metabolism 3. Skin - enzymology I. Dept. of the Army, 
Washington, D. C. Office, Chief of Research and Devel- 
opment. II. Rosett, Theodore. I. DAHC-19-69-G-0007 
Iv. AD-887-979L V. Title 
TRL DAHC-19- 69-G-0007 1970 

Medical Field Service School, Fort Sam Houston, Tex. 
Dental specialist: special text; report, June 1969. Fort 
Sam Houston, 1969. lv. (various pagings) illus. 1. Den- 
tal Assistants- education 2. Dental Assistants- utilization 
3. Military Dentistry 4. Radiography, Dental 5. Tech- 
nology, Dental I. ST-8-225-1 II. Title 
TRL ST- 8-225-1 1969 

Mount Sinai Hospital, New York, N. Y. Histochemical 
changes in the oral cavity in disease and the effect of 
trauma in maxillofacial bones; final report, 1 May 1958 
- 31 July 1968. Lester R. Cahn. New York, 1968. 9 p. 
Microfiche. 1. Histocytochemistry 2. Maxillofacial In- 
juries 3. Mouth Diseases I. Army. Surgeon General's 
Office, Washington, D. C. Research and Development 
Division. I. Cahn, Lester R. IM. DA-49-007-MD- 941 
Title 
TRL DA49 007-MD- 941 1968 


Naval Dental Research Inst., Great Lakes, Ml. A compar- 
ison of the social persuasiveness of three conventional 
modes of dental education; research progress report, May 
1972. Lee A. Counsell |and) Edward F. Scheiner. Great 


Lakes, 1972. 21 p. 1. Attitude To Health 2. Dental 
Health Surveys 3. Military Personnel 4, Oral Health 
5. Persuasive Communication I. Bureau of Medicine and 
Surgery (Navy), Washington, D. C. I. Counsell, Lee A. 
Ill. NDRI- PR-72-02 IV. MR-041. 20. 01-6055B3JJ V. Title 
TRL NDRI-PR- 72-02 1972 

Naval Dental Research Inst., Great Lakes, Ml. The effect 
of antibiotic prophylaxis on oral hygiene and periodontal 
health of naval recruits; research progress report, May 
1972. Lee A. Counsell. Great Lakes, 1972. 8 p. 1. Anti- 
biotics - therapeutic use 2. Dental Prophylaxis 3. Mil- 


itary Personnel 4. Oral Health 5. Periodontal Diseases 
- drug therapy I. Bureau of Medicine and Surgery (Navy), 
Washington, D. C. I. Counsell, Lee A. I. NDRI-PR- 
72-03 IV. MR-041. 20. 6055-B3lJ V. Title 
TRL NDRI-PR- 72-03 1972 

Naval Dental Research Inst., Great Lakes, Ill. Evaluation 
of the Encore MFK-518 dental field unit; progress report, 
20 July 1967. Robert W. Longton fet al.] Great Lakes, 
1967. 5 p. Microfiche. 1. Dental Instruments - standards 
2. Dentistry, Operative 3. Mobile Health Units I. Bureau 
of Medicine and Surgery (Navy), Washington, D. C. IL. 
Longton, Robert W. Il. NDRI-PR-67-02 IV. M-4114. 04 
-3001 vV. AD-823-432 VI. Title 
TRL NDRI-PR- 67-02 1967 

Naval Dental Research Inst., Great Lakes, Ill. 1972 dental 
clerkship research reports; research progress report, 
October 1972. Gregory G. Kozlowski [et al.) Great 
Lakes, 1972. 40 p. illus. 1. Dental Caries - etiology 
2. Dental Plaque - microbiology 3. Dextranase - anta- 
gonists & inhibitors 4. Streptococcus - enzymology 5. 
Streptococcus - pathogenicity 6. Sucrase - antagonists & 
inhibitors I. Bureau of Medicine and Surgery (Navy), 
Washington, D. C. I. Kozlowski, Gregory G. Il. NDRF 
PR-72-07 IV. MF- 12. 524. 012-002BG31 V. MR041. 20. 02. 
6041-A3JJ VI. MRO041. 20. 02. 6048-B311 VII. Title 
TRL NDRI-PR- 72-07 1972 

Naval Dental Research Inst., Great Lakes, Ill. Preliminary 
automated dental health interviewing; research progress 
report, October 1971. Ronald J. Bognore [et al.] Great 
Lakes, 1971. 43 p. illus. 1. Automatic Data Processing 
2. Dental Records 3. Medical History Taking I. Bognore 
Ronald J. 0. Bureau of Medicine and Surgery (Navy), 
Washington, D. C. IIL NDRI-PR-71-06 IV. Work Unit 
M- 4305, 04-3005-AGI13 Vv. Title 
TRL NDRI-PR- 71-06 1971 

Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1970; report, July 1971. Great Lakes, 1971 
26 p. Includes presentations, publications and disting- 
uished visitors. 1. Dental Caries - microbiology 2. 
Dental Equipment - standards 3. Dental Pulp Diseases - 
pathology 4. Microscopy, Electron, Scanning 5. Research 
I. Bureau of Medicine and Surgery (Navy), Washington, 
D. C. NDRI-PR-71-05 Title 
TRL NDRI-PR- 71-05 1971 

Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1971; report, February 1972. Great Lakes 
1972. 22 p. Includes presentations, publications and dis- 
tinguished vistors. 1. Computers - utilization 2. Dentistry 
3. Microscopy, Electron, Scanning - utilization 4. Mouth 
Diseases - microbiology 5. Oral Health - education 6. 
Research I. Bureau of Medicine and Surgery (Navy), 
Washington, D. C. NDRFPR-72-01 MI. Title 
TRL NDRI-PR- 72-01 1972 

Naval Dental Research Inst., Great Lakes, Ill. Summaries 
of research, 1972; report, March 1973. Great Lakes, 
1973. 2l1p. Summary includes honors, awards, positions 
held and ceremonies. 1. Dental Caries - microbiology 
2. Dental Enamel Solubility - drug effects 3. Dextranase 
- adverse effects 4. Streptococcus - isolation & purifi- 
cation 5. Sucrase - adverse effects I. NDRI-PR-73-02 


TECHNICAL REPORTS 1972, 1973 


Il. Title 
TRL NDRI-PR- 73-02 1973 

Naval Dental Research Inst., Great Lakes, Ill. Ultraviolet 
light induced fluorescence and phosphorescence of bacteria 
at 90 degrees Kelvin; research progress report, 10 De- 
cember 1971. Kirk C. Hoerman. Great Lakes, 1971. 
14 p. illus. 
TRL NDRI-PR- 71-08 1971 

Naval Dental School, Bethesda, Md. Abstracts of research 
project reports by Naval Dental School graduate officers 
...June 1971. S. V. Holroyd jet al] Bethesda, 1971. 
9p. Projects completed in partial fullfillment of require- 
ments of the Graduate and Postgraduate Courses. 1. Dent- 
istry - abstracts 2. Military Dentistry I. Bureau of Med- 
icine and Surgery (Navy), Washington, D. C. I. Holroyd, 
S. V. I. NDS-TR-018 IV. MR.005. 20-6052 V. Title 
TRL NDS- TR-018 1971 

Naval Dental School, Bethesda, Md. Vital root retention in 
dogs; report, 1 July 1971. G. S. Poe [et al.) Bethesda, 
1971. 3p. 1 Alveoloplasty 2. Root Resorption - preven- 
tion and control 3. Tooth Root - surgery I. Bureau of 
Medicine and Surgery (Navy), Washington, D. C. I. 
Poe, G. S. I. NDS-TR-019 IV. MR. 041. 20. 02-6052 
V. Title 
TRL NDS- TR-019 1971 

Naval Graduate Dental School, Bethesda, Md. Mercury 
vapor levels in dental spaces; technical report, 1 August 
1972 J. T. Stevens fet al] Bethesda, 1972. 6p. 1. Air 
Pollution - analysis 2. Dental Amalgam - analysis 3. 
Dental Facillities 4. Dentistry, Operative 5. Mercury 
- urine 6. Mercury Poisoning I. Bureau of Medicine & 
Surgery (Navy), Washington, D. C. II. Stevens, J. T. 
Ill. NGDS- TR-022 IV. MR-041. 20. 02-6052-B31D V. Title 
TRL NGDS-TR-022 1972 


Poe, G. S. see Naval Dental School, Bethesda, Md. 


Reed College, Portlend, Or. Dental and medical applica- 
tions of thermal neutron radiography; annual report, no. 
2, October 1971. William L. Parker [et al.] Portland, 
1971. 34 p. Microfiche. 
TRL DADA- 17-70- C-0052 1971 

Rosett, Theodore. see Medical College of Georgia, Augusta. 
Dept. of Dermatology. 


Schwartz, Warren E. see Battelle Memorial Inst., Colum- 
bus, Ohio. Columbus Labs. 

Stanford Research Inst. Menlo Park, Calif. Possible util- 
ization of organic polyphosphonates in restoration of teeth; 
final report, 26 June 1969 - 5 November 1971. M. Anbar 
Cet al.] Menlo Park, 1971. viii 121 leaves. illus. 1. Den- 
tal Materials - standards 2. Dental Restoration, Perm- 
anent - standards 3. Phosphonic Acids - analysis 4. 
Polymers~ chemical synthesis. I. Anbar, M. II. National 


Inst. of Dental Research, Bethesda, Md. Il. NIH-69- 2223 
IV. SRI-PEU-8082 V. Title 


TRL NIH- 692223 1972 


Stevens, J. T. see Naval Graduate Dental School, Bethesda, 


Md. 


Stibbs, Gerald D. see Washington Univ., Seattle. Dept. of 


Operative Dentistry. 


Tennessee Univ. Medical Units, Memphis. Materials Sci- 


ence Toxicology Labs. Development of standardized tox- 
icity testing for dental materials- products and exploratory 
dental toxicology; annual comprehensive report. 1July 
1970 to 30 June 1971. John Autian [et al.] Memphis, 
1971. 192 leaves. illus. 1. Acetaldehyde - toxicity 
2. Dental Materials - standards 3. Dental Materials - 
toxicity 4. Drug Interactions 5. Toxicology I. Autian, 
John. II National Inst. of Dental Research. IV, PH-43- 
68-1315 V. Title 

TRL UTMU- CDCP- MSTL-16 1971 


Tufts Univ., Boston, Mass. School of Dental Medicine. 


Tracking of tooth contact patterns in the natural dentition 
using miniaturized implantable telemetry; annual progress 
report, no. 5, August 1970. Irving Glickman. Boston, 
1970. 14 p. Microfiche. 1. Dental Occlusion 2. Masti- 
cation 3. Telemetry I. Army Medical Research and 
Development Command, Washington, D. C. I. Glickman, 
Irving. IM. DA-49-193-MD-2614 IV. AD-875-989 L 
V. Title 

TRL DA49- 193-MD~ 2614 1970 


University of Oklahoma Foundation, inc., Oklahoma City. 


Medical Center Research and Development Office. Prop- 
erties of granules that contain kallikrein and renin; tech- 
nical report, no. 47, 30 November 1971. F. Geipert and 
E. G. Erdos. Oklahoma City, 1971. 5 leaves. (University 
of Oklahoma Medical Center THEMIS contract) 1. Kalli- 
krein - biosynthesis 2. Renin - biosynthesis 3. Subman- 
dibular Gland - secretion I. Geipert, F. II. National 

Institutes of Health, Bethesda, Md. I. Office of Naval 
Research, Washington, D. C. IV. N00014-68-A-0496 

V. HE-08764 VI. Title VII. Series. 

TRL N00014- 68-A- 0496 1971 


University of Oklahoma Foundation, inc., Oklahoma City. 


Medical Center Research and Development Office. Proper- 
ties of granules that contain kallikrein and renin; tech- 
nical report, no. 52. 13 January 1972. F. Geipert and 
E. G. Erdos. Oklahoma City, 1972. 5 leaves. (University 
of Oklahoma Medical Center THEMIS contract) 1. Kalli- 
krein - analysts 2. Renin - analysts 3. Submandibular 
Gland - enzymology I. Geipert, F. Il. Office of Naval 
Research, Washington, D. C. Ii. N00014-68-A-0496 
IV. NR-105-516 V. Title VI. Series 

TRL N00014- 68-A- 0496 1972 


Utah Univ., Salt Lake City. College of Engineering. Final 


report, NIH contract no. 71-2022 October 1972. K. L. 
DeVries [and] M. L. Williams. Salt Lake City, 1972. 
51 leaves. illus. 1. Barnacles 2. Bonding, Dental 3. 
Dental Cements 4. Dental Restoration, Permanent I. 
DeVries, K. L. IL. National Inst. of Dental Research, 
Bethesda, Md. III. NIH-71-2022 IV. Title 

TRL NIH- 71-2022 1972 
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TECHNICAL REPORTS 1972, 1973 


Washington Univ., Seattle. Dept. of Operative Dentistry. 
Operative dentistry on human and swine teeth; final compre~ 
hensive report. 1 July 1968 to 31 December 1969. Gerald 
D. Stibbs. Seattle, 1969. 30 leaves. illus. 1. Anatomy, 
Comparative 2. Dental Materials 3. Dentistry, Operative 


4, Dentition - anatomy & histology 5. Swine - anatomy & 
histology I. National Inst. of Dental Research, Bethesda, 
Md. II. Stibbs, Gerald D. Il. Ph-43-68-1318 IV. Title. 
TRL PH43- 68- 1318 1969 
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SUBJECT SECTION 


BIBLIOGRAPHY OF DENTAL REVIEWS 


ACRIDINES 
DIAGNOSTIC USE 


Acridine binding of buccal cells and “field alteration” 
associated with orai cancer: a review. Hayes RL, et al. 
Oral Surg 36:517-32, Oct 73 (87 ref.) 


ACUPUNCTURE 
HISTORY 


Acupuncture: ancient art, modern enigma. Alexander 
RE. J Am Dent Assoc 86:813-6, Apr 73 (10 ref.) 


ALCOHOLISM 
COMPLICATIONS 
Alcohol-induced thrombocyt ja: review of the 


case. Heiman JL. 
3 Am Dent Assoc 85:1358-61, Dec 72 (17 ref.) 


AMERICAN DENTAL ASSOCIATION 
Review of 1972 news. J Am Dent Assoc 86:86-8, Jan 73 


AMYLOIDOSIS 


Amyloidosis: its in oral surgery. Review of 
the literature and report of.a case. Waal I van der, et 
al. Oral Surg 36:469-81, Oct 73 (48 ref.) 


ANGIOMA, SCLEROSING 


Juvenile nasopharyngeal angiofibroma. Hicks JL, et al. 
Oral Surg 35:807-17, Jun 73 (18 ref.) 


ANTI-INFLAMMATORY AGENTS 
ADMINISTRATION & DOSAGE 


Oral anti-inflammatory therapy. A survey of the 
anti-inflammatory Romander 

Sven Tandlak Tidskr 65:239-53, May 72 (99 ref.) 


BIGUANIDES 


{Chlorhexedine in dentistry--continuation of a survey 
of the literature] Ochsenbein H. 
Schweiz Monatsschr Zahnheilkd 83:819-27, Jul 73 = 
ref.) (Eng. Abstr.) (Ger 


Does chlorhexidine have a ae in the prophylaxis of 
dental diseases? Lie 
J Periodont Res 12: aoe 12:93-9, 1973 (37 ref.) 
[Chlorhexidine in dentistry--review of the literature] 
Ochsenbein H. 


Schweiz Monatsschr Zahnheilkd 83:113-20, 1973 (75 
ref.) (Ger) 


BIOCOMPATIBLE MATERIALS 
Materials for oral lantati biological and 
functional Homsy CA, et al. 

J Am Dent Assoc 86:817-32, Apr 73 (71 ref.) 
BONE AND BONES 


TRANSPLANTATION 


[Bone transplantation in periodontal surgery. Review 
of literature] Bergenholtz A, et al. 
Tidskr 65:475-87, Sep 72 (75 
we 


Use of titanium mesh and autogenous bone marrow in 
the repair of a nonunited mandibular fracture: report 
of case and review of the literature. Gargiulo EA, et al. 
3 Oral Surg 31:371-6, May 73 (5 ref.) 


BONE RESORPTION 


Bone resorption and prosthodontics. Fenton AH. 
3 Prosthet Dent 29:477-83, May 73 (32 ref.) 


CARIOGENIC AGENTS 


The role of sucrose and other sugars 
development of dental caries; a review. 


Polysaccharid 
Pathogenesis of dental caries. Review] Broukal Z. 
Cesk Epidemiol Mikrobiol Imunol 22:95-110, Mar 73 
(161 ref.) (Eng. Abstr.) (Cze) 


CAUCASIAN RACE 


Odontological conditions among the Lapps in Northern 
—— A survey of earlier literature. Lewin 
, et 
Suom Hammasiaak Toim 67:Supp! 1:99-104, 1971 (31 
ref.) 


CEPHALOMETRY 
A comparison of cases 

JJ. 

Angle 43:119-26, Jan 73 (34 

(Application of the computer to morphol 

of the teeth 


ogical analysis 
and craniofacial structures) Miura F. 
J Jap Stomatol Soc 39:541-50, Dec 72 (36 ref.) (Jap) 


CLEFT LIP 


Cleft lip and cleft palate: research relevant to clinical 
management in dentistry. An NIDR State of the Art 
report. Subcommittee on Dentistry. 

Am J Orthod 63:398-406, Apr 73 (62 ref.) 
of the art. Spriestersbach 

Cleft Palate J 10:113-65, ref.) 


THERAPY 


Team work and clinical research in the treatment of 
cleft lip and palate. Heliquist R. 
Sven Tandlak Tidskr 66:145-55, Mar 73 (92 ref.) 


CLEFT PALATE 


Cleft lip and cleft palate: research relevant to clinical 
management in dentistry. An NIDR State of the Art 
report. Subcommittee on Dentistry. 

Am J Orthod 63:398-406, Apr 73 (62 ref.) 
Clinical research in cleft lip and cleft palate: the state 
of the art. Spriestersbach DC, et al. 

Cleft Palate J 10:113-65, Apr 73 (417 ref.) 


SURGERY 


Velopharyngeal competence and 
surgery, 1960-1971: a critical review. Morris HL. 
Cleft Palate J 10:62-71, Jan 73 (15 ref.) 


THERAPY 


Team work and clinical research in the treatment of 
cleft lip and palate. Hellquist R. 
Tidskr 66:145-55, Mar 73 (92 ref.) 


COMPUTERS, DIGITAL 


[Application of the computer to 
of the teeth and craniofacial structures] Miura 
dap Seamatel Gee Des vel.) 


DENTAL AMALGAM 


Amalgam: past, present, and future. Barber T, et al. 
3 Am Dent Assoc 86:863-9, Apr 73 (47 ref.) 


DENTAL CARIES 


The problem of root caries. I. Literature review and 
clinical description. Hazen SP, et al. 
3 Am Dent Assoc 86:137-44, = 73 
Root surface caries: review of the 
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(158 ref.) 
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THERAPEUTIC USE 
significance of the problem. Jordan HV, et al. . 
3 Periodontol 44:158-63, Mar 73 (56 ref.) 
DIAGNOSIS 
A review of approaches to the detection of dental ; 
caries. Council on Dental Materials and Devices. "i 
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DENTAL CARIES 


JJ. 
Am Dent Assoc 86:1358-64, Jun 73 


ETIOLOGY 


Current concepts moe the development of 
dental caries. Jenkins GN. 

Int Dent J 22:350-61, ba 72 (80 ref.) 

The role of sucrose and other sugars in the 
development of dental caries; a review. Mikinen KK, 
et al. Int Dent J 22:363-86, Sep 72 (158 ref.) 
[Critical study of theories of pathogenicity in dental 
caries. Macroscopic, microscopic and submicroscopic 
studies of caries lesions. 2] Klees L. 
Acta Stomatol Belg 69:131-205, 1972 


PATHOLOGY 


(39 ref.) 


(Fre) 


(Predilection areas of dental caries. Clinical and 

per studies. Comprehensive review] 

Stejskalova 

Cesk 73:203-8, 1973 (44 ref.) (Eng. 
¢ 


PREVENTION & CONTROL 
Prevention of dental caries: agents which increase 
tooth resistance to dental caries. Navia JM. 
Int Dent J 22:427-40, Dec 72 (54 ref.) 
DENTAL CEMENTUM 


PATHOLOGY 


Root surface caries: review of the literature and 
significance of the problem. Jordan HV, et 
3 Periodontol 44:158-63, Mar 73 (56 ref.) 


DENTAL ENAMEL 


CYTOLOGY 


[Studies on the structure of human enamel by scanning 
electron microscopy. 1. On the form of enamel prism, 
prism sheath and interprismatic substance] Kirino T, 
et al. 


J Jap Stomatol Soc 39:247-96, Sep 72 (118 ref.) (Jap) 
DENTAL HEALTH SURVEYS 


Odontological conditions among the Lapps in Northern 
——— A survey of earlier literature. Lewin 
, et al. 
Suom Hammaslaak Toim 67:Supp! 1:99-104, 1971 (31 
ref.) 


DENTAL IMPLANTATION 

Materials for oral implantati biol 
functional criteria. Homsy CA, et 
3 Am Dent Assoc 86:817-32, Apr 
DENTAL MATERIALS 
Materials for oral implantati 
functional criteria. Homsy CA, et 
J Am Dent Assoc 86:817-32, Apr 


DENTAL PLAQUE 


ETIOLOGY 


| 


al. 
73 


(71 ref.) 


On the formation of dental plaques. Gibbons RJ, et al. 
3 Pericdontol 44:347-60, Jun 73 (124 ref.) 


Fluoride in dental plaque. Birkeland JM. 
Nor Tanniaegeforen Tid Tid 82:585-91, Dec 72 (18 ref.) 


PREVENTION & CONTROL 
{Chlorhexidine in dentistry--review of the literature] 

Ochsenbein H. 

Schweiz Monatsschr Zahnheilkd 83:113-20, 1973 (75 
ref.) (Ger) 
(Chlorhexedine in of a survey 

of the literature) Ochsenbein 

Schweiz Monatsschr Zahnheilkd Jul 73 

ref.) (Eng. Abstr.) (Ger 
DENTAL PROSTHESIS 


Bone resorption and prosthodontics. Fenton AH. 
3 Prosthet Dent 29:477-83, May 73 (32 ref.) 


DENTAL PULP 
CYTOLOGY 


Lysosomes and the dental 
Oral Surg 36:569-79, Oct 


pulp. Spott RJ, et al. 
73 (63 ref.) 


DENTAL REVIEWS 


Biological effects of Loos PJ, et al. 
J Dent Child 40:193-7, May-Jun 73 (15 ref.) 
PATHOLOGY 


Studies on intact and attrited human coronal dentin. 
Tronstad L. 


Nor Tannlaegeforen Tid 82:592-600, Dec 72 (12 ref.) 
DENTAL PULP DISEASES 


THERAPY 


A comparison of the management of pulpal pa‘ er 
deciduous and permanent teeth. Berk a et 
Oral Surg 34:944-55, Dec 72 (61 ref.) 


DENTIN 
PATHOLOGY 


Studies on intact and attrited human coronal dentin. 
Tronstad L. 
Nor Tannilaegeforen Tid 82:592-600, Dec 72 (12 ref.) 


DENTISTRY 


Cleft lip and cleft palate: research relevant to clinical 
management in dentistry. An NIDR State of the Art 
report. Subcommittee on Dentistry. 

Am J Orthod 63:398-406, Apr 73 (62 ref.) 


DNA, NEOPLASM 


Acridine binding of buccal cells and “field alteration” 
associated with oral cancer: a review. Hayes RL, et al. 
Oral Surg 36:517-32, Oct 73 (87 ref.) 


ELECTRONARCOSIS 


Regional electroanalgesia and its potentialities in 
control of orofacial pain. Fields RW, et al. 
Oral Surg 34:694-703, Oct 72 (51 ref.) 


EPIDERMAL CYST 


ey keratinizing epidermoid cysts. A review 
history. Ettinger RL, et al. 
Oral ‘Sone 36:225-30, Aug 73 (27 ref.) 


EVOLUTION 


[Problems of skull morphogenesis) Schumacher GH. 
Dtsch Zahn Mund Kieferheilkd 60:145-57, Mar 73 (117 
ref.) (Ger) 


FACE 
ANATOMY & HISTOLOGY 


[Application of the computer to morphological analysis 
of the teeth and craniofacial structures] Miura F. 
J Jap Stomatol Soc 39:541-50, Dec 72 (36 ref.) (Jap) 


FACIAL NERVE 
PHYSIOPATHOLOGY 


(Pathophysiology of synkinesias and contractures 
following peripheral facial (Review of 
literature including an attempt at interpretation on 
the basis of the adjustment principle) ] Grosch H, et al. 
Fortschr Neurol Psychiatr 40:339-69, Jul 72 (128 ref.) 

(Ger) 


(Eng. Abstr.) 

SURGERY 
Advances in facial nerve repair. Smith JW. 
Surg Clin North Am 52:1287-306, Oct 72 (47 ref.) 
FACIAL PARALYSIS 


aetiology, applied anatomy and topognosis, and 
degree of paralysis. Potgieter MG. 

S Afr Med a 47:27-31, 6 Jan 73 (31 re 


Complications, management. 
MG. 8 Afr Med J 47:100-4, 20 Jan 73 (27 ref.) 
DIAGNOSIS 


{Facial nerve lesions in otorhinolaryngological 
1. Problem diagnosis “Bell’s palsy” Miehlke 


Sep 
(Topodiagnosi of intratemporal facial nerve palsy] 
Pietruski 


pecenncoally Pol 26:619-24, 1972 (33 ref.) (Pol) 
[Electrogustometry in the diagnosis of facial nerve 


Palsy] Pietruski 
Otolaryngol Pol mm 125-30, 1973 (Eng. Abstr.) (Pol) 
[Salivation test in the —— Prognosis in Bell’s 
Palsy] Pietruski J, et al. 
Otolaryngol P: ‘ol 27:253-9, 1973 (39 ref.) (Eng. 


PHYSIOPATHOLOGY 


[Pathophysiology of synkinesias and contractures 
following peripheral facial paralysis. (Review of 
literature including an attempt at interpretation on 
the basis of the adjustment principle) ] Grosch H, et al. 
Fortschr Neurol Psychiatr 40:339-69, Jul 72 (128 ref.) 
(Eng. Abstr.) (Ger) 


SURGERY 
Advances in facial nerve repair. Smith JW. 
Surg Clin North Am 52:1287-306, Oct 72 (47 ref.) 


DIAGNOSIS 


Fibrous dysplasia: a nosologic problem in the d 
of fibro-osseous lesions of the jaws. Eversole LR, et al. 
J Oral Pathol 1:189-220, 1972 (380 ref.) 


FIBROMATOSIS GINGIVAE 


{Idiopathic gingival fibromatosis. A survey of the 
literature and report of five — Winther te al. 
Tandlaegebladet 77:313-24, Mar 73 (19 ref.) (ene. 
Abstr.) 

FIBROUS DYSPLASIA OF BONE 

DIAGNOSIS 


Fibrous dysplasia: a nosologic problem in the 
of fibro-osseous lesions of the jaws. Eversole LR, et al. 
J Oral Pathol 1:189-220, 1972 (380 ref.) 


FLUORIDES, TOPICAL 
METABOLISM 


Fluoride in dental plaque. Birkeland JM. 
Nor Tanniaegeforen Tid 82:585-91, Dec 72 (18 ref.) 


FORMOCRESOLS 
PHARMACODYNAMICS 


Biological effects of esol. Loos PJ, et al. 
3 Dent Child 40:193-7, May-Jun 73 (15 ref.) 


FRACTURES, UNUNITED 
SURGERY 


Use of titanium mesh and autogenous bone marrow in 
the repair of a nonunited mandibular fracture: report 
of case and review of the literature. Gargiulo EA, et al. 
J Oral Surg 31:371-6, May 73 (5 ref.) 


GINGIVITIS 


between necrotic ulcerative gingivitis 
herpetic gingivostomatitis. Klotz H. 
WY Dent May (81 ret.) 


ETIOLOGY 


Wegener’s granulomatosis presenting as gingivitis. 
Review of the clinical and pathologic features and 
report of a case. Scott J, et al. 

Oral Surg 34:920-33, Dec 72 (63 ref.) 


GINGIVITIS, NECROTIZING 
ULCERATIVE 


Differentiation between necrotic ulcerative gingivitis 
and primary herpetic gingivostomatitis. Klotz H. 
NY State Dent J 39:283-94, May 73 (81 ref.) 


GRANULOMA, REPARATIVE GIANT 
CELL 


Central giant cell lesion in the angle of the mandible: 
review of the literature and report of a case. Richter 
KJ, et al. J Oral Surg 31:26-30, Jan 73 (17 ref.) 


HEMANGIOMA 
Central 
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73 (71 ref.) 
; J Oral Surg 30:885-92, Dec 72 (30 ref.) 
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HEMANGIOMA, CAVERNOUS 
Cavernous hemangioma of the oral cavity: review of the 
. Friedman 


literature and report of case JM, et al. 
Oral Surg 31:617-9, “73 (12 ref.) 


HEMORRHAGE, ORAL 


ETIOLOGY 


Alcohol-induced thromb pa penia: review of the 
literature and report of Heiman JL. 
3 Am Dent Assoc @5:1358-61, Dec 72 (17 ref.) 


HEPATITIS 
PREVENTION & CONTROL 


Hepatitis: a review of the disease and its prevention. 
Schwimmer A, et al. NY J Dent 43:73-6, Mar 73 (21 ref.) 


HERPESVIRUS INFECTIONS 


Differentiation between necrotic ulcerative gingivitis 
and primary herpetic gingivostomatitis. Klotz H. 
NY State Dent J 39:283-94, May 73 (81 ref.) 


IMMUNITY, CELLULAR 


Cell-mediated immune responses in oral disease: a 
review. Lehner T. J Oral Pathol 1:39-58, 1972 (73 ref.) 


JAW 


ANATOMY & HISTOLOGY 


[Application of the computer to morphological analysis 
of the teeth and craniofacial structures] Miura F. 
J Jap Stomatol Soc 39:541-50, Dec 72 (36 ref.) (Jap) 


JAW ABNORMALITIES 
FAMILIAL & GENETIC 


Mandibular asymmetry of hereditary origin. Persson M. 
Am J Orthod 63:1-11, Jan 73 (22 ref.) 


JAW DISEASES 


Fibrous dysplasia: a nosologic problem in the 

of fibro-osseous lesions of the jaws. Eversole LR, et al. 
3 Oral Pathol 1:189-220, 1972 (380 ref.) 

Bone resorption and prosthodontics. Fenton AH. 
3 Prosthet Dent 29:477-83, May 73 (32 ref.) 


JAW NEOPLASMS 


Central hemangioma of the maxilla. Baum + cia 
3 Oral Surg 30:885-92, Dec 72 (30 ref.) 


JOINT DISEASES 
DIAGNOSIS 


(Temporomandibular joint clicking. A literature 


review and a pantografic evaluation] Rasmussen OC. 
Tandlaegebladet 77:299-312, Mar 73 (21 ref.) (Eng. 
Abstr.) (Dan) 


LEIOMYOMA 


Leiomyomas of the oral cavity. Review of the oe 
and clinicopathologic study of seven new 
Cherrick HM, et al. Oral Surg 35:54-66, Jan 73 (82 ref.) 


LEUKOPLAKIA, ORAL 


COMPLICATIONS 
toms degeneration of oral leukoplakia) Tempel 
eS Son 22:814-20, Oct 72 (34 ref.) Sx 
LIP DISEASES 


Implantation keratinizing epid 
and case history. Ettinger RL, et al. 
Oral Surg 36:225-30, Aug 73 (27 ref.) 


LIP NEOPLASMS 
Cavernous hemangioma of the oral cavity: review of the 
literature and report of case. Friedman JM, et al. 


3 Oral Surg 31:617-9, Aug “73 (12 ref.) 


LIPOMA 


The nature of lipomas and their significance in the oral 
cavity. A review and report of cases. Greer RO, et al. 
Oct 73 (40 ref.) 


Oral Surg 36:551-7, 


DENTAL REVIEWS 


LYSOSOMES 
MALOCCLUSION 

THERAPY 


edgewise and Begg techniques. Barton J. 
Angle Orthod 43:119-26, Jan 73 (34 ag 


MANDIBLE 
ABNORMALITIES 


Mandibular asymmetry of heredi Ta 
Am J Orthod 63:1-11, Jan 73 (22 


MANDIBULAR CONDYLE 
GROWTH & DEVELOPMENT 


The role of the condyle in the postnatal growth of the 
mandible. Meikle MC. 
Am J Orthod 64:50-62, Jul 73 (64 ref.) 
(Condylar growth in the light of new e 
research results--a literature survey] Frinkel Reet al. 
— Stomatol 23:452-63, Jun 73 (67 ref.) pam 
) 


MANDIBULAR FRACTURES 
SURGERY 


Use of titanium mesh and autogenous bone marrow in 
the repair of a nonunited mandibular fracture: report 
of case and review of the literature. Gargiulo EA, et al. 
3 Oral Surg 31:371-6, May 73 (5 ref.) 


MANDIBULAR NEOPLASMS 


Central giant cell lesion in the angle of the mandible: 
review of the literature and report of a case. Richter 
KJ, et al. J Oral Surg 31:26-30, Jan 73 (17 ref.) 

Central neurilemoma of the mandible: report of case 
and review of the literature. Shimura K, et al. 
3 Oral Surg 31:363-7, May 73 (24 ref.) 

Osteogenic sarcoma of the mandible: review of the 
literature and report of case. Wilcox JW, et al. 
3 Oral Surg 31:49-52, Jan 73 (12 ref.) 


PATHOLOGY 


(Central epithelial mandibular tumors. Review of the 


literature and clinical picture] Immenkamp E, et al. 

Fortschr Kiefer Gesichtschir 15:138-51, 1972 (116 ref.) 

(Eng. Abstr.) (Ger) 
MAXILLOFACIAL INJURIES 


THERAPY 


Management of midfacial fractures. Albright CR, et al. 
Oral Surg 34:858-79, Dec 72 (65 ref.) 


METRONIDAZOLE 
THERAPEUTIC USE 
(Metronidazole. Efficacy in certain infections of the 
oral mucosa and the urogenital tract] "Olsen I. 
Nor Tannlaegeforen Tid 83:90-2, Mar 73 (10 ref.) (Nor) 
MICRORADIOGRAPHY 


Microradiography in research. Anneroth 
Sven Tandlak Tidskr weasiTo4, May 71 (32 ree) 


MOLAR 
SURGERY 


{Some biological reactions with the removal of 
impacted wisdom teeth] Roed-Petersen B. 
Tandlaegebladet 76:900-6, Oct 72 (15 ref.) (Dan) 


MONILIASIS, ORAL 


(Oral candidosis} Olsen I, et al. 
Nor Tid 82:317-24, Jun 72 (29 ref.) 
(Eng. Abstr.) (Nor) 
MORPHOGENESIS 
[Problems of skull morphogenesis] Schumacher GH. 
creas Kieferheilkd 60:145-57, Mar 73 (117 
MOTIVATION 


Behavioral motivation. Weisenberg M. 
J Periodontol 44:489-99, Aug 73 (54 ref.) 


ORTHODONTICS, CORRECTIVE 


MOUTH DISEASES 


Is submucous fibrosis a precancerous condition in the 


oral cavity? Pindborg JJ. 
Int Dent J 22:474-80, Dec 72 (30 ref.) 
Rare oral viral disorders (molluscum contagiosum, 


Nor Tid 83:317-24, Jun 72 (29 ref.) 

(Eng. Abstr.) (Nor) 
DRUG THERAPY 

Oral anti- A survey of the 


anti-inflammatory agents. Romander H. 
Tidskr ~ 


Sven Tandilak 65:239-53, May 72 (99 ref.) 
IMMUNOLOGY 
Cell-mediated in oral disease: 


ted immune responses a 

review. Lehner T. 3 Oral Patho! 1:39-58, 1972 (73 ref.) 
PREVENTION & CONTROL 


dental diseases? Lée 
J Periodont Res A 12:93-9, 1973 (37 ref.) 


MOUTH, EDENTULOUS 


RADIOGRAPHY 


Radiographic 
Review of the literature and preliminary 


examination of the edentulous patient. I. 


report 
comparing three methods. Scandrett FR, et al. 
Oral Surg 35:266-74, Feb 73 (38 ref.) 
Radiographic examination of the edentulous patient. I. 
Review of the literature and preliminary report 
comparing ods. Scandrett FR, et al. 
Oral Surg 35:266-74, Feb 73 (38 ref.) 


MOUTH NEOPLASMS 


Oral nevi: report of case and review of literature. Nagel 
NJ. J Oral Surg 30:835-8, Nov 72 (30 ref.) 

Leiomyomas of the oral cavity. Review of the literature 
and clinicopathologic study of seven new cases. 
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Arch Stomatol (Napoli) 12:85-94, Apr-Jun 71 as. 
Abstr.) 


of a synthetic resin (Diamon-D) after 
in particular experimental solutions. V. Absorption 
and corrosion after dipping in artificial saliva 
acidified with lactic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 12:55-64, Jan-Mar 71 (Eng. 
Abstr.) (Ita) 

(Behavior of a synthetic resin (Diamon-D) after dipping 
in particular experimental solutions. VII. Absorption 
and corrosion after dipping in artificial saliva 
acidified with butyric acid) Valletta G, et al. 
Stomatol (Napoli) 12:75-84, Apr-Jun 

itr.) 

{Behavior of a synthetic resin after pm. = 
particular experimental solutions. V. Absorption and 
corrosion after dipping in artificial saliva acidified 
with lactic acid) Valletta G, et al. 

Arch Stomatol (Napoli) 11: 115-22, Apr-Jun 70 . 
Abstr.) 

[Behavior of a synthetic resin after enue. = 
Particular experimental solutions. VII. Absorption 
and corrosion after dipping in artificial saliva 
acidified with butyric acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:143-50, Jul-Sep 70 (Eng. 
Abstr.) (Ita) 

(Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. VI. 
Absorption and corrosion after dipping in artificial 
saliva acidified with lactic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:135-42, Jul-Sep 70 4 
Abstr.) 

[Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. 8. 
Absorption and corrosion after dipping in artificial 
saliva acidified with butyric acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:211-8, Oct-Dec 70 (Ita) 

(Behavior of a synthetic resin (Diamon-D), baked to 
gold, after dipping in particular experimental 
solutions. VI. Absorption and corrosion after dipping 
in — saliva acidified with lactic acid] Vallettas 
G, et 4 
Arch Stomatol (Napoli) 12:65-73, Apr-Jun 71 (Eng. 
Abstr.) (Ita) 


Effect of fluoride on carbon dioxide and acid formation 
in salivary sediment mixtures incubated with glucose. 
Sandham HJ, et al. Arch Oral Biol 18:211-25, Feb 73 

[Studies on susceptibility of the acid formation 
Possibility in the basic area of human dental plaque 
using sodium a Schmidt HF. 

Dtsch Zahnaerzt!l Z 28:855-61, Aug 73 (Eng. Abstr.) 
(Ger) 


PHARMACODYNAMICS 
The effects of acids and bases on the gingiva of the 
monkey. Jann RC, et al. 
J South Calif State Dent Assoc 41:485-8, Jun 73 


ACOUSTIC TRAUMA 


The effects of dental drill noise on the hearing of 
dentists. Weatherton MA, et al. 
3 Tenn State Dent Assoc 52:305-8, Oct 72 


ACRIDINES 
DIAGNOSTIC USE 
Acridine binding of buccal cells and “field alteration” 
associated with oral cancer: a review. Hayes RL, et al. 
Oral Surg 36:517-32, Oct 73 (87 ref.) 


ACRIFLAVINE see under ACRIDINES (D2, D13) 


ACRYLIC RESINS 


ACROCEPHALOSYNDACTYLIA 
SURGERY 
Results after Frethofer HP Jr. 


3 Maxillofac Surg 1:30-6, Mar 73 
The conjunctival approach to the orbital floor and 
maxilla in congenital malformation and trauma. 
. J Maxillofac Surg 1:3-7, Mar 73 


ACROCEPHALY see under CRANIOSYNOSTOSES 
(C3, C16) 
ACROLEIN see under ALDEHYDES (D2) 


ACRYLATES 


A stabilizing comonomer. II. Stabilization and 
Polymerization characteristics. Bowen RL, et al. 
3 Dent Res 51:1614-8, Nov-Dec 72 

{Influence of mixing ratio of powder and liquid on 
various properties of zinc phosphate cement and 
Polycarboxylate cement] Wijn JR de, et al. 
Dtsch Zahnaerztl Z 28:665-70, Jun 73 (Eng. Abstr.) 

(Ger) 
ANALYSIS 
Studies on polycarboxylates and related cements. 2. 
Analysis of cement — Bertenshaw BW, et al. 
J Dent 1:65-8, Dec 
Studies on hh and related cements. I. 


of cement liquids. Bertenshaw BW, et al. 
J Dent 1:13-6, Oct 72 


THERAPEUTIC USE 


{Acrylic glues in surgery] 
Wiad Lek 26:221-3, 1 Feb 73 


TOXICITY 


K, et al. 
(5 ref.) (Pol) 


Embryonic-fetal toxicity and teratogenic effects of a 
group of methacrylate esters in rats. Singh AR, et al. 
J Dent Res 51:1632-8, Nov-Dec 72 


ACRYLIC RESINS 


Effect of toothbrushing on acrylic resin veneering 
material. Il. Abrasive effect of selected dentifrices 
and toothbrushes. Wictorin L. 

Acta Odontol Scand 30:383-95, Sep 72 

Adhesives in dentistry--the state of the art. Combe EC. 
Anglo Contin Dent Soc 10-2, Sep 72 

The restoration of fractured incisors by the acid-etch 
technique. Parkin SF. Apex 7:75-6, Jun 73 

Effect of fluorides on the bonding of resins to 
Phosphoric acid-etched bovine enamel. 
Sheykholeslam Z, et al. 

Arch Oral Biol 17:1037-45, Jul 72 

Two uses of acrylic copings in restorative dentistry. 
Hughes HJ. Aust Dent J 18:102-4, Apr 73 

Deviation of the mandible corrected by an acrylic 
training flange. Hiong ET. 

Dent J Malaysia Singapore 12:53-5, May 72 

Technic for the repair of acrylic resin veneers and 
incisal fractures. Greene LL, et al. 

Dent Surv 49:50 passim, Jul 73 

Intraoral technic to repair veneer crowns and pontics. 
Reiss R. Dent Surv 49:41, Feb 73 

Studying occlusal changes in cured acrylic resin 
dentures. Debba G, et al. Egypt Dent J 19:59-64, Jan 73 

Acrylic gingival veneer. Al-Sabbagh AK. 

Iraqi Dent J 1:34-6, Sep 72 

A method of replacing missing tooth structure. Grosso 
FP, et al. J Acad Gen Dent 21:36-7, Jan 73 

Preventive crown and bridge dentistry: construction of 
tissue-kind anterior temporary crowns. Lorencki SF. 
3 Acad Gen Dent 20:20-1, Nov 72 

Use of soft reliners for acrylic appliances. Rose LA. 
3 Acad Gen Dent 21:49, Jul-Aug 73 

Restoration of fractured anterior teeth with 
ultraviolet-light-polymerized bonding materials: a 
new technique. Buonocore MG, et al. 

J Am Dent Assoc 86:1349-54, Jun 73 

Cold-curing resin tooth implant: report of case. Rackley 
OD Jr. J Am Dent Assoc 86:1355-7, Jun 73 

Candida albicans and acrylic resin. Levin AC. 
3 Dent Assoc S Afr 28:216-20, Apr 73 

The acid-etch restoration: a treatment for fractured 
anterior teeth. Hinding JH. 

3 Dent Child 40:21-4, Jan-Feb 73 

The acid etched restoration for fractured anterior 
teeth. Starkey PE, et al. 

3 Indiana State Dent Assoc 52:157-60, Apr 73 

Maintenance of vertical dimension in multiple 
restorations. Zamikoff, et al. 

3 La Dent Assoc 30:7-10, Fall 72 

Temporary crown--a practical technique. Vega EA dela. 
3 Philipp Dent Assoc 24:31-4, Jun 72 

The acrylic resin tooth implant. 3. —— oe 
Ashman A. J Prosthet Dent 29:549-55, May 73 
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ACRYLIC RESINS 


Vacuformed clear resin shells. — EE. 
3 Prosthet Dent 29:460-2, Apr 
Fluid denture resin processing ina rigid mold. Koblitz 
FF, et al. J Prosthet Dent 30:339-46, Sep 73 
Fabrication of life-like acrylic resin models. Shearer 
HH. J Prosthet Dent 29:118-20, Jan 73 
A direct technique for fabricating acrylic resin 
temporary crowns using the Omnivac. Sotera AJ. 
3 Prosthet Dent 29:577-80, May 73 
The current status of pour resins. Winkler S. 
J Prosthet Dent 28:580-4, Dec 72 
Report on the removal of two functioning plastic tooth 
implants. Salk DH. 
J South Calif State Dent Assoc 41:497-502, Jun 73 
The interim intracoronal wire and acrylic splint. 
Schwarz MS, et al. 
J South Calif State Dent Assoc 40:1067-9, Dec 72 
The provisional splint--trouble shooting. Sochat P, et al. 
J South Calif State Dent Assoc 41:92-3, Feb 73 
The acrylics. A brief survey of the acrylics and their 
properties which lead to success or failure in 
dentistry. Bell AM. NY J Dent 42:324-30, Dec 72 
A direct method of esthetic restoration of dysplastic 
anterior teeth. Tobin DF, et al. 
NY State Dent J 39:15-7, Jan 73 
A radiopaque internal prosthetic acrylic resin. De 
Rezende JR. Oral Surg 36:599-602, Oct 73 
Maintenance of acrylic teeth with decalcified 
allogeneic bone implanted into fresh extraction sites 
in monkeys and dogs. Narang R, et al. 
Oral Surg 35:436-44, 73 
Self-setting acrylic as an —e agent in 
mandibular fractures. Yaman P, et 
Oral Surg 36:459-66, Sep 73 
Current status and future prospects for plastic filling 
materials. II. Castagnola L, et al. 
Quintessence Int 4:35-41, Jan 73 
Removable onlay veneer dentures. Ritchie GM. 
. Quintessence Int 4:51-6, Mar 73 
Recovery of some acrylic dental resins after repeated 
loading. 1. Laboratory study. Glantz PO, et al. 
Sven Tandlak Tidskr 66:129-34, Mar 73 
Recovery of some acrylic resins after repeated loading. 
2. Clinical study. Glantz PO, et al. 
Sven Tandlak Tidskr 66:137-42, Mar 73 
{New methods for making individual plastic trays] 
Vangelov V. 
Stomatologiia (Sofiia) 54:140-2, Mar-Apr 72 pom 
Abstr.) Bul) 
teeth in bridges] B, 
et al. 
Stomatologiia (Sofiia) 471-3, Nov-Dec 72 (Eng. Abstr.) 
Bul) 


[A method for considerable improvement of the filling 
adhesion to the enamel of front teeth] Moller ML. 
Tandlaegebladet 76:1195-7, Dec 72 (Dan) 

{Influence of catalyst and consistency on the 
gap in fillings using Palakav] Asmuasen E, 
et ‘ 

Dtsch Zahnaerztl Z 28:660-4, Jun 73 (Eng. Abstr.) 
(Ger) 


[Effects of toothpastes on the surface of acrylates] 
Meiners H. 


Dtsch Zahnaerzt! Z 27:719-24, Sep 72 (Eng. Abstr.) 
Ger) 


{Temperature measurement under plastic prostheses) 
Setz D, et al. 

Dtsch Zahnaerztl Z 28:411-4, Mar 73 (Eng. Abstr.) 
(Ger) 

[Practical experiences with the use of resilient 
plastics) Singer F Jr. 
Zahnaerzt! Prax 22:115-7, 15 May 71 (Ger) 
(Myerson’s Duroflor--Porit resin technic. An 
exact time and work saving method] Gottfriedsen JP. 
Zahntechnik (Zur) 29:238-49, May-Jun 71 (Ger) 
(Measuring of heat developed in the various parts of 
full dentures during curing of acrylic resins) 
Kopsiates K, et al. 

Odontiatrike 5:389-95, Nov-Dec 72 (Eng. Abstr.) (Gre) 

{A new method for making full crowns of acrylic resins) 
Theodoros T. 

Odontiatrike 5:401-6, Nov-Dec 72 (Eng. Abstr.) (Gre) 

{A switch in fixed orthodontic appliances? (A new and 
modern system foresees fixing the attachment and 
the cannula directly to the tooth completely 
eliminating the band)) 

Mondo Odontostomatol 14:956-8, Nov-Dec 72 (Ita) 
{Hard methacrylic polymers. 4. Copolymers of methyl 
methacrylate and hydroguinone dimethacrylate] 

Atsuta M, et al. 
3 Jap Soc Dent Appar Mater 12:221-4, Dec 71 (Jap) 

(Trial production of denture base resin by use of 
copolymer powder of methacrylate group] Kimura K. 
J Jap Soc Dent Appar Mater 12:15-38, Jun 71 (Jap) 

(The application of acrylic resins of TBB activator 
system in early treatment and prevention of dental 
caries} Masuhara E, et al. 

Rep Inst Med Dent Eng (Tokyo) 6:76-81, 1972 =. 
Abstr.) 

{Resin restoration and secondary caries--an assentiio 
after 5 years use of Sevriton Simplified] Robak S. 
Nor Tanniaegeforen Tid 83:93-4, Mar 73 (Nor) 

(Modified methods of preparation of postoperative 

obturators] Kulikowski A, et al. 
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Protet Stomatol 22:353-6, Sep-Oct 72 (Eng. Abstr.) 
(Pol) 
[Substitution of acrylic resins by composite resins in 
mixed metalic full crowns] Vecchio GM de, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:171-8, 
Jan-Dec 72 (Eng. Abstr.) (Por) 
(Reproduction of nasal and auricular protheses in 
acrylic resin. Technical application] Souza EW de. 
Bol Fac Odontol Piracicaba 1-8, 1971 (Por) 
[Influence of the monomerpolymer relationship on the 
thermal level of the chemical reaction of acrylic resins 
for direct restoration] Consani S, et al. 
Bol Mat Dent 3:17-27, Jan-Dec 71 (Eng. Abstr.) (Por) 
[Class V cavities: thermal response in restorations with 
acrylic resins} Consani S, et al. 
Bol Mat Dent 3:28-39, Jan-Dec 71 (Eng. Abstr.) (Por) 
[Dimensional alterations in acrylic resin full denture 


o JC. 
r.) 
[Universal internal immediate mandibular prosthesis] 
Rezende JR de. 
Rev Fac Odontol Sao Paulo 10:57-68, Jan-Jun 72 os 
Abstr.) (Por 
{The role of pressure in the improvement Zz 
biochemical parameters of acrylic prosthesis. An 
original hydraulic pressing device] Chiru-Mocanu M, 
et al. 
(Bucur) 19:405-11, Sep-Oct 72 
Abstr 
[Black’s class IV restorations vs three-quarter alas 
Camino Sdnchez J. 
Odontologia (Lima) 16:51-3, Dec 72 (Spa) 
{Cast acrylic prosthesis] Auciello LM. 
Rev Cire Argent Odontol 35:14-7, Oct 72 (Spa) 
(Temporary jacket crowns and bridges completed in 
one visit] Akin E. Dishekim Derg 2:59-61, Jan 71 (Tur) 
{A new method for constructing an acrylic bridge] 
Cuhadaroglu I. 
Dishekim Derg 3:475-84, Oct 72 (Eng. Abstr.) (Tur) 
{2 part cast restorations] Grkovié B, et al. 
Stomatol Glas Srb 246-53, Aug-Oct 72 (Eng. Abstr.) 
(Cro) 


[A case of acute eczema of the face following the fitting 
of splint made of autopolymerizable resin] Ecuyer J, 
et al. . 
Stomatol Chir Maxillofac 73:311-7, Jun 72 

tr.) 

[Protection of the pulp against damage cout x 
filling materials) Ritze H. 

Dtsch Zahnaerztl Z 28:465-70, Mar 73 (Eng. 4 


ANALYSIS 


{Composite resins, the unknown 
Physicochemical properties] Nally 
Rev Fr Odontostomatoi 19:269-72, oi 72 (Fre) 


CLASSIFICATION 


(Classification of acrylic resins for dentistry] Kimmel 
KH. Dent Echo (Heidelb) 38:25-30, 1968 (Ger) 


PHARMACODYNAMICS 


(Experimental studies on the tissue reactions to soft 
methacrylate “palamed” and PVC “Realastic” as 
epithesis material] Furuta I. 

3 Jap Stomatol Soc 39:704-27, Dec 72 

(Experimental studies on the tissue reactions to soft 
methacrylate “Palamed” and PVC “Realastic” as 
epithesis material) Furuta I. 

P | Jap Stomatol Soc 39:704-27, Dec 72 (Jap) 

Acl thologi ] study on pulp reaction of 3 types 
of cold- -curing ‘Tresin) Torada K. 

Shikwa Gakuho 73:1172-216, Jul 73 (Eng. Abstr.) (Jap) 


STANDARDS 


Evaluating the clinical quality of restorations. Ryge G, 
et al. J Am Dent Assoc 87:369-77, Aug 73 
Clinical evaluation of complete dentures constructed 
from pour resins. Winkler S. 

J Am Dent Assoc 87:131-3, Jul 73 


A study of indigenously Produced heat curing and 
auto-polymerizing acrylic resins. Garg VK, et al. 
J Indiama State Dent Assoc 44:39-45, Mar 72 
Experimental studies on tooth deformation: stress 
distribution in class V restorations. Hood JA. 
NZ Dent J 68:116-31, Apr 72 

{Acrylic resin for direct restoration. Volumetric 
contraction] Battistuzzo J do C. 


Bol Dent Oper 79-89, 1971 (Bul) 
[Experiences with Kallocryl-A] Grune R. 
Zahntechnik (Berl) 14:146-7, Apr 73 —_ 


[Behavior of a synthetic resin after 
Particular experimental solutions. I. Absorption on 
corrosion after dipping in potassium sulfocyanate 


added to artificial saliva] Valletta 


G, et al. 

Arch Stomatol (Napoli) 11:77-83, Apr-Jun 70 (Eng. 
Abstr.) (Ita) 

(Behavior of a synthetic resin after dipping in 
Particular experimental solutions. V. Absorption and 


corrosion after dipping in - acidified 
with iactic acid) Valletta G, et 
Arch Stomatol (Napoli) 11: 115-22, ae 70 4 
Abstr.) (Ita 
(Behavior of a synthetic resin after dipping in 
Particular experimental solutions. VII. Absorption 
and corrosion after dipping in artificial saliva 
acidified with butyric acid] Valletta = et al. 
Arch Stomatol (Napoli) 11:143-50, Jul-Sep 70 (Eng. 
Abstr.) (Ita) 
(Behavior of a synthetic resin after dipping in 
particular experimental solutions. 3. Absorption and 
corrosion after dipping in artificial saliva acidified 
with acetic acid] Valletta G, et al. 
— (Napoli) 11:93-100, Apr-Jun 70 ox 
[Behavior of a synthetic resin after 
Particular experimental solutions. IX. Corrosion after 
dipping in ethyl alcohol) Valletta G, et al. 
Arch Stomatol (Napoli) 11:219-24, Oct-Dec 70 (Eng. 
Abstr.) (Ita) 
[Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. II. 
Absorption and corrosion after dipping in potassium 
sulfocyanate added to artificial saliva] Valletta G, et 
al. 


Arch Stomatol (Napoli) 11:85-92, Apr-Jun 70 (Eng. 
Abstr.) (Ita) 
(Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. IV. 
Absorption and corrosion after dipping in artificial 
saliva acidified with acetic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:107-14, Apr-Jun 70 (Eng. 
Abstr.) (Ita) 
(Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. VI. 
Absorption and corrosion after dipping in artificial 
saliva acidified with lactic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:135-42, Jul-Sep 70 (Eng. 
Abstr.) (Ita) 
(Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. 8. 
Absorption and corrosion after dipping in artificial 
saliva acidified with butyric acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:211-8, Oct-Dec 70 (Ita) 
[Behavior nd a synthetic — baked to gold, after 
dipping in particular experimenta! solutions. X. 
dipping ethyl alcohol] Valletta G, et 


io Stomatol (Napoli) 11:235-41, Oct-Dec 70 -~ 
Abstr.) 

{Application of the fiber colorimeter in the 
conservative dentistry. 2. Study of the discoloration 
of anterior restorative materials] Yamazaki M, et al. 
J Jap Res Soc Dent Mater Appliances 30:34-40, Mar 73 
(Eng. Abstr.) (Jap) 

(Dental methacrylic resins. 1. Compositions of denture 
base methacrylic resins] Hirasawa T, et al. 

J Jap Soc Dent Appar Mater 12:93-100, Jun 71 (Jap) 

[Dental methacrylic resins. 2. Physical properties of 
denture base methacrylic resins] Hirasawa T, et al. 
J Jap Soc Dent Appar Mater 12:101-11, Jun 71 (Jap) 

[Effect of a cross linking agent on the resistance to the 
sucessive flections of acrylic resins} Barros LE de, et 
al. 


Arq Cent Estud Fac Odontol (Belo Horiz) 9: 7 
Jan-Dec 72 (Eng. Abstr.) (Por 
([Resistence of autopolymerizable acrylic resins 
traction) Stolf WL, et al. 
Bol Mat Dent 3:5-16, Jan-Dec 71 (Eng. Abstr.) (Por) 
{Properties of acrylic resins for denture bases 
subjected to chemical po! . L Transverse 
deflection, hardness and deformations] Araujo PA de, 
et al. 
Estomatol Cult 6:40-4, Jan-Jun 72 (Eng. Abstr.) (Por) 
{Influence of the retention form of Class V cavities in 
the tensile strength of acrylic resin fillings, inserted 
with the pressure or with the non-pressure technic, 
with ages of 1 or 24 hours] Maltez EF, et al. 
Estomatol Cult 6:22-9, Jan-Jun 72 (Eng. Abstr.) (Por) 
[ Water sorption of a thermopolymerizable acrylate] De 
Sbedico SS. 


Rev Esc Odontol Tucuman 15-7, 1972 
TOXICITY 


(Spa) 


Inflammatory reaction evoked by zinc polyacrylate and 
zinc eugenate cements. A comparison. Beagrie GS, et 
al. Br Dent J 132:351-7, 2 May 72 


ACTH see CORTICOTROPIN (D8) 


ACTINOMYCES 


Calcification of bacillary and streptococcal variants of 
Bacterionema matruchotii. Ennever J, et al. 

J Dent Res 52:305-8, Mar-Apr 

A calcifiable bacillary variant isolated from 
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Centrifuging pour resins. Winkler S, et al. 
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Bacterionema matruchotii, ATCC 14266. Smith WN, et 
al. J Dent Res 52:186, Jan-Feb 73 

[Presence of virus in cariogenic bacteria in dental 
plaque] Klein JP, et al. 

J Biol Buccale 1:79-85, Mar 73 (Eng. Abstr.) (Fre) 


The potential of various compounds to suppress 
microorganisms in plaques produced in vitro by a 
streptococcus or an actinomycete. Keyes PH, et al. 
J Am Dent Assoc 86:396-400, Feb 73 


ISOLATION & PURIFICATION 


Filamentous bacteria isolated from human root surface 
caries. Jordan HV, et al. 

Arch Oral Biol 17:1333-42, Sep 72 

Fissure caries in gnotobiotic rats infected with 
Actinomyces naeslundii and Actinomyces israelii. 
Guillo B, et al. Hely Odontol Acta 17:27-30, Apr 73 


PATHOGENICITY 


Toxic property of the phospholipid from Bacterionema 
matruchotil. Takazoe I. 
Bull Tokyo Dent Coll 13:135-44, Aug 72 
[Dental caries in the poe ge rat inoculated with 
Actinomyces and Actinomyces naeslundii) 
Frank RM, et al. 
Arch Oral Biol 17:1249-53, Sep 72 (Eng. Abstr.) (Fre) 


ACTINOMYCETALES 
ISOLATION & PURIFICATION 


Enumeration and identification of Act t 

in human dental calculus using = fluorescent 
antibody technique. Collins PA, et al. 

Arch Oral Biol 18:145-53, Feb 73 


ACTINOMYCIN D see DACTINOMYCIN (D3, D4) 


ACTINOMYCOSIS 


Actinomycosis--an unusual pathogen. Muldoon CJ. 
3 Ir Dent Assoc 18:227-8, Sep-Oct 72 
Periapical actinomycosis. — DS, et al. 

Orai Surg 36:585-8, Oct 


ACTINOMYCOSIS, CERVICOFACIAL 


Cervicofacial actinomycosis. Report of two cases 
involving major salivary glands. Roveda SI 
Aust Dent J 18:7-9, Feb 73 
Actinomycosis--cervico-facial. Hertz J. 

Sven Tandlak Tidskr 65:129-53, Mar 72 
[Diseases associated with the cervicofacial 
actinomycosis syndrome] Danielewiczowa K. 


Zahnaerzt! Prax 22:8-10, 1 aw 71 (Ger) 

[Actinomycosis] Konukman 

Dishekim Derg 3:153-8, Agr 73 (Rag. Abstr.) (Tur) 
DIAGNOSIS 


Sodagar R, et 
Laryngoscope 82:2149-52, Dec 72 


ETIOLOGY 


[Postextraction actinomycosis] Cardano NO. 
Rev Esp Estomatol 21:51-4, Jan-Feb 73 


RADIOGRAPHY 


(Spa) 


[Facial actinomycosis]) Stricker M, et al. 
Rev Stomatol Chir Maxillofac 73:495-503, Sep 72 (Eng. 
Abstr.) (Fre) 


ACTION POTENTIALS 


Stress-induced bioelectric potentials in the 
dentoalveolar complex. Zengo AN, et al. 
Am J Orthod 64:17-27, Jul 73 

Synaptic transmission in the submandibular ganglion of 
the rat. Suzuki T, et al. 
Bull Tokyo Dent Coll 13:145-64, Aug 

Dental enamel electrochemistry. > et al. 
3 Dent Res 52:199-205, Mar-Apr 73 

Electrical phenomena in living systems. Cameron RA, 
et al. Temple Dent Rev 43:4-6, 1973 

[In vivo study of the effect of electric potential on the 
diffusion " fluorine ions in dental enamel] Sandino 
JP, et al. 
Schweiz Monatsschr Zahnheilkd 83:587-93, May 73 
(Eng. Abstr.) (Fre) 

[Specificity of spontaneously discharging units in the 
fields of the cat inferior alveolar nerve] Onodera K. 
Shikwa Gakuho 72:32-56, Jul 72 (Eng. Abstr.) (Jap) 

(Measurement of electric potentials of metal 
prosthesis in the oral cavity] Maneev VG. 
Stomatologiia (Mosk) 51:89-90, May-Jun 72 (Rus) 


[Experimental studies on blocking the branches of the 
trigeminal nerve by alcohol] Omori K. 

Shikwa Gakuho 72:33-55, Nov 72 (Eng. Abstr.) (Jap) 
[Bioelectrical activity of the inferior alveolar nerve in 
its block with novocain and trimecain against the 
background of inflammatory processes of the 
dentomaxillary system] Netiaga Al, et al. 
Stomatologiia (Mosk) 52:15-8, May-Jun 73 bs 


ACTIVATION ANALYSIS 


(The quantative analysis of elements in normal human 
enamel and dentin by neution activation analysis and 
high-resolution gamma spectrometry] Retief DH, et 
al. Rev Belge Med Dent 27:245-56, Mar 72 (Afr) 


ACTIVE SITE see BINDING SITES (G1) 
ACTIVITY CYCLES see under CIRCADIAN 
RHYTHM (G1) 


ACUPUNCTURE 


Acupuncture for therapy and analgesia. A possible 
application in dental surgery. Kerr NW. 

Br Dent J 134:201-4, 6 Mar 73 

Acupuncture. CAL 36:14-5 passim, Mar 73 

CDA assists in oral surgery performed under 
acupuncture anesthesia. Johnson E. 

Dent Assist 42:16, May 73 

Behind the bamboo curtain. A British dentist in China. 
Kerr NW. Dent Pract (Ewell) 4:1-4, Sep 72 
Acupuncture in dentistry. 

Dent Stud 50:27 passim, Oct 72 

Acupuncture: one man’s views and perspectives. Nealis 
MF Jr. Dialog 5:2-6, Spring 73 

Acupuncture: needle your patients? 

3 Am Dent Assoc 86:727, Apr 73 

Dental school holds acupuncture seminar. 

J Am Dent Assoc 86:969-70, May 73 

Dental application of acupuncture: a position 
statement. Council on Dental Research. 

3 Am Dent Assoc 86:1047, May 73 

A primer on acupuncture. Young BH. 

3 Calif Dent Assoc 48:8-10, Fall 72 
Acupuncture--fact or fiction. Nashold BS Jr. 
NY J Dent 43:112-3, Apr 73 

Acupuncture anesthesia. Rosen S. 

NY J Dent 43:144-6, May 73 

The challenge of acupuncture. Greenfield W. 
NY State Dent J 43:48-51, Feb 73 
Acupuncture anesthesia in dentistry. A clinical 
investigation. Lee MH, et al. 

NY State Dent J 39:299-301, May 73 

What a Western dentist found out about dental practice 
in the People’s Republic of China. Nygaard-Ostby B. 
Oral Surg 35:668-72, May 73 

{Electropuncture] Limoge A. 

Cah Odontostomatol Touraine 4:47-56, Jan-Mar 72 


(Fre) 
(The major medical importance of focal infections of 


the head] Voll R. 

Freie Zahnarzt 16:30 passim, Nov 72 (Ger) 
(China’s own way in medicine] Peitl W. 
Osterr Dent Z 25:15, Jan 73 (Ger) 


[Research project on acupuncture) 
Zahnaerztl Mitt 63:99-100, 1 Feb 73 (Ger) 
(Fundamentals of focal infections] Glaser-Turk M. 
Zahnaerzt! Prax 23:427-8, 18 Aug 72 (Ger) 
{The analgesic effect of acupuncture in dentistry 
(preliminary note)] Roccia L. 


Minerva Stomatol 21:106-8, May-Jun 72 (Ita) 
(Acupuncture] Nygaard-Ostby. 
Tid Tann 33:260-2, Dec 72 (Nor) 


Acupuncture: ancient art, modern enigma. Alexander 
RE. J Am Dent Assoc 86:813-6, Apr 73 (10 ref.) 


ADAMANTINOMA see AMELOBLASTOMA (C2) 
ADAPTATION, PSYCHOLOGICAL 


see also related 
SOCIAL ADJUSTMENT (F1) 


[Partial fixed denture and 
Actual Odontostomatol 


Psychology} Rigolet RR. 
(Paris) 26:233-49, 1972 (Eng. 


Abstr.) (Fre 
(Prestiote, Domitti HP, 
al. Incisivo 1:12-4 passim, Dec (Por) 


ADDICTION see DRUG ADDICTION (F2) 
ADENITIS see LYMPHADENITIS (C9) 


ADENOLYMPHOMA 


ADENOCARCINOMA 


Meibomian cell adenocarcinoma. Portney GL. 
Ann Ophthalmol 5:193-6, Feb 73 

Metastatic carcinoma of the jaws. Cherrick HM, et al. 
3 Am Dent Assoc 87:180-1, Jul 73 

Trabecular adenocarcinoma of salivary gland origin: 
review of the literature and report of case. Mehrhof 
AI, et al. J Oral Surg 31:803-7, Oct 73 
Hypernephroma metastatic to the head and neck. 
Miyamoto R, et al. Laryngoscope 83:898-905, Jun 73 
Thyroid carcinoma. Crocker DW. 

Surgery 73:671-6, May 73 

(Metastasis of Grawitz tumor in the oral cavity] 
Krekule J, et al. 

Cesk Stomatol 73:8-11, Jan 73 (Eng. Abstr.) (Cze) 
[Tumor of the pharyngeal extension of the parotid] 
Freidel M, et al. 

Ann Odontostomatol (Lyon) 29:67-74, Mar-Apr be 


Diagnosis and TNM classification of maxillary sinus 
carcinoma. Sakai S, et 

Acta (Stockh) 74:123-9, Jul-Aug 72 
Understanding and diagnosing oral disease. Baughman 
RA. Fla Dent J 44:9-11, Spring 73 


DRUG THERAPY 


adenocarcinoma. Lokich JJ, al. 
Cancer Chemother Rep se:701.7, Dec 72 


PATHOLOGY 


Spread of tumors to the skin. Brownstein MH, et al. 
Arch Dermatol 107:80-6, Jan 73 

(Cinemicrographic and autoradiographic studies on the 
behaviors of primary culture cells from human oral 
tissues. II. On the various tumor cells of oral region] 
Usuda T. J Jap Stomatol Soc 39:755-78, Dec 72 (Jap) 


RADIOTHERAPY 


Role of radiotherapy in the treatment of cancer of the 
tongue. A retrospective analysis on TNM-staged 
tumors treated between 1958 and 1968. Vermund H, et 
al. Cancer 32:333-45, Aug 73 
(Radionecrosis of the base of the skull] Chenal C, et al. 
Ann Radiol (Paris) 15:927-31, Nov-Dec 72 (Eng. 
Abstr.) (Fre) 
{Value of radiotherapy in salivary gland 
tumors] Leszezyk C, et 
Nowotwory 23:191-202, sinten 73 (Eng. Abstr.) (Pol) 
{Experience with large fractionating in megavolt 
radiation therapy . tumors of the upper jaw) 
Iul, et 
Med Radiol 17:72-8, Aug 72 (Eng. 


SURGERY 


Management of the facial nerve in parotid gland 
surgery. Beahrs OH, et al. Am J Surg 124:473-6, Oct 72 
The hole and I. Br J Oral Surg 10:235-7, Nov 72 
(An experience of blood exchange transfusion in the 
treatment of hepatic coma due to serum hepatitis 
after the operation for oral carcinoma] lizuka T, et al. 
Bull Stomatol Kyoto Univ 12:34-41, 1972 (Eng. Abstr.) 


(Jap) 
THERAPY 
An analysis of cylindroma of the head and 
Steinhoff NG, et al. J Surg Oncol +:17-38, "tors 


ADENOIDECTOMY 


Tonsillectomy and adenoidectomy. Elsen J. 

Int J Orthod 11:43-52, Jun 73 

[Adenoid vegetation and the effect of adenoidectomy} 
Linder-Aronson S. 

Sven Tandlak Tidskr 64:399-415, Jun 71 (Swe) 


ADENOIDS 


Effect of tonsils and adenoids upon respiration, 
deglutition and phonation. Bushey R. 
Proc Found Orthod Res 255-9, 1971 


ADENOLYMPHOMA 


(Clinical, pathological and histogenetic Foes of 
Papillary cystadenolymphomas] Pape HD. 

Fortschr Kiefer Gesichtschir 15:111-8, 1972 (Eng. 
Abstr.) (Ger) 
{Clinical and histological findings in 220 cases of 
parotid gland tumor] Rénay P, et al. 


Zentralbl Chir 97:1082-7, 5 Aug 72 (Ger) 
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ADENOLYMPHOMA 


COMPLICATIONS 
Papillar: tadenol of the parotid gland 
eaneutated “with cervical lymph node tuberculosis] 
Lallemant Y, et al. 

Ann Otolaryngol Chir Cervicofac 90:224-8, Mar . 
{The malignant form of Warthin’s tumor) Hajdukiewicz 
Z, et al. 

Czas Stomatol 25:943-7, Oct 72 (Eng. Abstr.) (Pol) 


METABOLISM 


Nuclear DNA in salivary gland tumors. I. Warthin 
tumors, benign mixed tumors, and mucoepidermoid 
carcinomas. Kino lI, ct al. Arch Pathol 95:245-51, Apr 73 


PATHOLOGY 


Lysosomes in the epithelial component of Warthin’s 
tumor. Kim SK, et al. Arch Pathol 95:56-62, Jan 73 

Malignant papillary cystadenoma lymphomatosum. 
Débréssy L, et al. Oncology 26:457-65, 1972 

[ Pseudo tumors of the parotid gland] Schulthess G von, 
et al. 

Fortschr Kiefer Gesichtschir 15:132-5, 1972 -_= 
Abstr.) 

(Epithelial tumors of the salivary glands anda 
lymphatic tissue. I. Papillary cystadenoma 
lymphomatosum] Sikorowa L. 

Patol Pol 24:9-26, Jan-Mar 73 (Eng. Abstr.) (Pol) 

{Epithelial tumors of the salivary glands containing 
lymphatic tissue. 3. Remarks on the pathogenesis of 
lymphoepithelial tumors of the salivary glands) 
Sikorowa L. 

Patol Pol 24:45-56, Jan-Mar 73 (Eng. Abstr.) (Pol) 

(Epithelial tumors of the salivary glands containing 
lymphatic tissue. II. Mikulicz’ disease] Sikorowa L. 
Patol Pol 24:27-44, Jan-Mar 73 (Eng. Abstr.) (Pol) 


ADENOMA 


Monomorphic adenoma (canalicular type). Report of 29 
cases. Nelson JF, et al. Cancer 31:1511-3, Jun 73 


DIAGNOSIS 


Oncocytoma of the parotid glands. Case presentation 
and review of the literature. Hernandez A, et al. 
Del Med J 45:219-21, Aug 73 


ENZYMOLOGY 


Ultrastructural study of cytochrome oxidase in 
oncocytoma. Kobayashi H, et al. 
Nagoya J Med Sci 35:25-32, Aug 72 


PATHOLOGY 


Electron microscopic observations on a parotid 
oncocytoma. Kay S, et al. Arch Pathol 96:186-8, Sep 73 
Basal cell adenoma involving the lip. Klein HZ, et al. 
Arch Pathol 95:94-6, Feb 73 

Glycogen-rich adenoma of the parotid gland. An 
uncommon benign clear-cell tumor resembling 
certain clear-cell carcinomas of salivary origin. 
Goldman RL, et al. Cancer 30:749-54, Sep 72 
Parotid clear-cell adenoma of possible myoepithelial 
origin. Saksela E, et al. Camcer 30:742-8, Sep 72 
{A case of oxyphil granular adenoma] Baratieri A, et al. 
Minerva Stomatol 21:129-37, Jul-Aug 72 (Ita) 
{Epithelial tumors of the salivary glands containing 
lymphatic tissue. II. Mikulicz’ disease) Sikorowa L. 
Patol Pol 24:27-44, Jan-Mar 73 (Eng. Abstr.) (Pol) 


ADENOMA, BASOPHILIC 


Basal-cell adenoma of the upper lip. Report of a case. 
Bollinger TE, et al. Oral Surg 35:600-5, May 73 


ADENOSINE CYCLIC 3’,5’ 
MONOPHOSPHATE 
PHARMACODYNAMICS 


Bone cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 


ADENOSINE TRIPHOSPHATASE 


A microsomal! HCO 2 -stimulated ATPase 
submandibular gland. Izutsu KT, et 
Biochim Biophys Acta 284:478-84, 12 on 72 


ANALYSIS 
(Na + + K + )-ATPase activity in the dog 
Hall et al. 


submandibular gland 
Arch 


Oral Biol 17:1737-44, Dec 72 


submandibularis of rabbit. Simon B, et 
Pfluegers Arch 337:177-84, 1972 
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Effect of dehydration, food deprivation, saline and 
adrenalectomy on microsomal (Na + +K + 
)-dependent ATPase in the salivary glands 
intestinal mucosa. Gutman Y, et al. 

Biochim Biophys Acta 304:533-40, 28 Apr 73 
Histochemical and mechanical properties of the jaw 
muscles of the cat. Taylor A, et al. 

Exp Neurol 38:99-109, Jan 73 

Histochemical enzyme profiles of fibres in human 
masseter muscles with special regard to fibres with 
intermediate myofibrillar ATPase reaction. Ringqvist 
M. J Neurol Sci 18:133-41, Feb 73 

Some current concepts on mineralization. Heyden G, et 
al. Sven Tandlak Tidskr 64:289-92, May 71 
[ATPase activity during odontogenesis in the rabbit 
fetus) La Roche BR. 

C R Soc Biol (Paris) 165:1897-9, (Fre) 


ADENOVIRUS INFECTIONS 


COMPLICATIONS 


1971 


(Stomatitis in children with influenza, parainfluenza 
and adenoviral infection] Mel’nichenko EM, et al. 
— (Mosk) 52:51-3, Sep-Oct 73 


ADIPOSE TISSUE 
TRANSPLANTATION 


[An experimental and clinical study of free re in 
skin-fat transplantation] Naumov PV, et 
Stomatologiia (Mosk) 52:32-4, Jul-Aug 73 “jes 


ADJUSTMENT, SOCIAL see SOCIAL ADJUSTMENT 
(F1) 

ADMINISTRATION see ORGANIZATION AND 
ADMINISTRATION (N4) 

ADOLESCENCE 


[Dental deposits in adolescents} Gorlov AA. 
Med Sestra 31:22-3, Aug 72 (Rus) 


ADRENAL CORTEX see under ADRENAL GLANDS 
(A8) 
ADRENAL CORTEX HORMONES 
ADVERSE EFFECTS 


Cleft palate and the use of corticosteroids. Cutler RS. 
Vet Rec 92:103-4, 27 Jan 73 

(Complications of corticoid therapy. Its use and 
importance in dental medicine] Decoulx M. 
Rev Belge Med Dent 27:209-16, Mar 72 (Fre) 


THERAPEUTIC USE 


The evaluation of a corticosteroid antibiotic agent in 
Pulp capping. Lakshmanan CD. 
3 Br Endod Soc 6:24-34, Summer 72 
Vital pulpotomy of deciduous teeth using 
chemotherapeutic-corticoid combination. Virolainen 
K, et al. Odontol Samf Finl Arsb 62-9, 1969-70 
{Root-filling substances containing cortizone 
Preparation for treating chronic and medicamentosus 
cases] Dacev B, et al. 
Stomatologiia (Sofiia) 54:304-8, Jul-Aug 72 (Bul) 
[Pemphigus vulgaris. Recurrence 9 years after sudden 
interruption of corticotherapy] Civatie J, et al. 
Bull Soc Fr Dermatol Syphiligr 79:106-7, 1972 (Fre) 
(The use of corticosteroids in dental therapeutics) 
Triadan H. 
Med Hyg (Geneve) 30:1469-70, 11 Oct 72 (Fre) 
(Effect of vitamin A acid (VAA) on psoriasis. T: 
combined therapy using corticoids. Two new VAA 
Preparations for oral administration] Orfanos CE, et 
al. Arch Dermatol Forsch 244:424-6, 1972 ety 
{Evaluation of the effect of corticosteroids 
traumatic pericementitis] Benatti O, et al. 
Incisivo 1:17 passim, Sep 72 (Por) 
(Influence of the excipient on the reaction of pulp to a 
corticoid and antibiotic mixture] Perrotto BM, et al. 
Rev Asoc Odontol Argent 60:521-4, Nov 72 (Spa) 
[Topical application of antibiotics in dentistry] Martin 
O. Odontol Samf Fini Arsb 34-6, 1968-69 (Swe) 
= gingivitis and its treatment] Westerhiolm N. 
Samf Fini Arsb 7-14, 1968-69 (Eng. Abstr.) 
(Swe) 


ADRENAL GLAND HYPOFUNCTION 
DIAGNOSIS 


[Disseminated histoplasmosis with adrenal 
insufficiency diagnosed by oral lesions) Cernéa P, et 


(Eng. Abstr.) 
ADRENAL GLANDS 


Rev Stomatol Chir Maxillofac 73:387-401, Jul-Aug = 


corticosteroids. Cawson RA, et al. 
Br J Oral Surg 10:305-9, Mar 73 


PHYSIOPATHOLOGY 


[Change in the function of the adrenal cortex after 

gg in connection with malignant neoplasms in 
maxillofacial region] Shcherbatiuk DI. 

cuaiabantie (Mosk) 52:97-100, May-Jun 73 (Rus) 


ADRENALINE see EPINEPHRINE (D2, D5) 
ADRENOCORTICOTROPIC HORMONE see 
CORTICOTROPIN (D8) 


ADSORPTION 


Heats of adsorption of ammonia and carbon dioxide on 
tooth components. Loebenstein WV. 
J Dent Res 51:1529-36, Nov-Dec 72 


ADULT 


36:227-31, May 73 
The scope of orthodontic treatment in adults 
maintained by oral surgery: indications. Rakosi T. 
Trans Eur Orthod Soc 333-8, 1971 

Scope of orthodontic treatment in adults combined 
with oral surgery. Spiess! B. 
Trans Eur Orthod Soe 339-44, 


ADVERTISING 


General statement of advertising and exhibiting policy. 
3 Am Dent Assoc 86:68, Jan 73 

Association advertising policy. 

3 Am Dent Assoc 85:762, Oct 72 

General statement of advertising and exhibiting policy. 
3 Am Dent Assoc 87:26, Jul 73 

Who’s looking over your shoulder? Cordero F. 
Journalism Conf Workshop ADA 43-9, 1972 

{A case for the Consumers’ Ombudsman: dentifrice 
advertisement indicted--but was acquitted 
Tandiakartidningen 64:676-8, 15 Oct 72 


AEROBACTER AEROGENES 


1971 


(Swe) 


(Comparative in-vitro study of the disinfecting power 
of the active ingredients released by evaporation of 
drugs used in endodontia) Benatti O, et al. 
Bol Fac Odontol Piracicaba 13-21, 1972 (Por) 


AEROSOLS 


[Use of sprays in dental practice) Petersen I. 
Quintessenz J 3:29, Jan 73 (Ger) 


AFFECTIVE DISTURBANCES 


see also related 
EMOTIONS (F1) 


Prolongation of the sucking habit as a result of 
emotional disturbances. A comparative study of 
groups of children with and without prolonged 
sucking habits, with reference to personality traits 
and to emotionally disturbing or prohibitive factors in 
the environment. Anke B. 

Sven Tandilak Tidskr 65:309-16, Jun 72 
(Psychological motivation in the dental clinic) 
Nossintchouk RM. Inf Dent 55:23-30, 28 Jun 73 (Fre) 


AFFILIATION see under ORGANIZATIONAL 
AFFILIATION (N4) 

AFRICAN LYMPHOMA see BURKITT’S 
LYMPHOMA (C2) 

AGAMMAGLOBULINEMIA 


Gingivitis in hypogammaglobulinemia. 
RW, et al. J Periodontol 44:171-4, Mar 73 


METABOLISM al. 
— = 
P| Adsorption of water on tooth components and related 
materials. Loebenstein WV. 
3 Dent Res 52:271-80, Mar-Apr 73 
Rapid correction of crowded adult malocclusion via 
tooth recarving. Coval NM. 
| 
DRUG EFFECTS 


INDEX DENTAL LITERATURE 


AGE DETERMINATION BY TEETH 


The in vivo development of the hamster periodontium 
and implications for the chin’s evolution. Biggerstaff 
RH. Am J Phys Anthropol 38:59-68, Jan 73 

The problem of age estimation: a study using rhesus 
monkeys (Macaca mulatta). Gavan JA, et al. 
Am J Phys Anthropol 38:69-81, Jan 73 

Papio cynocephalus age determination. Reed OM. 
Am J Phys Anthropol 38:309-14, Mar 73 

The cryostat: a tool for the big game biologist. Child 
KN. Can J Zool 51:663-4, Jun 73 

Dental identification in the Rijeka air disaster. Haines 
DH. Forensic Sci 1:313-21, Sep 72 

Anew system of dental age assessment. Demirjian A, et 
al. Hum Biol 45:211-27, May 73 

Age determination and occurrence of incremental 
growth lines in the dental cementum of the common 
vampire bat (Desmodus rotundus). Linhart SB. 
3 Mammal 54:493-6, May 73 

Comparative post-natal growth in five species of the 
genus Sigmodon. II. Cranial character relationships. 
Jiménez Jiménez J. Rev Biol Trop 20:5-27, Jul 72 

Usefulness of the dental age obtained by 
orthopantomography as an indicator of the physical 
age. Leinonen A, et al. 

Suom Hammasilaak Toim 68:235-42, 1972 

A survey of the relationship between age and the 
development of the anterior teeth in cattle. Andrews 
AH. Vet Rec 92:275-82, 17 Mar 73 

[Age determination in cadavers by the condition of 
their teeth (a review)] Freihofer HH. 
Schweiz Monatsschr Zahnheilkd 82:1015-25, Oct 72 
(Eng. Abstr.) (Ger) 

{Inter and intra-examiner ge in determining 
dental age] Leal M do C, et 
Estomatol Cult 6:59-67, Jan-Jun 72 (has. Abstr.) (Por) 


AGE FACTORS 


Dental caries: distribution, by age-group, between the 
mesial and distal surfaces of human permanent 
mandibular incisors. Jackson D, et al. 

Arch Oral Biol 17:1343-50, Sep 72 
{Inflammatory periodontal disease in metallurgical 
workers of the city of Piracicaba] Benatti O. 
Bol Fac Odontol Piracicaba 1-31, 1970 (Por) 


AGED 


see also related 
HOMES FOR THE AGED (N2) 


[ Age and intellectual performance. Results of research 
disprove a stereotype] Lehr U. 
Zahnaerztl Mitt 62:863-4, 1 Sep 72 


AGEUSIA see under TASTE DISORDERS (C11) 

AGGLUTININS, PLANT see PLANT AGGLUTININS 
(D12) 

AGING 


Recent knowledge Israel 
H. Angle Orthod 7176-84, Apr 73 
Cardiopulmonary Bn in the dental office. Staples 
AF. Dent Clin North Am 17:473-81, Jul 73 
The failure of aging or loss of teeth to drastically alter 
mandibular angle morphology. Israel H. 
J Dent Res 52:83-90, Jan-Feb 73 
Age changes in the occlusal pattern of deciduous 
dentition. Nanda RS, et al. 
3 Dent Res 52:221-4, Mar-Apr 73 
Age changes in the periodontium and oral mucous 
membranes. Courtney RM. 
3 Mich State Dent Assoc 54:335-42 passim, Nov 72 
Effect of aging on the marmoset periodontium. Levy 
BM, et al. J Oral Pathol 1:61-5, 1972 
Radiographic analysis of alveolar crest height and age. 
Boyle WD Jr, et al. J Periodontol 44:236-43, Apr 
The periodontium of ageing humans. Grant D, et al. 
3 Periodontol 43:660-7, Nov 72 
An epidemiologic investigation of the effect of biologic 
aging on the breakdown of periodontal tissue. Hansen 
GC. J Periodontol 44:269-77, May 73 
Age effect upon cementum width of albino rat: a 
histometric study. Louridis O, et al. 
3 Periodontol 43:533-6, 72 
(Age, disease and degree of activity] Béhlau V. 
Zahnaerzstl Prax 23:664-5, 15 Dec 72 (Ger) 
[Pecularities in functional mobility of taste receptor 
apparatus of the tongue in the elderly] Budylina SM, 


et al 
8 (Mosk) 52:22-5, Sep-Oct 73 (Eng. 
Abstr.) 


(Rus) 
(The thickness of the dental pulp cavity walls of 
masticatory teeth in man, and the changes with age] 
Kliuev BS. 
Stomatologiia (Mosk) 51:54-8, May-Jun 72 (Eng. 
Abstr.) (Rus) 


(Ger) 


AGRANULOCYTOSIS 


Agranulocytosis (agranulocytic angina). Oral 
manifestations and the importance of early 
recognition. Josephson BA. 

3 Acad Gen Dent 21:38-9, Jul-Aug 73 

Infected oral lesions of cyclic neutropenia. Degnan EJ, 
et al. J Oral Med 28:29-31, Jan-Mar 73 

Acase of cancrum oris associated with agranulocytosis. 
Hardman FG 


Trans Congr Int Assoc Oral Surg 4:349-50, 1973 


et al. 


[Mandibulo-facial 
agranulocytosis] Waldhart E, 


AIR CONDITIONING 


{Air conditioning the dental office] 
Dent Echo (Heidelb) 41:29-33, Mar 71 


AIR MICROBIOLOGY 


Bacterial aerosols generated during high speed 
instrumentation: possible means of reduction. Skirvin 
D. Dent Stud 51:54-6, Nov 72 

Evaluation of airborne contamination in a dental school 
clinic. Pollok NL 3d, et al. 

J Baltimore Coll Dent Surg 27:4-20, Jul 72 
Viability of bacteria in high-speed dental drill aerosols 
with antimicrobial agents in the water coolant system. 
Grayson BH, et al. J Dent Res 52:7-12, Jan-Feb 73 
The failure of an autoclave. Kuipers JS, et al. 
Ned Tijdschr Tandheelkd 79:394-7, Nov 72 (Eng. 
Abstr.) (Fre) 


AIR POLLUTION 


(Demonstration and measurement of solid particles 
Produced during dental treatments] Durreau J, et al. 
Rev Stomatoodontol Nord Fr 27:61-4, Jan-Mar 72 (Fre) 

(Mercury vapors in dental offices] Schweisheimer W. 
Freie Zahnarzt 16:27-8, Sep 72 (Ger) 


AIRWAY OBSTRUCTION 


Relationships between variation of mandibular 
morphology and variation of nasopharyngeal 
size in monozygotic twins. Dunn GF, et al. 
Angle Orthod 43:129-35, Apr 73 


ALANINE AMINOTRANSFERASE 


ANALYSIS 


K. 
(Ger) 


Alanine and aspartate gg pe in sound and 
carious human dentine. Larmas 
Oral Biol 17:1133-41, Aug — 


ALBINISM 


-Pudlak syndrome (HPS): a 
in glutathione peroxidase. Witkop 
Oral Surg 35:790-806, Jun 73 


ALBRIGHT’S DISEASE see und-4/1BROUS 


DYSPLASIA OF BONE (C3) 


Jr, et al. 


ALCOHOL DEHYDROGENASES see ALCOHOL 
OXIDOREDUCTASES (D9) 
ALCOHOL DRINKING 


A comparison of psychomotor and breathalyzer 
determined alcohol effects of the “cocktail party 
drinker”. Trieger N, et al. 

Anesth Prog 19:116-20, Sep-Oct 72 

(Age, disease and degree of activity] Béhlau V. 
Zahnaerst! Prax 23:664-5, 15 Dec 72 (Ger) 


ALCOHOL, ETHYL 


The effect of metronidazole on the human taste 
threshold to alcohol. Wilson CW, et al. 

Br 3 Addict 68:99-110, Jun 73 

Found: a new soaking solution for dentures. Tucker 
KM, et al. J Am Dent Assoc 87:169-70, Jul 73 
Effects of ethanol dependence induced artificially in 
the rhesus monkey on the subsequent preference for 
ethyl alcohol. Myers RD, et al. 

Physiol Behav 9:43-8, Jul 72 

[Behavior of a synthetic resin after dipping in 
particular experimental solutions. IX. Corrosion after 
dipping in ethyl alcohol] Valletta G, et al. 
Arch Stomatol (Napoli) 11:219-24, Oct-Dec 70 (Eng. 
Abstr.) (Ita) 
[Behavior of a synthetic resin (Diamon-D), baked to 


ALCOHOLISM 


gold, after dipping in particular experimental 
solutions. X. after dipping in ethyl alcohol) 
Valletta G, et 

Stomatol 12:103-10, Apr-Jun 71 


(Behavior ofa synthetic resin (Btemen- ether 

experimental solutions. IX. Corrosion 
on dipping in ethyl alcohol] Valletta G, et al. 
Arch Stomatol (Napoli) 12:95-102, Apr-Jun 71 (Eng. 
Abstr.) (Ita) 
(Behavior of a synthetic resin, baked to gold, after 
dipping in particular ex tal solutions. X. 


perimen' 
Corrosion after dipping in ethyl alcohol) Valletta G, et 
al. 


Arch Stomatol (Napoli) 11:235-41, Oct-Dec 70 (Eng. 
Abstr.) (Ita) 


Sudden loss of vision following alcohol block of the 
infraorbital nerve. Case report. Markham JW. 
3 Neurosurg 38:655-7, May 73 
METABOLISM 


Ethanol production and alcohol dehydrogenase activity 
in Str mutans. Brown AT, et al. 
Arch Oral Biol 18:127-31, Jan 73 


PHARMACODYNAMICS 


Effects of chlordiazepoxide and ethanol on the 
extinction of a conditioned taste aversion. Cappell H, 
et al. Physiol Behav 9:167-9, Aug 72 

The pharmacological actions of alcohol in relation to 
nutrition. Wilson CW. 

Proc Nutr Soc 31:91-8, Sep 72 (24 ref.) 

Aversive conditioning by psychoactive drugs: effects 
of morphine, alcohol and chlordiazepoxide. Cappel! H, 
et al. Psych gia 29:239-46, 

[Experimental studies on blocking the branches of the 
trigeminal nerve by alcohol) Omori K. 

Shikwa Gakuho 72:33-55, Nov 72 (Eng. Abstr.) (Jap) 


POISONING 


(The microscopic appearance of parotid glands in white 
rats during chronic ethanol poisoning] Jarzynka WA. 
Czas Stomatol 26:701-7, 1973 (Eng. Abstr.) (Pol) 


THERAPEUTIC USE 


Alcohol block of the mandibular nerve. Report of a 
complication. Richardson MF, et al. 
3 Natl Med Assoc 65:63-4, Jan 73 


ALCOHOL OXIDOREDUCTASES 
ANALYSIS 


——— production and alcohol dehydrogenase activity 
Streptococcus mutans. Brown AT, et al. 
‘aren Oral Biol 18: 127-31, Jan 73 


ALCOHOL, PROPYL 
PHARMACODYNAMICS 


(Effect of -receptor blockaders on “experimental 
Arold R, et al. 

Klin Exp Ohren Nasen 
$03:274-88, 28 Feb 73 (Eng. Abstr.) (Ger) 


THERAPEUTIC USE 
defects of parkinsonian patients. Effects of 


Speech 
levodopa therapy on speech intelligibility. Nakano 
KK, et al. Neurology (Mimneap) 23:865-70, Aug 73 


ALCOHOLIC BEVERAGES 
ADVERSE EFFECTS 


responsible for) 
ln ng 6:24, Mar-Apr 73 (Fre) 


ALCOHOLIC INTOXICATION 


[Blood coagulation of a toxic ( 


disorders alcoholism, 
drugs, poisoning) iatrogenic (anticoagulants) 
nature] Minssart 


Rev Belge Med oe 27:185-94, Mar 72 (Fre) 
Czas Stomatol 26:701-7, i973 (Ene. Abstr.) (Pol) 
ALCOHOLISM 

Drug-dependent, alcohol-dependent, and mental 


Patients: clinical study surgery procedures. 
Williamson R, et al. ry Ahem 86:416-9, Feb 73 
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ALCOHOLISM 


COMPLICATIONS 


Alcohol-induced thrombocytopenia: review of 
literature and report of case. Heiman JL. 
J Am Dent Assoc 85:1358-61, Dec 72 (17 ref.) 
Stevens-Johnson syndrome, report of a case with 
possible systemic reaction to acute alcoholism. 
Silbermann M, et al. J Oral Med 28:14-7, Jan-Mar 73 
Oral tissue changes in the chronic alcoholic. Larato DC. 
3 Periodontol 43:772-3, 72 


ALCOHOLS 
THERAPEUTIC USE 


{Hemostasis in dentistry] Harnisch H. 
ZWR 82:124-6 passim, 10 Feb 73 (Ger) 


ALCOHOLS, SUGAR see SUGAR ALCOHOLS (D11) 
ALDEHYDES 


The organization of microtubules within rat 
odontoblast processes revealed by perfusion fixation 
with glutaraldehyde. Garant PR. 

Arch Oral Biol 17:1047-58, Jul 72 

Council accepts glutaraldehyde (Cidex). Council on 
Dental Therapeutics. J Am Dent Assoc 86:1368, Jun 73 


PHARMACODYNAMICS 


The effect of erythrose and related compounds on the 
growth and acid production of streptococci and 
lactobacilli. Sims W. J Dent 1:19-24, Oct 72 


ALDOLASE 
METABOLISM 


Fructoaldolase activity in non-inflamed attached 
gingiva of rhesus monkeys. Bergquist JJ, et al. 
J Periodont Res 8:222-8, 


ALGINATES 


The alginate impression. Einfeldt H. 
Quintessence [ut 4:57-61, May 73 
{ Alginates] Ogolnik R. Inf Dent 55:23-7, 21 Jun 73 (Fre) 
{ Adhesion and retention of various alginate impression 
compounds to the tray] Schwindling R, . al. 
ZWR 82:107-12, 10 Feb 73 Ger) 
(The study of linear dimensional in 
impressions] Gyimesi J, et al. 
Fogory Sz 66:250-2, Aug 73 (Hun) 
{Study of weight changes in alginate impressions] 
Lengyel A, et al. Fogory Sz 66:229-32, Aug 73 (Hun) 
(New composition of powdered impression material 
with triethanol amine sait of alginic acid as base 
material] Miyajima T. 
Soc Dent Appar Mater 12:134-47, Sep 71 
itr.) 
{Surfaces of stone models made in elastic Pm 
impression. II. Stone model surfaces set aginst 
synthetic rubber impressions] Daito K. 
3 Jap Stomatol Soc 39:597-610, Dec 72 (Jap) 


{Impression materials--grinding technic--crowns and 
bridges] Ritze H. 
Dent Labor (Munch) 19:19-24, 15 Dec 71 (Ger) 


ALKALINE PHOSPHATASE 


Improved preservation of alkaline phosphatase in 
salivary glands of the cat. Davies KJ, et al. 
Histochem J 4:365-79, Jul 72 

{Skeletal alkaline phosphatase. I. The heat inactivation 
of skeletal alkaline phosphatase] Shiba A. 

3 Jap Stomatol Soc 39:461-9, Sep 72 (Jap) 


ANALYSIS 


A biochemical study of alkaline phosphatase in isolated 
rat incisor odontoblasts. Granstrém G, et al. 
Arch Oral Biol 17:1213-24, Aug 72 

Comparative study of the various methods for the 
ultrastructural localization of alkaline phosphatase 
activity. Leonard EP, et al. Histochemie 30:1-12, 1972 

Alkaline phosphatase activity in sequential mouse 
molar tooth development. An electron microscopic 
study. Leonard EP, et al. 
Histochemie 34:343-54, 26 Mar 73 

Acid and alkaline phosphatase in epidermoid carcinoma 
after chemotherapy and radiotherapy: histochemical 
method. Jaiswal MS, et al. 

Indian J Cancer 10:71-7, Mar 73 

Fine structural localization of acid and alkaline 
phosphatase in LL vesicles of 
fibroblasts. Deporter DA, et al. 

3 Amat 114:457-61, Apr 73 

Enzymic changes in taste buds of monkey following 

transection of glossopharyngeal nerve. Vij S, et al. 

3 Amat 113:425-32, Dec 72 


S-8 


the 
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[ Alkaline and acid oo human saliva 


in parodontosis) Levi AP, 


Vopr Med Khim 19:218-22, Mar-Apr’ 73 (ing. 


A scoring 


chemical study. Kohler E, et al. 
Radiology 108:99-105, 73 
ISOLATION & PURIFICATION 


[Skeletal alkaline phosphatase. II. Agar-gel 
electrophoresis of skeletal alkaline osphatase ] 


ph 
Shiba A. J Jap Stomatol Soc 39:470-88, Sep 72 (Jap) 
METABOLISM 


ganglionic nerve cells in the tongue). Rakhawy MT. 
Acta Anat (Basel) 83:356-66, 


1972 
A morphological and histochemical evaluation of sexual 


dimorphism in androgen-insensitive 
Pseudohermaphroditic mice. Andrews EJ, et al. 
Amat Rec 174:361-9, Nov 72 
Alkaline phosphatase in KB cells: influence of 
hyperosmolality and prednisolone on enzyme activity 
and thermostability. Herz F. 
Arch Biochem Biophys 158:225-35, Sep 73 
Regulation of alkaline phosphatase activity in IB cells: 
influence of serum. Herz F, et al. 
Biochim Biophys Acta 304:660-8, 28 May 73 
[Histochemical and biochemical research on hyper- and 
hypovitaminosis A in rats) Modis L, et al. 
Acta Anat (Basel) 83:481-504, 1972 (Eng. Abstr.) (Fre) 
[Physiological significance of alkaline phosphatase] 
Sasaki T. J Jap Stomatol Soc 40:43, Mar 73 (Jap) 
(Electron microscopic study of the osteogenic cells in 
alveolar bone of rat, with special reference to the 
localization ° alkaline and acid phosphatase activity) 
Takahashi 


Shikwa 72:21-57, Sep 72 (Eng. (Jap) 
[Activity of lactic dehydrogenase and of alkaline 
Phosphatase of saliva in persons of various ages with 
caries-free and carious teeth] Podorozhnaia RP. 
Stomatologiia (Mosk) 52:29-32, May-Jun 73 (Eng. 
Abstr.) (Rus) 


PHARMACODYNAMICS 


[Phosphatases in alveolar bone Hirai T. 
J Jap Stomatol Soc 39:692-703, Dec 72 (Jap) 


ALKERAN see MELPHALAN (D4) 
ALLERGENS 


see also related 
BITES AND STINGS (C14) 


also 
DUST (G3) 
FUNGI (B5) 


(How to test materials used in dental prosthesis for 
allergenic properties] Gasser F. 
Med Hyg (Geneve) 30:1450-1, 11 Oct 72 (Fre) 


ALLERGY see HYPERSENSITIVITY (C14) 
ALLIED HEALTH OCCUPATIONS see under 
HEALTH OCCUPATIONS (G2) 


ALLOSTERIC SITE see under BINDING SITES (G1) 
ALLOXAN DIABETES 


The acidic glycosaminoglycans of gingiva of diabetic 
rats. Kofoed JA, et al. J Periodont Res 8:323-6, 1973 

Quantitative study of bone activity in the diabetic rat 
mandible: triple fluorochrome study. Hammer WS, et 
al. Oral Surg 35:718-29, May 73 

[Histochemical studies of the dehydrogenase on the 
Periodontal tissues of alloxan diabetic rats] Kawai M. 


METABOLISM 
The effect of alloxan diabetes on gingival collagen 


metabolism in rats. Ramamurthy NS, et 
Arch Oral Biol 17:1551-60, Nov 72 


ALLOYS 


=e ~ Pd-In-Cu-Zn and 62 Ag-8 Pd-In-Cu-Zn alloys] 
Gas Meter 2600060, Gap (Jap) 


system for the assessment of multiple 
methods of monitoring fetal growth. Robinson HP, et 

al. J Obstet Gynaecol Br Commonw 80:230-5, Mar 73 
Hereditary osteolysis. A clinical, radiological and 


Phosphatases in the nervous tissue (the nature of the 


ALPHABETING see under FILES AND FILING (L) 


ALUMINUM 


Tissue compatibility of porous alumina-ceramic. 
Lucatorto FM, et al. 

J South Calif State Dent Assoc 40:1052-9, Dec 72 
(Improvement of water-settable phosphate cement. A 
new experimental compound with aluminum 
Phosphate used as base material] Ishikawa S. 
J Jap Soc Dent Appar Mater 12:148-63, Sep 71 (Eng. 
Abstr.) (Jap) 
(The problem oa welded metals and 
filaments] Mimura K, et 

Med Dent Eng 6:82-6, 1972 
[General concepts about aluminum wie 
Corsénego LJ, 

jontol Tucuman 49-50, 


PHARMACODYNAMICS 


1972 (Spa) 


Local effect of applying aluminum chloride on the 
dento-gingival unit as a tissue displacement material. 
Mokbel AM, et al. Egypt Dent J 19:35-48, Jan 73 


ALVEOLALGIA see DRY SOCKET (C4) 

ALVEOLAR ABSCESS see PERIAPICAL ABSCESS 
(C1, C4) 

ALVEOLAR PROCESS 


see also r 
DENTAL A (A2) 


Carcinoma of the oral cavity. Krause CJ, et al. 
Arch Otolaryngol 97:354-8, Apr 73 
Development and structure of the premaxillary 
deformity in bilateral cleft lip and palate. Latham RA. 
Br J Plast Surg 26:1-11, Jan 73 

Carcinoma involving the lower alveolus. An appraisal of 
Past results and an account of current management. 
Lee ES, et al. Br J Surg 60:85-107, Feb 73 
Alveolar bone resorption after calcium deficiency in 
rats. Okudo M. 

Bull Tokyo Med Dent Univ 20:131-44, Mar 73 
Some aspects of equine dental radiology. Baker GJ. 
Equine Vet J 3:46-51, Jan 71 

Preservation of the mandibular ridge through root 
retention. Leuck MH, et al. 

J Acad Gen Dent 21:29-32, Jul-Aug 73 
Alveolar bone resorption in two edentulous 
Populations. Harrison A. J Dent 1:77-82, Dec 72 
Alveolar ridge augmentation with ceramics. Hammer 
WB, et al. J Dent Res 52:356-61, Mar-Apr 73 
Hodgkins disease of maxilla. Tiwari RM. 

J Laryngol Otol 87:85-8, Jan 73 

Evidence of alveolar bone loss in rats fed an 
atherogenic diet. Plenk H Jr, et al. 

J Periodont Res 8:106-15, 1973 

The management of gross alveolar resorption. Hobkirk 
JA. J Prosthet Dent 29:397-404, Apr 73 
Dentoalveolar fistulas of the cervical region. Singleton 
EF. Laryngoscope 83:906-14, Jun 73 

Roots submerged to preserve alveolar bone: a case 
report. Goska FA, et al. Milit Med 137:446-7, Dec 72 
Penicillin V concentration in dental alveolar blood 
after tooth extraction. Oikarinen VJ, et al. 
Scand J Dent Res 80:279-84, 1972 

Effect of nutritional hyperparathyroidism on 
experimental periodontitis in the dog. Svanberg G, et 
al. Scand J Dent Res 81:155-62, 1973 
Transoral rib grafting for mandibular alveolar 
atrophy--a progress report. Davis WH, et al. 


Trans Congr iImt Assoc Oral Surg 4:206-9, 1973 
(Theory and technique of intraseptal anesthetic 
injection] Marthaler HW. 


Inf Dent 55:21-5, 29 Mar 73 (Fre) 
{Origin of the mylohyoid muscle] Lang J, et al. 
Gegenbaurs Morphol Jahrb 119:389-400, 1973 (Ger) 
irene A and decomposition of the alveolar bone] 
Frank 


Inf ones. Kieferorthop 4:134-49, May-Jul 72 (Ger) 

OS a and number of salivary oo in the hard 
soft palate) Paulsen K, et 

Za Anat Entwicklungsgesch 139: 196-386, 20 Mar 73 

(Eng. Abstr.) (Ger) 
es surgery in the partially edentulous jaw] 

Kirsch ZWR 82:383-8, 25 Apr 73 (Ger) 
Pn B. surgical measures in alveolar ridge 

atrophy] Schwenzer N. ZWR 82:332-6, 10 Apr 73 (Ger) 
[Radiation therapy of cancer of the mucous membrane 


of the maxillary alveolar process] Vorob’ev Iul. 

Med Radiol (Mosk) 17:3-7, Oct 72 (Rus) 
ABNORMALITIES 

Lateral nasal 


Proboscis. Mahindra S, et al. 
3 Laryngol Otol 87:177-81, Feb 73 


c 
STANDARDS 


ANALYSIS 


Changes in collagen of the alveolar process bone in 
patients with parodontosis. Kruze D, et al. 
Pol Med J 11:415-21, 1972 

A histochemical study of the lipid content of rat 
alveolar bone after traumatic loading of the teeth. 
Ingervall B, et al. Scand J Dent Res 80:453-6, 1972 

[Magnesium and calcium content in the bone of the 
alveolar process in deep parodontitis and 
parodontopathy] Krajnik J, et al. 

Czas Stomatol 25:827-31, Sep 72 (Eng. Abstr.) (Pol) 

(Quantity of selected trace elements (Zn,Fe,Cu,Mn) in 
the alveolar process in parodontosis and deep 
parodontitis] Krajnik J, et al. 

Czas Stomatol 26:287-93, Mar 73 (Eng. Abstr.) (Pol) 


ANATOMY & HISTOLOGY 


On the asymmetry of the hard human palate. 
HadiZiselimovié H, et al. 
Acta Anat (Basel) 83:42-9, 1972 
Periodontal bone support and tooth length in 
orthodontically treated and untreated persons. 
Sjolien T, et al. Am J Orthod 64:28-37, Jul 73 
The in vivo development of the hamster periodontium 
and implications for the chin’s evolution. Biggerstaff 
RH. Am J Phys Anthropol 38:59-68, Jan 73 
Remarks on the position of the sublingual salivary 
gland in relation to the mandible. Profba-Mackiewicz 
M, et al. Folia Morphol (Warsz) 32:149-64, 1973 
Growth and spatial changes in the arch form in bilateral 
= lip and palate patients. Harding RL, et al. 
last Reconstr Surg 50:591-9, Dec 72 
een histological study of the turnover in the 
adult human alveolar bone] Mitre M. 
Schweiz Monatsschr 82:1209-22, Dec 72 
(Eng. Abstr.) (Fre) 


BLOOD SUPPLY 


[Function and origin of vasoconstrictor fibers of the 
lower dental nerve in dogs] Poulard J, et al. 
C R Soc Biol (Paris) 166:92-5, 1972 (Fre) 
{Experimental morphological studies on the 

restoration of the mandible blood supply following 
interruption of the mandebuliar and mental arteries] 
Skopakoff C. Amat Anz 132:389-400, 1972 (Ger) 


CYTOLOGY 


Ultrastructural and microradiographic characteristics 
of Sahrpey’s fibers in dog alveolar bone. Shackleford 
JM. Ala J Med Sci 10:11-20, Jan 73 

Implantable ceramic teeth. Hamner JE 3d, et al. 
ZI Biomed Mater Res 7:217-34, 1973 

Development of the self-supporting polymer tooth 
implant. Hodosh M, et al. 

3 Biomed Mater Res 7:205-16, 1973 

[Bone structure in the region of the human maxilla} 

Lautenbach E. ZWR 81:1121-31, 15 5 72 (Ger) 


Thyroid influence on bone histology during tooth 
movement in hamsters. Gisondi JG, et al. 
Angle Orthod 42:310-8, Oct 72 

Antifibrinolytic effect of Apernyl in “dry socket”. Birn 
H. Int J Oral Surg 1:190-4, 1972 
[Phosphatases in alveolar bone resorption] Hirai T. 
J Jap Stomatol Soc 39:692-703, Dec 72 (Jap) 


ENZYMOLOGY 


DNA polymerase activity and DNA synthesis in 
preneoplastic nodule outgrowths of BALB-c and C3H 
mouse mammary gland. Banerjee MR, et al. 

3 Natl Cancer Inst 50:339-45, Feb 73 

[Phosphatases in alveolar bone resorption] Hirai T. 
3 Jap Stomatol Soc 39:692-703, Dec 72 (Jap) 

[Electron microscopic study of the osteogenic cells in 
alveolar bone of rat, with special reference to the 
localization of alkaline and acid phosphatase activity] 

Takahashi 


R. 
Shikwa Gakuho 72:21-57, Sep 72 (Eng. Abstr.) (Jap) 
GROWTH & DEVELOPMENT 


An investigation into the effects of early extraction of 
first permanent molars on alveolar processes and jaw 
bones. Enunlu N. Trans Eur Orthod Soc 439-49, 1971 

— reshaping during tooth eruption] Dambrain 


Dall Group Int Rech Sci Stomatol 15:251-62, Jul-Oct 72 

(Eng. Abstr.) (Fre) 
(Neuromuscular physiology in the study of deglutition. 

Its relationships with of the alveolar 

processes] Blocquel H, et 

Rev Stomatoodontol Nord Fr “a7: 105-11, 1972 (Fre) 


IMMUNOLOGY 
Heterotopic tooth transplantation. A case against the 
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tooth socket being a semiprivileged site. Robinson PJ, 
et al. Transplantation 16:261-3, Sep 73 


Trauma to permanent anterior teeth and alveolar 
Processes. Hargis HW. 

Dent Clin North Am 17:505-21, Jul 73 

Minor oral trauma. Peterson Li. 

Med Trial Tech Q 71-6, 1972 

The classic reprint: experimental study of fractures of 
the upper jaw. 3. René Le Fort, M.D., Lille, France. 
(Le Fort R), Tessier P. 

Plast Reconstr Surg 50:600-7, Dec 72 

(Clinical observation of jaw and alveolar fractures in 
the past ten years] Kuno K, et al. 

Jap 3 Oral Surg 17:512-5, 1971 (Jap) 


Cellular fibrinolytic activity of human alveolar bone. 
Birn H, et al. Int J Oral Surg 1:121-5, 1972 
DNA polymerase activity and DNA synthesis in 
Preneoplastic nodule outgrowths of BALB-c and C3H 

mouse mammary gland. Banerjee MR, et al. 
3 Nati Cancer Inst 50:339-45, Feb 73 
The pattern of alveolar bone activity during 
development and eruption of the molar in the rat. 
Kameyama Y. J Periodont Res 8:179-91, 1973 
Effect of extreme calcium deprivation on degree of 
mineralization of alveolar bone, dentin and enamel in 
rats. Rasmussen P. Scand J Dent Res 80:327-33, 1972 


PATHOLOGY 


Alveolar bone resorption after calcium deficiency in 
rats. Okudo M. 

Bull Tokyo Med Dent Univ 20:131-44, Mar 73 
Cellular fibrinolytic activity of human alveolar bone. 
Birn H, et al. Int J Oral Surg 1:121-5, 1972 
Incidence and distribution of alveolar bony dehiscence 
and fenestration in dry human Egyptian jaws. 
Abdelmalek RG, et al. J Periodontol 44:586-8, Sep 73 
(Comparative scanning electron microscopic studies on 

lamina dura interna) Clergeau-Guerithault S. 
Dtsch Z 28:333-6, Feb 73 (Eng. Abstr.) 
(Ger) 


[Animal experiments on indirect injuries of deciduous 
teeth] Bienengraiber V, et al. 
Z Exp Chir 4:174-80, 1971 (Eng. Abstr.) (Ger) 


PHYSIOLOGY 


Histological age changes associated with mouse 
Parodontal tissues. Tonna EA. 

3 Gerontol 28:1-12, Jan 73 

Structural changes in the ageing mandible. Atkinson 
PJ, et al. Proc R Soc Med 65:675, Aug 72 
External root resorption caused by luxation of rat 
molars. Birkedal-Hansen H. 

Scand J Dent Res 81:47-61, 1973 

A controlled study of cases of gingivectomy 
regeneration of alveolar bone after gingivectomy. 
Westerholm N, et al. 

Trans Congr Int Assoc Oral Surg 4:102-5, 1973 


PHYSIOPATHOLOGY 


tooth movement: its influence on the root 
and cortical plate. Wainwright WM. 

Am J Orthod 64:278-302, Sep 73 

Alveolar bone changes consequent to orthodontic 
forces. A tetracycline marking study. Miani CM, et al. 
Minerva Stomatol 21:197-202, Sep-Oct 72 
Alveolar bone loss associated with vascular disease. 
North West Dent 51:299-301, Sep-Oct 72 
(Stomatologic focal activity studies in relation to 
changes in the alveolar temperature) Nobel P, et al. 
Fogory Sz 66:233-7, Aug 73 (Hun) 
[Alveolar bone resorption in cases with complete 
dentures) Tallgren A. 

Odontol Samf Fini Arsb 46-53, 1971 


Implantable ceramic teeth. Hamner JE 3d, et al. 
3 Biomed Mater Res 7:217-34, 1973 
Development of the self-supporting polymer tooth 
implant. Hodosh M, et al. 
3 Biomed Mater Res 7:205-16, 1973 
Radiographic analysis of alveolar crest height and age. 
Boyle WD Jr, et al. J Periodontol 44:236-43, Apr 73 
An investigation into the accuracy of measurements 
made on radi ihs of the alveolar crests of dried 
mandibles. Stoner JE. J Periodontol 43:699-701, Nov 72 
A method for radiographic assessment of periodontal 
bone gupport following orthodontic treatment. 
Sjélien T, et al. Scand J Dent Res 81:210-7, 1973 
{Simplified full-mouth radiographs for the early 
detection of dental caries and marginal osseous 
defects) Perrelet L. 
Prax 22:155-7, 1 Jul 71 
(The roentgen image of marginal 


(Swe) 


(Ger) 
Periodontal diseases 


AMELOBLASTOMA 


(1)} Sonnabend E. 
Zahnaerzt! Prax 24:125-30, 2 Mar 73 


SURGERY 


Surgical repositioning of the posterior maxillary 
segment as an aid to fixed prosthodontics. Edwards 
WS, et al. J Am Dent Assoc 87:881-4, Oct 73 
Implantable ceramic teeth. Hamner JE 3d, et al. 
3 Biomed Mater Res 7:217-34, 1973 
Development of the self-supporting polymer tooth 
implant. Hodosh M, et al. 
3 Biomed Mater Res 7:205-16, 1973 
Glassy carbon: a potential dental implant material. 
Hucke EE, et al. J Biomed Mater Res 7:263-74, 1973 
Maxillary recession for bucktooth deformity. Case 
report. Russell DJ, et al. 
Plast Reconstr Surg 51:220-2, Feb 73 
Cancer of the floor of the mouth and the gingiva. Landa 
SJ, et al. Surg Clim North Am 53:135-45, Feb 73 
(Repair following periodontal osseous surgery 
according to the labeling with lead acetate] Kobayashi 
H, et al. J Jap Stomatol Soc 39:779-86, Dec 72 (Jap) 
(Surgical improvement of the alveolar ridge in cases of 
atrophy of the alveolar process] Schwenzer N. 
Acta Odontol Venez 9:213-28, Dec 71 (Eng. Abstr.) 
(Spa) 
(Correction of jaw deformities by er Procedures 
on alveolar process] Pidéevi¢A, et 
Stomatol Glas Srb 205-12, May-Jul 72 (Eas. = 


(Ger) 


TRANSPLANTATION 


[Alveolo-dental block transplantation for prosthetic 
Purposes] Penteleiciuc D, et al. 
Stomatologia (Bucur) 20:83-5, Jan-Feb 73 (Rum) 


ALVEOLECTOMY 


Facilities for surgery and survival prospects in lung 
carcinoma. A study from South-west Finland between 
1952 and 1970. Inberg MV, et al. 

Scand J Thorac Cardiovasc Surg 6:297-303, 1972 
as surgery in the partially edentulous jaw) 
Kirsch T. ZWR 82:383-8, 25 Apr 73 (Ger) 


ALVEOLOPLASTY 


see also related 
DENTURE, COMPLETE, IMMEDIATE (E6) 


Oral surgical aids to prosthetic success. Howe GL. 
Ann R Coll Surg Engl 52:369-79, Jun 73 
The anchor oral endosteal implant. Cranin AN, et al. 
3 Biomed Mater Res 7:235-49, 1973 
(Experiences with vestibuloplasty and plastic surgery 
on the floor of the mouth in edentulous mandibles] 
Immertreu W. Quintessemz 23:15-23, Sep 72 (Ger) 
[Practical surgical correction of “floating” alveolar 
ridges and filled vestibule) Uhlig H. 
(Ger) 
(Surgical provision for connector plates for the 
improvement of denture position) Andra A, et al. 
Zahntechnik (Berl) 13:256-60, Jun 72 (Ger) 
surgery in the partially edentulous 
Kirsch ZWR 82:383-8, 25 Apr 73 
surgical measures in alveolar 
atrophy] Schwenzer N. ZWR 82:332-6, 10 Apr 73 (Ger) 
[Repair following periodontal osseous surgery 
according to the labeling with lead acetate] Kobayashi 
H, et al. J Jap Stomatol Soc 39:779-86, Dec 72 (Jap) 
[An operative method for combined atrophic changes 
in the alveolar ridge] Mise I. 
Acta Stomatol Croat 6:173-9, 1971 (Eng. Abstr.) (Cro) 


AMAUROSIS see BLINDNESS (C11) 
AMBIDEXTERITY see under LATERALITY 
G1) 


AMBULATORY CARE 


Ketamine anesthesia in ambulatory dental practice. 
Rooker M, et al. Anesth Prog 19:121-3, Sep-Oct 72 


AMELOBLASTOMA 


Cystic ameloblastoma: a case report. 
Champan-Andrews DF. Apex 6:145-8, Sep 72 
ameloblastoma: report of case. Tarsitano 
JJ, et al. J Am Dent Assoc 87:898-900, Oct 73 
Ameloblastomas of the maxilla. Wolfowitz BL. 
3 Laryngol Otol 86:1085-90, Oct 72 
Multicentric peripheral — Balfour RS, et 
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INJURIES 
METABOLISM 
3 
— 
— 
al. J Oral Surg 31:535-8, Jul 73 
Ameloblastoma originating in the wall of a primordial 
cyst: report of case. Byrd DL, et al. 
J Oral Surg 31:301-4, Apr 73 
Interesting cases of cysts in the jaws. Harnisch H. - 
([Ameloblastoma of the maxilla] Lallemant Y, et al. 
|| | 
: . i 


AMELOBLASTOMA 


Ann Otolaryngol Chir Cervicofac 90:219-24, Mar 73 


{The ultrastructure of fibromatous ameloblastoma] 
Csiba A, et al. 

Bull Group Int Rech Sci Stomatol 15:233-50, Jul-Oct 72 
(Eng. Abstr.) (Fre) 
[A case of voluminous tumor (adamantinoma) of the 

upper dental arch) Rashidi, et al. 

3 Fr Otorhinolaryngol 21:435, May 72 (Fre) 
(Morphology and malignancy of adamantinomas] 
Spiess! B, et al. 

Fortschr Kiefer Gesichtschir 15:216-20, 1972 o. 
Abstr.) 

{Histomorphological basis for the therapy of 
ameloblastomas] Verbeck C. 

Fortschr Kiefer Gesichtschir 15:191-4, 1972 bs 
Abstr.) 

[Ad loblastoma] Hermann B. 

Zahnaerzt! Prax 24:42-5, 19 Jan 73 (Ger) 
[Study of the incidence of ameloblastoma in the 
Department of Surgery and Oro-maxillofacial 
prostheses of the Faculdade de Odontologia da 
Universidad Federal de Alagoas] Nogueira CJ. 
Rev Assoc Med Bras 18:495-502, Dec 72 (Eng. Abstr.) 


(Por) 

{Spontaneous and induced neoplasms in aquarium fish] 
Khudolef VV. 

Usp Sovrem Biol 74:473-81, Nov-Dec 72 (91 ref.) (Rus) 

{Mural ameloblastoma. Case report) Esquivel JL, et al. 

Rev Odontol Costa Rica 3-10, Jan-Jun 72 (Eng. “eat 

pa) 


CLASSIFICATION 


Ultrastructure of three histologic variants of the 
ameloblastoma. Mincer HH, et al. 

Cancer 30:1036-45, Oct 72 

(Ultrastructure of fibromatous ameloblastoma] Csiba 
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(The use of benzydamine in otorhinolaryngological and 
maxillofacial surgery] Bourguet J, et al. 

Ann Otolaryngol Chir Cervicofac 89:269-74, 
72 (Eng. Abstr.) 

[Personal experimentation with 
dentistry} Giroud MM, et al. 
Inf Dent 55:29-31, 29 Mar 73 (Fre) 

(Clinical effectiveness of 
acid on decubital ulcer--new 
anti-inflammatory agents] Nagai K, et “a 
J Nihon Univ Sch Dent 14:53-7, Jun 72 (Eng. — 


surgery] D’Angelo 
Minerva 2125904, Nov-Dec 72 (Eng. 
(ita 
(Controlled clinical and a researches on 
the niflumic acid action in od logy) De 
Fazio M, et al. 
Minerva Stomatol 21:164-72, Jul-Aug 72 (Eng. —, 


{The clinical evaluation of non-steroid 
anti-inflammatory agent, 31252-S in the oral regions) 
Ando T, et al. Jap J Oral Surg 18:439-49, 1972 (Jap) 

(Nalecz6w mineral water spray in the treatment of 
Periodontal diseases] Jarzgb G, et al. 

Czas Stomatol 26:73-8, Jan 73 ‘""<. Abstr.) (Pol) 

(Clinical evaluation of Peridoutone ointment for 
topical treatment of oral mucosa erosions and small 
ulcerations] Nowakowska A. 

Czas Stomatol 26:357-61, 1973 (Eng. Abstr.) —_— 

[Clinical observations on the use of erythronicol in oral 
surgery] Neder AC, et al. 

Bol Fac Odontol Piracicaba 21-7, 1970 (Por) 

{The use of Soparal in the treatment of the 
periodontium) Fisher ND. 
Stomatologiia (Mosk) 52:79, Sep-Oct 73 (Rus) 

[Kalanchoe juice in the local treatment of periodontai 
disease} Kurchinskii IN, et al. 

Stomatologiia (Mosk) 52:105-6, Mar-Apr 73 (Rus) 

[Double blind test on the of 


Proteolytic enzymes] Bazerque PM, 
Medicina (B Aires) Jul-Aug 72 (Ene Abstr.) 
(Experiment with an anti-imfl tory-antalgi 


dentistry] Ferro JC, et al. 

Trib Odontol (B Aires) 56:192-4, Jul-Sep 72 (Spa) 

[A clinical assessment of the value of “para-muc” 

preparation in the treatment of periodontal disease] 

Djukanovié D, et al. 

Stomatol Glas Srb 184-9, May-Jul 72 (Eng. — 
(Cro) 


ANTLINFLAMMATORY AGENTS, 
GLUCOCORTICOID see GLUCOCORTICOIDS (D8) 
ANTINEOPLASTIC AGENTS 


see also related 
ISOLATION PERFUSION (E2) 


ADMINISTRATION & DOSAGE 


Infusion versus perfusion. Golomb FM. 

Aktuel Probl Chir 14:835-57, 1970 

Results in 169 patients with cancer of the head and neck 
“Oct 72 


. 
Oral anti-inflammatory therapy. A survey of the 
literature and some aspects of the evaluation of 
anti-inflammatory agents. Romander H. + 
Sven Tandlak Tidskr 65:239-53, May 72 (99 ref.) r 
[Use of oxyphenbutazone in dentistry] Debono G. M, 
METABOLISM 
THERAPEUTIC USE ‘ 
lung tissue. Hansen I, et al. * 
Acta Pharmacol Toxicol (Kbh) 32:337-44, 1973 
THERAPEUTIC USE | 
fa [Indications of intra-arterial chemotherapy in maxillo- 
and cervico-facial cancers] Richard J, et al. . 
Cah Med 14:211-4, Mar 73 (Fre) f 
[Simultaneous application of intra-arterial injection of 
anti-neoplastic agents and radiotherapy in maxillary 
cancer--with special reference to pathological . 
S-19 


ANTINEOPLASTIC 


Matsukawa 
3 Otolaryngol Jap 75:981-64, Sep 72 


CHEMICAL SYNTHESIS 


(Jap) 


Synthesis and antitumor evaluation of the presumed 
cytotoxic metabolites of spermine and 
Israel M, 
et al. J Med Chem 16:1-5, Jan 73 

{Research on antineoplastic substances. LI. 
Derivatives of benzo(f)-pyrrolo-(1,2-a)-quinoxaline 
and naphtho-(2,1-e)-pyrrolo-(2,1-c)-as-triazine: 
synthesis and cytostatic and cytotoxic activity) 
Chimenti F, et al. 

Farmaco [Sci] 28:284-97, 1973 (Eng. Abstr.) (Ita) 

[Research on substances with antineoplastic activity. 
LII. Tylophorine analogs. I. Synthesis and cytostatic 
and cytotoxic activity of 
4-(3,4-dimethoxyphenyl)piperidine derivatives) 
Nacci V, et al. 

Farmaco [Sci] 28:399-410, May 73 (Eng. Abstr.) (Ita) 


PHARMACODYNAMICS 


PP i and cancer. Penn I, et al. 
Transplant Proc 5:943-7, Mar 73 


THERAPEUTIC USE 


Tumor inhibitory agent from Magnolia grandiflora 
(Magnoliaceae). I. Parthenolide. Wiedhopf RM, et al. 
3 Pharm Sci 62:345, Feb 73 

Cancerostatic activity of apurinie acid, a modified DNA 
against transplanted allogeneic and xenogeneic 
tumors in the golden hamster. Goldenberg DM, et al. 
Verh Dtsch Ges Inn Med 77:1333-6, 1971 

(Polychemotherapy with 5-(3,3 
dimethyl-1-tri b id 
NSC-45388), 1 ,3-bis (2-chloroethyl)-1- nitrosourea 
(BCNU, NSC-409962) and vincristine (NSC-67574) in 
the metastatic phase of melanoma) Beretta G, et al. 
Tumori 59:239-48, May-Jun 73 (Eng. Abstr.) (Ita) 

[Use of antineoplastic agents in head and neck 
neoplasms] Miyake H. 

3 Otolaryngol Jap 75:1465-7, Dec 72 


ANTINUCLEAR FACTORS 


——. ulceration: the antinuclear factor. Addy M, et 
al. Dent Res 51:1594-5, Nov-Dec 72 


ANTIPYRETICS see under ANALGESICS AND 
ANTIPYRETICS (D6) 

ANTISEPSIS 

Dental asepsis. CAL 36:6-10, Oct 72 


(Use of sprays in dental practice] Petersen I. 
Quintessenz J 3:29, Jan 73 


(Ger) 
(Preventing the spreading of infection in dental 
practice] Méller A. 
Sven Tandlak Tidskr 64:332-4, May 71 
ANTISEPTICS see under ANTI-INFECTIVE 


AGENTS, LOCAL (D3) 


(DTIC; 


(Jap) 


(Swe) 


ANTISERUM see IMMUNE SERUMS (D12) 
ANTIVIRAL AGENTS 
THERAPEUTIC USE 


{Treatment of viral lesions--herpes simplex, herpes 
zoster and herpangina--with the antiviral agent 
isoprinosine}] Muracciole JC, et al. 

Rev Cire Argent Odontol 35:22-5, Oct 72 (Spa) 


ANTRUM OF HIGHMORE see MAXILLARY SINUS 
(A4) 
ANXIETY 


Anxiety in dentistry. Parkin SF. Apex 7:9-11, Jan 73 
Creating a favorable environment to condition 
apprehensive patients. Roberts MW. 
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school students) Masuda K, et al. 

J Jap Orthod Soc 31:201-3, Jun 72 (Eng. Abstr.) (Jap) 

(Popular beliefs about oral health in Patzdn] Solares J, 
et al. 

Rev Guatem Estomatol 3:9-24 contd, Jan-Apr 73 (Spa) 


ATTRITION, DENTAL see TOOTH ABRASION (C4) 
AUDIOANALGESIA 


(Psycho-musical technics and hypnosis) Campa J. 

Promot Dent 86-90, 1972 (Fre) 
aspects of conquering patients’ fear] 
Kirsch T. Zahnaerztl Prax 24:287-9, 1 Jun 73 (Ger) 
[Audioanalgesia in conservative dentistry] Uj J. 
Fogorvy Sz 65:307-11, Oct 72 (Hun) 


AUDIOMETRY 
INSTRUMENTATION 


An audiometric method for determining the length of 
root canals. Inoue N. J Can Dent Assoc 39:630-6, Sep 73 


AUDIO-VISUAL AIDS 


The use of audio-visual aids in dentistry. Hobkirk JA. 
Br Dent J 133:184-90, Sep 72 
Visual aid technics. Hurtgen TP. 
Dent Radiogr Photogr 46:40-4 passim, 1973 
Slides easily produced from radiographs. Reid JA. 
Dent Radiogr Photogr 46:12-4, 1973 
Dental schools cooperate to produce educational 
materials. Dent Stud 51:16-8, Jan 73 
Audiovisual materials in dental education. Sturwold 
VG. J Am Coll Dent 40:182-90, Jul 73 
1973 National Children’s Dental Health Week special 
aids. Bureau of Dental Health Education. 
3 Am Dent Assoc 85:926-7, Oct 72 
1974 National Children’s Dental Health Week special 
aids. Bureau of Dental Health Education. 
3 Am Dent Assoc 87:907-8, Oct 73 
Instant black and white slides in the dental office. 
Domokos A. J Can Dent Assoc 39:351-2, May 73 
Self-instruction utilizing programmed audiovisual 
teaching machine. Denehy GE. 
J Dent Educ 37:33-5, Feb 73 
Student evaluation of self-instructional preclinical 
fixed partial prosthodontics course. Gigliotti R, et al. 
3 Dent Educ 37:46-8, Aug 73 
Videotape cassette: use in dental education. 
Mangiaracina J, et al. J Dent Educ 37:42-4, ~ hae 
Use of audiovisual materials in tea 
Periodontics. Sturwold VG. J Dent Educ 37:33-8, ian 78 
“Visudent”: new aid for visualization of dental cases. 
Tradowdky M. J Dent Educ 37:14-5, Aug 73 
Case presentations in hospital dental departments; a 
new look. Wasserman BS. 
3 Hosp Dent Pract 7:10-1, Jan-Mar 73 
Orthodontic tooth movement using a multiband technic 
recorded by cine-photography. Huggins DG. 
Trans Br Soc Study Orthod 57:167-8, 1970-71 
Orthodontic tooth movement using a multiband technic 
recorded by cine-photography. Huggins DG. 
Trans Br Soc Study Orthod 57:167-8, 1970-71 
(Audio-visual status] Nayberg T. 
Tidsskr Prakt Tandlaeg 3:31 passim, May 73 (Dan) 
[Steiner’s analysis (summary of visual 
Presentation)] Benauwt A. 
Rev Belge Med Dent 27:549-65, 1972 (Fre) 
{Audiovisual aids and the dental profession) 
Rev Fr Odontostomatol 19:466-7, ~~ y 72 (Fre) 
{Audiovisual aids. Technic and use 
cassette-television sets] 
Bayer Zahnaerztebi 10:219-24, Jun 71 (Ger) 
[Audiovisual measures for storing and reproduction of 
Picture programs) Theile R. 
Dent Echo (Heidelb) 42:10-2 passim, Nov 72 (Ger) 
(Dentists now can have continuing audio-visual 
education by denticolloc) 


Freie 16:56-9, Oct 72 (Ger) 

— for patient education] Kimmel K. 
Quintessenz J 2:41, Sep (Ger) 

[Why “denticolloc”?}] Veigel H. 

Zahnaerzt! Mitt 62:993-4, 16 Oct 72 (Ger) 

[Start of the “denticolloc” program] 

Zahnaerzt! Mitt 62:995-6, 16 Oct 72 (Ger) 


(Audio-visual aids in dental prophylaxis) Falcon! P, et 
Minerva Stomatol 21:109-19, May-Jun 72 (Eng. Abstr.) 
) 


ta 
[Lifelike models. Their use in teaching oral surgery] Di 
Gionantonio CA. 
Rev Odontol (Cordoba) 4:8-14, Jul-Dec 69 (Eng. 
Abstr.) (Spa 


AUTORADIOGRAPHY 


STANDARDS 
Production of quality instructional media. Moreland 
EF. J Am Coll Dent 40:54-64, Jan 73 


Conference on newer technology in dental education. 
3 Am Coll Dent 40:65-6, Jan 73 


AUSTRALIA ANTIGEN 
ISOLATION & PURIFICATION 
[The detection of Australia antigen in the saliva of 


healthy carriers and patients] Mposinakos M, et al. 
Odontostomatol Proodos 26:208-15, Jul-Aug 72- (Eng. 
Abstr.) (Gre) 
AUSTRALIAN RACE 
Concerning the possibility of estimating the original 
dimensions of worn =, teeth. Barker BC. 
Aust Dent J 17:448-53, Dec 72 
AUTOANTIBODIES 
ANALYSIS 
(The of pemphigus autoantibodies 


clinical significance 
detected by direct and Ye immunofluorescent 
techniques} Laskares G, et 
Odontiatrike 5:339-43, Sep-Oct ay (Eng. Abstr.) (Gre) 


AUTOFLUOROSCOPY see under RADIOISOTOPE 
SCANNING (E1) 


AUTOGENIC TRAINING 


(Suggestion in state of hypnotic sleep for breaking of 
certain harmful habits in children] Dekova L. 
Stomatologiia (Sofiia) 54:329-33, Jul-Aug 72 (Eng. 
Abstr.) (Bul) 


AUTOMATIC DATA PROCESSING 


[Automated cephalometry] Dangy 
Trams Bur Orthod 00020648, 1971 
[Preparation of electronic data processing 
stomatology. 4. Periodontal status suitable .* 
electronic data processing (pilot study))] Grimm WD, 
et al. 
Dtsch Stomatol 23:179-87, Mar 73 (Eng. Abstr.) (Ger) 
[Electronic elaboration in the clinical interpretation of 
the incidence of caries in sample of the school 
Population from 6-14 years in the town of Cagliari] 
Falconi P, et al. 
Race Trimest Odontoiatr 53:53-79, Apr-Jun 72 


AUTOMOBILE DRIVING 


see also related 
ACCIDENTS, TRAFFIC (G3) 


(Medical aspects in dental practice with reference to 
a Tetsch P, et al. 
Dtsch Zahnaerzti Z 28:866-73, Aug 73 (Eng. Abstr.) 


(Ger) 
AUTONOMIC NERVOUS SYSTEM 
ANATOMY & HISTOLOGY 


Autonomic innervation of the salivary glands in the 
marmoset (Callithrix penicillata Jordani); with some 
gross anatomical and histological observations. 
Rossoni RB, et al. Arch Oral Biol 18:879-88, Jul 73 


PHYSIOLOGY 


[Autonomic nerve function and fibrinolysis during oral 
surgery] Suzuki M. 
Jap J Oral Surg 17:472-500, 1971 (Jap) 


AUTORADIOGRAPHY 


Autoradiographic study on the effects of compressive 
forces on cells in vitro--a preliminary report. 
Nakamura M, et al. Aust Orthod J 3:43-9, Oct 72 

Autoradiographic studies of the intracanal diffusion of 
aqueous and camphorated parachlorophenol in 
endodontics. Avny WY, et al. Oral Surg 36:80-9, Jul 73 

(Cinemicrographic and autoradiographic studies on the 
behaviors of primary culture cells from human oral 
tissues. II. On the various tumor cells of oral region] 
Usuda T. J Jap Stomatol Soc 39:755-78, Dec 72 (Jap) 

(Histoautoradiographic method in morphofunctional 
of the dentomaxillary system) Panikarovskii 

et 
(Rock) 98:¢-8, Jan-Feb 73 (Eng. Abstr.) 
(Ras) 


(Experimental radioisotopic study of lacquer used to 
cover the teeth) Prozhonchukov AA, et al. 

Stomatologiia (Mosk) 52:9-11, Mar-Apr 73 (Eng. 
Abstr.) (Ras 
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AUTOSOME 


AUTOSOME ABNORMALITIES 
[Jaw cysts, a main symptom of the basal cell nevus 
syndrome] Matras H, et al. 

Rev Esp Estomatol 20:443-8, Nov-Dec 72 (Spa) 


COMPLICATIONS 


Genetic disorders affecting mucous membrane. (A 
journal report). Villanueva AE. 
J Philipp Dent Assoc 24:43-7, Jun 72 


AUTOSUGGESTION see under SUGGESTION (F3) 
AVIATION DENTISTRY 


The role of the R.A.F. dental branch in rh aircraft 
accident investigation. Ashley KF, et 
Br Dent J 132:305-10, 18 Apr 72 
The training of dental technicians in the Royal Air 
Force. Cloutman GW. Br Dent J 132:310-4, 18 Apr 72 
Preventive dentistry in the Royal Air Force. Ford MA, 
et al. Br Dent J 132:327-8, 18 Apr 72 
Major General Roger Hombs, Head of the USAF Dental 
Service. (Hombs R), Tic 32:15-6, Feb 73 
United States Air Force Dental Service. 
Tic 32:13-4, Feb 73 


AVITAMINOSIS 


Denture sore mouth and nutritional deficiency. Burton 
JF. NZ Dent J 68:139-43, 72 


AWARDS AND PRIZES 


The Martin Dewey Memorial Award for ged (Olson 
RE), (Richmind JW), Webber GR, et al. 

Am J Orthod 63:102-8, Jan 73 

Citation for the William John Gies Award to Maynard K. 
Hine. (Hine MK), Cassidy JL. 

3 Am Coll Dent 40:18-9, Jan 73 

Citation for the Award of Merit to John W. Kumpula. 
(Kumpula JW), Heinze RL. 

3 Am Coll Dent 40:19-20, Jan 73 

Citation for the William John Gies Award to Harry W. 
Archer. (Archer HW), McDermott CF. 

2 Am Coll Dent 40:16-7, jan 73 

Oral surgery Hall of Fame. Devlin DH. 

3 Oral Surg 31:582, Aug 73 

Responses to the Gold Medal Award presented to the 
late Dr. Irving Glickman, San Diego, California, 
October 27, 1972. (Glickman I), 

3 Periodontol 44:414-5, Jul 73 

Presentation of the Jarvie-Burkart Award. (Teich I), 
Roohan LW Jr. NY J Dent 43:189, Jun-Jul 73 
Dr. Donald Kerr receives Distinguished Faculty 
Achievement Award from University of Michigan. 
(Kerr D), Oral Surg 35:188-9, Feb 73 

{The Moscow Stomatological Institute, oldest 
Stomatological Institute of the USSR, is awarded the 
Order of the Red Banner of Labour] 
Stomatologiia (Mosk) 52:1-6, May-Jun 73 (Rus) 


AWARENESS see under COGNITION (F1) 
AXENIC ANIMALS see under GERM-FREE LIFE 
(G1) 
AZOTEMIA see under UREMIA (C8) 
BACITRACIN 
PHARMACODYNAMICS 


Tissue reaction to nebacetin. An experimental 


histopathologic study in guinea pigs. Bang G, et al. 


Sven Tandlak Tidskr 64:879-82, Dec 71 (Eng. 2 
(Swe) 


Prophylactic use of antibiotics in periodontal surgery. 
Schneider AR. Isr J Dent Med 21:89-91, Jul 72 


BACKACHE 


More on coping with ee backache. 


Dent Surv 49:47, May 73 
ETIOLOGY 


Still a nagging problem: posture-related backache. 
Lezberg SF, et al. Dent Surv 49:26 passim, Mar 73 


BACTEREMIA see SEPTICEMIA (C1) 
BACTERIA 


see also related 
POLYSACCHARIDES, BACTERIAL (D11) 


gees in dental practice )] Drum wW. 
Quintessenz 


3 1:25-9, Feb 71 (Ger) 
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ANALYSIS 


Isolation of a phenol-soluble endotoxin from 
Leptotrichia buccalis. Knox KW, et al. 
Arch Oral Biol 18:85-93, Jan 73 


CYTOLOGY 


Ultrastructure of the attachment device between 
coccal and filamentous microorganisms in “corn cob” 
formations of dental plaque. Listgarten MA, et al. 
Arch Oral Biol 18:651-6, May 73 

{Morphocytology of bacteria] Barros ER. 

Rev Fac Odontol P Alegre 12:9-28, 1970 (Por) 


Bactericidal efficiency of some antimicrobial 
chemicals. Miller CH, et al. 

3 Dent Res 52:184, Jan-Feb 73 

Some effects of chlorhexidine on the plaque flora of the 
beagle dog. Hamp SE, et al. 

3 Periodont Res 12:Suppl 12:28-35, 1973 

Some antibacterial properties of chlorhexidine. 
Hennessey TS. J Periodont Res 12:Supp! 12:61-7, 1973 
Effect of chlorhexidine on the microflora of the oral 
cavity. Schiott CR. 

J Periodont Res 12:Suppl 12:7-10, 1973 
Observations on the composition and properties of the 
top-selling tooth pastes in Finland, and on their 
antimicrobic effects in vitro. Westerholm N, et al. 
Odontol Samf Finl Arsb 38-49, 1969-70 

[Effect of dexamethasone on the — co-existing 
with the cultured cells] Fuse 

Odontology (Tokyo) 61:165-75, ia 73 (Jap) 
[Bacterial resistance] Zebral AA. 

Incisivo 1:26-8 passim, Dec 72 (Por) 
(Comparative “in-vitro” study of the disinfecting 
Power of the active ingredients dispered by 
evaporation of the drugs used in endodontia] Benatti 
O, et al. Rev Bras Odontol 30:75-8, Mar-Apr 73 (Por) 


ENZYMOLOGY 


Salivary enzymes and oral health. Redman RS. 
North West Dent 52:124-8, Mar-Apr 73 

A study on proteolytic oral microorganisms. Frostell G, 
et al. Odontol Revy 24:27-38, 

{Bacterial and host-originated enzymes of the 
exudates] Ishikawa I. 

J Jap Stomatol Soc 39:816, Dec 72 (Jap) 


ISOLATION & PURIFICATION 


The degree of bilateral symmetry in the distribution of 
Plaque bacteria and dental caries in Wistar rats. 
Huxley HG. Arch Cral Biol 18:981-6, Aug 73 

The presence of coliforms in root canals: pr 
findings. Morse DR, et al. 

Isr J Dent Med 21:79-84, Jul 72 

A simple and inexpensive container for the cultivation 
of anaerobic microorganisms. Keele BB Jr, et al. 
3 Dent Res 51:1684, Nov-Dec 72 

The role of the clinical bacteriology laboratory in the 
selection of antibiotics for clinical use. Brown =: et 
al. J Hosp Dent Pract 6:118-24, Oct-Dec 

Identification and characterization of eieanmaiens 
isolated from infected primary teeth. a S, et al. 
J Int Assoc Dent Child 3:15-8, Dec 

Localization of oral micro-organisms in Sental calculus 
by the fluorescent antibody technique. Lim CY. 
3 Osaka Dent Univ 5:64-77, Apr 71 

(Comparative study of aerobic bacterial flora in saliva, 
mouth mucosa and periapical area of resected teeth] 
Tarlowska W, et al. 

Czas Stomatol 26:873-9, Aug 73 (Eng. Abstr.) (Pol) 

(Occurrence of strictly anaerobic bacteria in the root 
canal) Carvalh 


o MA, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:105-14, 
Jan-Dec 72 (Eng. Abstr.) (Por) 


(Morphological study of Tuberculum pharyngicum in 
human skulls} Watanabe LS, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 8:199-207, 
Jul-Dec 71 (Eng. Abstr.) (Por) 

[Bacteriology of inflammatory granuloma} Cavanha 
AO. Trib Odontol (B Aires) 56:186-90, Jul-Sep 72 (Por) 

(Study of the anaerobic flora of root canals using 
tripticase, soy broth plus 0.1 agar] Martinez RM 
Acta Odontol Venez 10:53-94, Apr 72 (Eng. ‘Abets.) 

(Spa) 

(Bacterial content of the gingival sulcus and its relation 
to different degrees of periodontal diseases according 
to Russell’s index] Goday HA. 
Rev Guatem Estomatol 2:100-7, Sep-Dec 72 (Spa) 

(The prognosis of teeth filled following positive and 
negative root canal G. 
Dishekim Derg 3:557-76, Oct (Tur) 

METABOLISM 

Effect of salivary supernatant on the glycolytic activity 

of the bacteria in salivary sediment. Kleinberg I, et al. 


Arch Oral Biol 18:787-98, Jul 73 
Degradation of lactate by Bacterionema matruchotii 


under aerobic and anaerobic conditions. Iwami Y, et 


JP. 
pracy Monatsschr Zahnheilkd 83:656-9, Jun 73 (Eng. 
(Ger) 


Microbial ecological models and dental diseases. 
Gibbons RJ. Va Dent J 49:7-23, Dec 72 

(Capacity of the oral microbes to form abscesses when 
inoculated in the mouse. II. Dental plaque. 3. Gingival 
crevice. IV. Tongue] Damasceno CA, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:89-103, 
Jan-Dec 72 (Eng. Abstr.) (Por) 

BACTERIA, GRAM NEGATIVE see GRAM 
NEGATIVE BACTERIA (B3) 

BACTERIA, GRAM POSITIVE see GRAM POSITIVE 
BACTERIA (B3) 

BACTERIAL ANTIBODIES see ANTIBODIES, 
BACTERIAL (D12) 

BACTERIAL ANTIGENS see ANTIGENS, 
BACTERIAL (D12) 

BACTERIAL INFECTIONS 

DRUG THERAPY 

The effect of metronidazole on the experimental mixed 
infection of oral anaerobes. Takazoe I, et al. 
Bull Tokyo Dent Coll 14:1-4, Feb 73 

BACTERIAL SENSITIVITY TESTS see MICROBIAL 
SENSITIVITY TESTS (E5) 

BACTERIAL VACCINES 

[Influencing caries susceptibility in rats using mixed 


streptococcal vaccine] Ketterl W, et al. 
Dtsch Zahnaerztl Z 28:344-6, Feb 73 (Eng. Abstr.) 


(Ger) 
BACTERIOLOGICAL TECHNICS 
see also related 
CULTURE MEDIA (D13) 
Treating the total patient. Systemic symptoms. 


disease 
Olsen N. Dent Stud 51:17, Feb 73 
The dentist’s role in the early detection of rheumatic 
fever. Dent Stud 51:18-9, Feb 73 
(Comparative in-vitro study of the disinfecting power 
of the active ingredients released by evaporation of 
drugs used in endodontia] Benatti O, et al. 
Bol Fac Odontol Piracicaba 13-21, 1972 (Por) 


INSTRUMENTATION 
A simple and inexpensive container for the cultivation 
of anaerobic microorganisms. Keele BB Jr, et al. 
J Dent Res 51:1684, Nov-Dec 72 
BACTERIOLOGY 
HISTORY 
{In the was Pasteur. On the 150 anniversary 


of the French chemists who marked the 
bacteriological era] (Pasteur L), Peitl W. 


Osterr Dent Z 25:120-2, Jun 73 (Ger) 
[Hygiene in dental practice (II)]} Drum W. 
Quintessenz J 1:25-9, Feb 71 (Ger) 
BACTERIOLYSIS 


Lysis of certain organisms by the synergistic action of 
complement and lysozyme. Bladen H, et al. 
3 Dent Res 52:371-6, Mar-Apr 73 


BACTERIOPHAGE 

CLASSIFICATION 
[Studies on the classification of bacteriophages active 
against the genus Veillonella) Handa A. 
Odontology (Tokyo) 61:341-9, Jun 73 (Jap) 
BACTERIOPHAGE TYPING 


{Studies of staphylococcus isolated from oral 
suppurative aeeeans in 1971. Sensitivity to 

and 
phage typing] ‘Aral S. 
Odontology (Tokyo) 61:1-34, Apr 73 (Jap) 


al. J Dent Res 51:1683, Nov-Dec 72 
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BACTEROIDES 
ENZYMOLOGY 
[Study on the collagenase activity of oral strains of 
Bacteroides melaninogenicus] Yamamoto A. 
Shikwa Gakuho 73:1155-71, Jul 73 (Eng. Abstr.) (Jap) 


BACTEROIDES INFECTIONS 


Bacteroides osteomyelitis of the mandible. A report of 
two cases. Leake DL. Oral Surg 34:585-8, Oct 72 


DRUG THERAPY 
The effect of metronidazole on the ow meme mixed 
infection of oral anaerobes. Takazoe I, et al. 
Bull Tokyo Dent Coll 14:1-4, Feb 73 
IMMUNOLOGY 
[An immunological study on infectious pee eens of 
Bacteroides melaninogenicus] Okuda K. 
Shikwa Gakuho 73:912-24, May 73 (Eng. Abstr.) (Jap) 
BANANA see under FRUIT (J) 
BANDAGES, OCCLUSIVE see OCCLUSIVE 
DRESSINGS (E2) 
BARBARY APES see under MACACA (B2) 
BARBITURATES 


ADMINISTRATION & DOSAGE 


Barbiturate narco sedation in —eE. Travin MS. 
NY State Dent J 38:477-83, Oct 


ADVERSE EFFECTS 
Drug eruptions. A series of 464 cases in the Department 
of Dermatology, University of Turku, Finland, during 
1966-1970. Kuokkanen K. 
Acta Allergol (Kbh) 27:407-38, Dec 72 


The sublingual absorption of a series of barbiturates. 
Demarco TJ. Pharmacol Ther Dent 1:197-200, Jun 71 


BARIUM SULFATE 


A radiopaque internal prosthetic ge resin. De 
Rezende JR. Oral Surg 36:599-602, Oct 73 


DIAGNOSTIC USE 
Some aspects on the analysis of pulpal vasculature 
using perfusion with Mixobar and photogrammetric 
evaluation. An experimental study in dogs. Strémberg 
T, et al. Sven Tandlak Tidskr 66:157-62, Mar 73 
BARLOW’S DISEASE see under SCURVY (C13) 
BARNACLES 


dental cemen Despain 
Dent Res 674-9, Jul-Aug 73 
BASILAR BONE see under OCCIPITAL BONE (A2) 
BATTERED CHILD SYNDROME see under CHILD 
ABUSE (I) 
BAYES THEOREM see under PROBABILITY (H) 
BCG VACCINATION 


crevice. 
H, et al. Arch Oral Biol 17:1395-402, Oct 72 

BEAUTY see under ESTHETICS (F1, K) 

BECHTEREW’S DISEASE see SPONDYLITIS, 
ANKYLOSING (C3) 

BEDDING AND LINENS 


[Aids in daily practice. Towels for patient 
protection] Gier! B. ar May 73 (Ger) 


BEDS 


Overcoming the disadvantages of a halo. Webster MH. 
Br 3 Oral Surg 10:372, Mar 73 


BEDSORES see DECUBITUS ULCER (C12) 


BEGG TECHNIC see under ORTHODONTICS, 
CORRECTIVE (E6) 
BEHAVIOR 


CNS: afferent mechanisms with emphasis on 
physioiogical and behavioral correlations. Hyvarinen 
i Annu _Rev Physiol 35:243-72, 1973 (140 ref.) 
Ant variables of N20-02 
administration. I. Behavioral ag of the patient. 
Carnow R. J Natl Analg Soc 2:75-85, Jul-Aug 73 


BEHAVIOR, ANIMAL 


Experimental study on abnormal habits and 
malocclusion--disappearance of finger habits. Kawata 
T, et al. J Osaka Univ Dent Sch 12:81-9, Sep 72 


BEHAVIOR THERAPY 


Behavior modification techniques and maternal 

anxiety. Johnson R, et al. 

J Dent Child 40:272-6, Jul-Aug 73 

Behavior modification in dentistry. Colquhoun JS. 
NZ Soc Periodontol Bull 2-9, Feb 73 

Dummy- and finger-sucking habits with special 
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occlusion. 3. Weaning. Larsson E. 

Sven Tandiak Tidskr 65:1-5, Jan 72 


BEHCET’S SYNDROME 


— syndrome. Held BL, et al. 

Obstet Gynecol 15:1017-22, Dec 72 
The Behcet’s syndrome--a case report. Ang PL. 
J Singapore Paediatr Soc 14:118-24, Oct 72 
Office gynecology. Weed JC. 
Postgrad Med 52:123-8, Oct 72 
[Case presentations) Matheis H, et al. 
Dermatologica 145:121-32, 1972 (Ger) 
Adamantiades--Beh cet syndrome (report of 4 cases) ]} 
Laskares G, et al. 
Odontiatrike 5:268-78, Jul-Aug 72 (Eng. Abstr.) (Gre) 
[Studies on the constitution and past history of 
Patients with Behcet’s disease] Aoki K, et al. 
Acta Soc Ophthalmol Jap 76:1608-12, Dec 72 (Eng. 
Abstr.) (Jap) 
[Statistical survey of Behcet’s disease in Japan. II. The 
results of inquiries about the social life of victims) 
Inoue J, et al. 
Acta Soc Ophthalmol Jap 76:619-32, Aug 72 (Eng. 
Abstr.) (Jap) 
[Studies on blood type in Behcet’s Disease] Ono §, et al. 
Acta Soc Ophthalmol Jap 76:458-62, Jul 72 (Eng. 


Abstr.) (Jap) 
(Case of Behcet’s disease] Fokicheva RA, et al. 
Oftalmol Zh 27:314-5, 1972 (Rus) 


[Case of Behcet’s syndrome] Lazovi¢é O, et al. 
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studies on radiolodinated IgG and albumin. 
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Macmaset dup 26:190-204, Ape 72 (Eng. Abstr.) 
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[Studies on fibrinolytic activity in omg oy disease. II. 

Fibrin degradation product] Saito 
Acta Soc Ophthalmol Jap 77:693-8, 73 (Eng. 
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Neuro-Behcet’s syndrome in the United Arab Republic. 
Fadli ME, et al. Eur Neurol 9:76-89, 1973 

(Immunoglobulin in the cerebrospinal fluid) Takase S, 
et al. Jap J Clin Med 31:1005-24, May 73 (196 ref.) (Jap) 


COMPLICATIONS 
Occlusion of the great veins in the Behcet 


superior vena caval occlusion. Chajek T, et al. 
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Behcet’s syndrome and venous thrombosis. Tibbut DA, 
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Behcet’s syndrome. Held BL, et al. 
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Neuro-Behcet’s syndrome in the United Arab Republic. 
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Histopathological and electron microscopic studies of 
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lesions. Davies JD. J Pathol 109:351-6, Apr 73 
Beh,cet’s syndrome. JAMA 224:Supp! 5:756-7, 30 Apr 73 
Thymic hyperplasia in Behcet’s syndrome. 
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Rectal and colonic ulceration in Behcet’s disease. 
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A report of seven cases. Kansu E, et al. 
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disease] Fréscher W, 
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complications of the Behcet’s disease: an 
ical-clinical case] Ederli A, et al. 

Riv — 42:97-118, Mar-Apr 72 (Eng. Abstr.) (Ita) 

(Studies on the constitution and past history of 
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of orbit causing blindness in the left eye. 
Savundranayagam A. Aust Dent J 17:418-20, Dec 72 


BLOOD CHEMICAL ANALYSIS 


The significance of serum studies —. D’Eramo 
EM. J Oral Surg 31:795-802, Oct 73 


BLOOD CIRCULATION 


see also related 
PLETHYSMOGRAPHY (E1) 


[Therapeutic action and tissue reactions] Decelle MV. 
Promot Dent 33-45 passimc, 1972 (Fre) 

(Artificial heart and circulatory autoregulation] 

Kamiya A, et al. 

Rep Inst Med Dent Eng (Tokyo) 6:1-7, 1972 (Jap) 


The physiology of respiration and circulation. Effects 
of adding N20-02 to these systems. Tekavec MM. 
3 Natl Analg Soc 2:49-62, Apr-Jun 73 


BLOOD COAGULATION 


see also related 
ANTICOAGULANTS (D7) 
HEMOSTATICS (D7) 


Non-sutured nerve transplantation. (A 1 on 
animal experiments). Matras H, et 

3 Maxillofac Surg 1:37-40, Mar 73 
(The effect of saliva on blood clotting and blood clot 
lysis} Pawilowska H. 

Czas Stomatol 26:221-6, Mar 73 (Eng. aoe) (Pol) 
{Saliva blood coagulation] Rioboo Garcia 

An Esp Odontoestomatol 32:263-336, Jul-Aug 3 (Spa) 


DRUG EFFECTS 
Activation of the fibrinolytic and natural anticoagulant 
system in rats by injection of thrombin. Lucas ON, et 
al. Pharmacol Ther Dent 1:233-40, Jun 71 
BLOOD COAGULATION DISORDERS 


therapy of in dental practice] Osten 
. Zahnaerzt! Prax 24:294 passim, 1 Jun 73 (Ger) 
CHEMICALLY INDUCED 
[Blood coagulation disorders of a toxic (alcoholism, 
drugs, poisoning) or iatrogenic (anticoagulants) 
nature] Minssart F. 
Rev Belge Med Dent 27:185-94, Mar 72 (Fre) 


DRUG THERAPY 


{The therapeutic management of hemorrhagic 

diathesis in dentistry] Pantazapoulos P, et al. 
Stomatologia (Athenai) 29:415-24, Nov-Dec 72 (Eng. 
Abstr.) (Gre) 
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BLOOD COAGULATION FACTORS 
{The role of hemocoagulating and fibrinolytic 
components of saliva in the oral mucosa immunity] 
Belikov PP. 

Stomatologiia (Mosk) 52:88-90, May-Jun 73 (Rus) 


BLOOD COAGULATION TESTS 


How to test for bleeding time. Krutchoff DJ, et al. 

Dent Assist 42:13-6, Jun 73 

Dental “bleeding time”. Murphy E, et al. 

3 Ir Dent Assoc 19:103-7, May-Jun 73 

(Conduct and general norms for the prevention of 

hemorrhage in surgical patients] S4 ML de. 

Rev Bras Odontol 29:327-30, Nov-Dec 72 (Eng. 


BLOOD DISEASES see HEMATOLOGIC DISEASES 
(C9) 
BLOOD FLOW VELOCITY 


Influence of sympathetic nerve stimulation on flow 
velocity in pulpal vessels. Scott D Jr, et al. 
Acta Odontol Scand 30:277-87, May 72 


BLOOD GROUPS 


{The relationship between blood groups and 
Periodontal diseases} Kucukucerler B. 
Dishekim Derg 3:235-9, Apr 72 (Eng. Abstr.) (Tur) 


BLOOD PRESSURE 


Effects of body position, blood pressure and sleep on 
human parotid gland function. Shannon RL, et al. 
Ann Dent 31:81-6, Winter 72 

[A study on the blood pressure and heart rate of the 
dentist in clinical environment] Sato M. 

J Dent Health (Tokyo) 22:245-63, Jun 72 (Eng. Abstr.) 
(Jap) 


Systemic effects of racemic epinephrine when applied 


to the bone cavity during periapical surgery. Besner 
E. Va Dent J 49:9-12, Oct 72 


BLOOD PRESSURE DETERMINATION 


(Method for —_ of dental pulp blood pressure] 

Poulard J, et 

Ann ~e (Lyon) 29:43-65, Mar-Apr 72 
(Fre) 


BLOOD PRESSURE, HIGH see HYPERTENSION 
(C8) 
BLOOD PROTEINS 
ANALYSIS 


(The content of cations and of total blood proteins of 
Patients with tumors of the maxillofacial region) 
Ermolaev II, et al. 


Stomatologiia (Mosk) 52:24-6, Mar-Apr 73 es 
Abstr.) 


BLOOD TRANSFUSION 


[Direct blood transfusion in case of hemorrhage after 
— extraction in patients with hemophiliaj Ruzin 
GP, et al. 


Stomatologiia (Mosk) 52:81, May-Jun 73 (Rus) 
ADVERSE EFFECTS 

[An experience of blood exchange transfusion in the 
treatment of hepatic coma due to serum hepatitis 
after the operation for oral carcinoma] Iizuka T, et al. 
Bull Stomatol Kyoto Univ 12:34-41, 1972 (Eng. Abstr.) 

(Jap) 

BLOOD TRANSFUSION, 
AUTOLOGOUS 

Autotransfusion of frozen red blood ceils in elective 
oral surgery. Howarth HC, et al. 


J Oral Surg 31:40-3, Jan 73 
in stomatological practice] 


Stomatologiia (Mosk) 51:72-3, Nov-Dec 72 (Rus) 
BLOOD VESSELS 


see also related 
ANGIOGRAPHY (E1) 


PATHOLOGY 
The ultrastructure of the blood vessels of the human 
dental pulp following injury. IV. Harris R, et al. 


Aust Dent J 18:88-96, Apr 73 
SURGERY 


(The behavior of the pulp of multiple rooted teeth with 
wide apical foramen following the cutting of the blood 
vessel-nerve fascicle in the region of the apex] 
Waldhart E. Osterr Z Stomatol 70:11-33, Jan 73 (Ger) 


BLOOD VOLUME 


J Oral Surg 31:662, Sep 


BLOOD VOLUME DETERMINATION 


Blood volume changes in the surgical treatment of 
oral-facial deformities: a preliminary report. Kelly JF, 
et al. J Oral Surg 31:90-4, Feb 73 


BODY HEIGHT 


Morphological variations between English —— 
samples. Lavelle CL. J Dent 1:47-52, Oct 

[Analysis of changes in body height and beaeibatinal 
changes in the median sagittal middle face] Ponyi S, et 
al. Fogory Sz 65:337-9, Nov 72 (Hun) 


BODY TEMPERATURE 


see also related 
FEVER (C17) 
THERMOGRAPHY (E1) 


Oral tissue temperature variations. Weisinger E, et al. 
3 NJ Dent Assoc 44:34-5 passim, Winter 73 
(Inflammatory periodontopathies and peripheral 
circulatory disorders--results of temperature 
Schmidt H. 
h Zahnaerztl Z 28: 247-51, Feb 73 (Eng. Abstr.) 
(Ger) 
(Temperature under plastic prostheses] 
D, et al. 
h Zahnaerztl Z 28:411-4, Mar 73 (Eng. —- 
(Ger 


[Stomatologic focal activity studies in relation “4 
changes in the alveolar temperature] Nobel P, et al. 
Fogory Sz 66:233-7, Aug 73 (Hun) 


BODY TYPES see SOMATOTYPES (G1) 
BODY WEIGHT 


The influence of x-radiography and anaesthesia on 
weight gain and skull growth in the rat. Vilmann H. 
Arch Oral Biol 18:141-3, Jan 73 

The rate of weight gain of the Mongolian gerbil. 
(Meriones unguiculatus). Gartner LP, et al. 

J Baltimore Coll Dent Surg 27:66-8, Dec 72 


BOECK’S SARCOID see SARCOIDOSIS (C17) 
BOILS see under FURUNCULOSIS (C1, C12) 


BONDING, DENTAL 


Direct cementation of orthodontic attachments. 
Rensch JA. Am J Orthod 63:156-60, Feb 73 
Adhesives in dentistry--the state of the art. Combe EC. 
“Anglo Contin Dent Soc 10-2, Sep 72 

The restoration of fractured incisors by the acid-etch 
technique. Parkin SF. Apex 7:75-6, Jun 73 

A new and simple palate splitting device. Cohen M, et 
al. J Clin Orthod 7:368-9, Jun 73 

A technique for direct bonding of orthodontic 
attachments. Dietz VS. 

J Clin Orthod 6:681-9 passim, Dec 72 

Direct bonding of plastic brackets. Gianelly a et al. 
J Clin Orthod 7:95-108 passim, Feb 

Current status of bonding GV. 
J Clin Orthod 7:425-34 passim, 73 

Direct attachment of orthodontic m1 to teeth 
using a plycarboxylate cement--a clinical report. 
Mizrahi E. J Dent Assoc S Afr 27:279-84, Jul 72 
Adhesion in dentistry. Retief DH. 

J Dent Assoc S Afr 28:11-24, Jan 73 

Heats of adsorption of ammonia and carbon dioxide on 
tooth components. Loebenstein WV. 

J Dent Res 51:1529-36, Nov-Dec 72 

Effect of conditioning the enamel surface with 
Phosphoric acid. Retief DH. 

3 Dent Res 52:333-41, Mar-Apr 73 

Bonding of resins to phosphoric acid-etched enamel 
surfaces of permanent and deciduous teeth. 
Sheykholesilam Z, et al. 

J Dent Res 51:1572-6, Nov-Dec 72 

The acid etched restoration for fractured anterior 
teeth. Starkey PE, et al. 

J Imdianma State Dent Assoc 52:157-60, Apr 73 
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Current status of bonded attachments. Newman GV. 
3 NJ Dent Assoc 44:36-9 passim, Summer 73 
Bond strength of two types of cement to gold casting 
alloy. Ady AB, et al. J Prosthet Dent 29:217-20, Feb 73 
Porcelain fused to metal: tooth preparation and coping 
design. Hobo §, et al. J Prosthet Dent 30:28-36, Jul 73 
Fixed prosthetics with a natural crown pontic using an 
adhesive composite. Case history. Ibsen RL. 
J South Calif State Dent Assoc 41:100-2, Feb 73 
Resin bonding to acid-etched tooth surfaces. Joos RW. 
North West Dent 52:264-8, Jul-Aug 73 
Prevention of pit and fissure caries. 2. Bonding of resin 
to enamel. Wright FA, et al. NZ Dent J 68:310-3, Oct 72 
Pros and cons of firing technique. Glassl O. 
Quintessence Int 4:53-5, Aug 73 
Solution of prosthetic problems with the Wiron metal 
fused to ceramic method. Kobes L. 
Quintessence Int 4:53-9, Feb 73 
Use of a biocompatible interface for combining tissues 
and prostheses in oral surgery. Hinds EC, et al. 
Trans Congr Int Assoc Oral Surg 4:210-6, 1973 
{Personal experiences with cyanoacrylic adhesive] 
Winckelmann. 
Tidsskr Prakt Tandlaeg 3:45, May 73 (Dan) 
{A retainer arch without a ring] Theuveny F. 
Actual Odontostomatol (Paris) 26:282, 1972 (Fre) 
{1st experimentation with a new alloy for 
ceramometal] Roditti A, et al. 
Chir Dent Fr 43:61-4, 30 May 73 (Fre) 
[Use of loops in the Edgewise method] Caillard P. 
Orthod Fr 42:551-6, 1971 (Fre) 
{Early orthopedic treatment of mesiovestibular 
malpositions of upper cuspids] Dahan J. 
Orthod Fr 42:533-6, 1971 (Fre) 
[Treatment of different types of malocclusion with the 
Edgewise method] Prudon P. 
Orthod Fr 42:545-50, 1971 (Fre) 
(Clinical applications of Broussard’s auxiliary bolt] 
Terk B. Orthod Fr 42:561-5, 1971 (Fre) 
[Effect of the oxidation condition of alloy on the 
quality of porcelain-metal bonding) Caitucoli F, et al. 
Rev Odontostomatol Midi Fr 30:120-9, 1972 (Fre) 
[Silane as bonding agent between dental ceramics and 
plastics and possibilities for their use in 
prosthadontics. II. Experimental studies on the 
adhesive strength of binding between dental 
ceramics} Breustedt A, et al. 
Dtsch Stomatol 22:825-34, Nov 72 (Eng. Abstr.) (Ger) 
(Technological of a casting-on connector] 
Finger W, et 
Dtsch Re Zz 28:41-55, Jan 73 (Eng. Abstr.) 
(Ger) 
[The modification of metal-ceramic constructions with 
reference to dental trephining] Dusey M. 
Schweiz Monatsschr Zahnheilkd 83:346-51, Mar 73 
¢ 
[New aids for the fusing technic] Gmiir O. 
Zahntechnik (Zur) 29:250-1, May-Jun 71 (Ger) 
{Principles for planning and construction of 
bridgework based on the porcelain baked to metal 
technic. Oral rehabilitation (IV)] Weissman H. 
Zahntechnik (Zur) 30:502-17, Nov-Dec 72 (Ger) 
[A removable bridge in the porcelain-fused-to-gold 
technic] Bauer F, et al. ZWR 82:674-7, 10 Jul 73 Ger 
[Porcelain-fuses-to-gold technic] Weissmann 
ZWR 82:703-5 concl, 25 Jul 73 (oer? 
(The porcelain-fused-to-gold technic] Weissmann H. 
ZWR 82:669-73, 10 Jul 73 (Ger) 
[A switch in fixed orthodontic appliances? (A new and 
modern system foresees fixing the attachment and 
the cannula directly to the tooth completely 
eliminating the band)] 
Mondo Odontostomatol 14:956-8, Nov-Dec 72 (Ita) 
{Theory and practice of porcelain fused to metal 
crown] Yamada S, et al. 
J Hiroshima Univ Dent Soc 4:88-98, 1972 (Jap) 
{A direct bonding method with a light wire used as 
bracket with special reference to combination of a 
resin base and metal] Ueno F, et al. 
J Jap Orthod Soc 31:280-8, Jun 72 (Eng. ae 
[Adhesiveness of dental cements to ivory. 
Mechanical properties of several types of ~ pe 
cements} Ida K, et al. 
J Jap Res Soc Dent Mater Appliances 30:41-51, Mar 73 
(Jap) 


{Bonding of repaired amalgam evaluated by tensile 
strength and scanning electron microscopic 
observation] Miyata T. 

J Jap Res Soc Dent Mater Appliances 92-108, Nov 72 
(Eng. Abstr.) (Jap) 

{The problem of ~~. ae welded metals and 
filaments] Mimura K, et 
Inst Med Dent Eng 6:82-6, 1972 

itr.) 

(Crowns and bridges of porcelain fused to gold] 
JP. 

Tanniaegeforen Tid 82:601-8, Dec 72 (Nor) 

[Chrom-nlekel porcelain. Technic) Riesgo O. 

Trib Odontol (B Aires) 57:36 passim, Jan-Mar 73 (Eng. 
Abstr.) (Spa) 

(Metal-bound porcelain. important details, 

and case reports) Toreskog S. 


Tandteknikern 42:15-20, Jan 73 (Swe) 


some dental cements, including — 
Polycarboxylate cements. Manning MF. 

Aust Orthod J 3:94-9, Feb 73 
Characteristics of two gold alloys used in fabrication of 
Porcelain-fused-to-metal restorations. Civjan S, et al. 
3 Am Dent Assoc 85:1309-15, Dec 72 
Comparative study of three coating agents and their 
influence on bond strength of porcelain-fused-to-gold 
alloys. Goeller I, et al. 

3 Prosthet Dent 28:504-11, Nov 72 

Preparation design and margin distortion in 
porcelain-fused-to-metal restorations. Shillingburg 
HT Jr, et al. J Prosthet Dent 29:276-84, Mar 73 
Use of some adhesives in orthodontics. Crabb JJ, et al. 
Trans Br Soc Study Orthod 57:93-4, 1970-71 
[Stiffness of porcelain a to metal crowns in a 
premolar tooth] Koyama 

Shikwa Gakuho 73:310-32, veo 73 (Eng. Abstr.) (Jap) 


BONE AND BONES 


see also related 
CALCIFICATION, PHYSIOLOGIC (G1) 


Structural strength of the interface between bone and 
nondegradable porous ceramic implants. Selting WJ, 
et al. J Dent Res 52:91-5, Jan-Feb 73 
{Bone flour--prevention of dental caries] 
Tandilakartidningen 64:598-602, 15 Sep 72 (Swe) 


ANALYSIS 


Pregnancy and fluorine in hard tissues. A preliminary 
report. Alvesalo L, et al. 
Acta Odontol Scand 31:71-4, 1973 

The strontium content of bones and teeth of human 
foetuses. Wolf N, et al. Arch Oral Biol 18:233-8, Feb 73 


Lipopolysaccharide-diphosphonate interaction on bone 
in tissue culture. Hausmann E, et al. 
Arch Oral Biol 17:1381-4, Sep 72 
The effect of ascorbic acid on the turnover of collagen 
in bone in tissue culture. Golub LM 
J Periodont Res 8:71-8, 1973 
Bone cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 
[Calcitonin and homeostasis of the bones] Oktay C. 
Dentoral (Istanbul) 4:168-71, Jul-Aug 72 (Eng. Abstr.) 
(Tur) 


ENZYMOLOGY 


Histochemistry of various acid phosphatases in 

developing bones and teeth in hypervitaminosis D in 
. Hammarstrom LE, et al. 

Biol 18:109-15, Jan 73 

(Skeletal alkaline phosphatase. II. Agar-gel 

electrophoresis of skeletal alkaline phosphatase] 

Shiba A. J Jap Stomatol Soc 39:470-88, Sep 72 (Jap) 

(Skeletal alkaline phosphatase. I. The heat inactivation 

of skeletal alkaline phosphatase) Shiba A. 

J Jap Stomatol Soc 39:461-9, Sep 72 (Jap) 


The re-incorporation in calcified tissues of tetracycline 
released following its deposition in the bone of rats. 
Steward DJ. Arch Oral Biol 18:759-64, Jun 73 

Influence of riboflavin on fluoride metabolism in the 
rat. Stookey GK. J Dent Res 52:843, Jul-Aug 73 


PATHOLOGY 


Some morbid skeletal 


changes in ae Miles 
AE. 


Br Dent J 133:309-11, 3 Oct 
RADIOGRAPHY 


objects wi oentgen irradiation) 
Freitag et 
27:700-64, Sep 72 (Eng. 


SURGERY 


AS. Tic 32:7-10 concl, Feb 


TRANSPLANTATION 


grafts in Angle’s Class II 

malocclusions: a preliminary study. Cook HP, et al. 

Br Dent J 133:473-81, 5 Dec 72 

An adjustable clamp for use during plating and grafting 

Procedures in the mandible. Harris AW. 

Br J Oral Surg 10:220-2, Nov 72 
experiments in polymeric 


Current mandibular 
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implants for bone induction. Rappoport M, et al. 

Br J Oral Surg 10:326-33, Mar 73 

Extraction site material utilized as an gy 4 

in periodontal lesions: case report. Moffson AM 

3 Calif Dent Assoc 1:31-3, Jul 73 

Results after midf: i Freihofer HP Jr. 

3 Maxillofac Surg 1:30-6, Mar 73 

Late reconstruction of large maxillary defects after 

tumor-resection. Obwegeser HL. 

3 Maxillofac Surg 1:19-29, Mar 73 

Temporomandibular joint ankylosis: the rationale for 
in the young patient. Kennett S. 

3 Oral Surg 31:744-8, Oct 73 

Stereological studies of vascularization phenomena. 5. 

Stereological studies on the vascular restoration in 

the autotransplanted area of the monkey mandible. 

Takada F. J Osaka Dent Univ 5:163-83, Oct 71 

The value of osseous coagulum as a graft material. 

Freeman E, et al. J Periodont Res 8:229-36, 1973 

New attachment after treatment of interradicular 

lesions. Ellegaard B, et al 

3 Periodontol 44:209-17, Apr 73 

Intraoral transplants of cancellous bone and marrow in 

Periodontal lesions. Hiatt WH, et al. 

J Periodontol 44:194-208, Apr 73 

Gross and histologic evaluation of an autogenous bone 

graft 57 months postoperatively. Nabers CL, et al. 

J Periodontol 43:702-4, Nov 72 

Bone marrow grafting in the oral cavity of mice. Merin 

RL, et al. 

J South Calif State Dent Assoc 41:489-96, Jun 73 

Jaw cysts and the basal-cell naevus syndrome: cyst 

recurrence in a bone graft. Edwards JL. 

NZ Dent J 68:229-37, Jul 72 

Experimental osteogenesis in periapical areas with 

decalcified allogeneic bone matrix. Narang R, et al. 

Oral Surg 35:136-43, Jan 73 

Decalcified allogeneic bone matrix implantation in 

joint spaces of rats. Narang R, et al. 

Oral Surg 35:730-40, May 73 

Demineralization of bone transplants in vivo. Narang R, 

et al. Oral Surg 36:291-304, Aug 73 

Bone allografts. Literature review. Bishop JP. 

Periodont Abstr 21:52-62, Summer 73 

Transplantation of bone treated with ethylenediamine 

into tooth sockets in immediate denture patients. 

Bergstedt H, et al. 

Sven Tandiak Tidskr 66:39-48, Jan 73 

Transoral rib grafting for mandibular alveolar 

atrophy--a progress report. Davis WH, et al. 

Trans Congr Int Assoc Oral Surg 4:206-9, 1973 

Decalcified bone matrix implantation in bone defects. 

Narang R, et al. 

Trans Congr Int Assoc Oral Surg 4:64-7, 1973 

Iliac bone graft for restoration of avulsion defects of 

the mandible. A case report. Wine WM, et al. 

W Va Dent J 47:7 passim, Jan 73 

(Treatment of osteoradionecrosis by bone removal and 

grafting] Dupuis A, et al. 

Rev Stomatol Chir Maxillofac 73:410-20, Jul-Aug 72 

(Eng. Abstr.) ) 

(Long time experiences with the Kiel bone chip used in 

therapy of jaw cysts) Lehnert S, et al. 

Dtsch Zahn Mund Kieferheilkd 59:318-28, Nov 72 (Eng. 

Abstr.) (Ger) 

[Possibilities of use of Kiel bone chips in stomatologic 

Practice w. 


] Domaschk 
Dtsch Zahnaerzti Z 28:605-11, May 73 (Eng. Abstr.) 
Ger) 


[3 cases of bone graft transplantation in the mandible] 
Giannoulopoulos AC. 
Stomatologia (Athenai) 29:427-37, Nov-Dec 72 (Eng. 
Abstr.) (Gre) 
in maxillofacial surgery] Giardino C, 


pty Stomatol (Napoli) 11:151-210, Jul-Sep 70 on. 
Abstr.) 

(Surgical treatment of oronasal fistula resulting a 
ey for cleft palate, using autogenous bone 
graft] F, et al. 
276-85, Nov-Dec 72 (Eng. Abstr.) 

(Ita) 

{The clinico-roentgenographic studies on the 
application of bone grafts in dentistry] Nam IW. 
J Korean Dent Assoc 10:351-7, Jun 72 (Eng. Abstr.) 

(Kor) 

{Anterior nasal spina as a material for autogenous bone 
grafts (preliminary report)] Malinowski J. 

Czas Stomatol 26:881-4, Aug 73 (Eng. Abstr.) (Pol) 

(Host reactions provoked by implants, stored in 10 
formaldehyde, in the mandibles of albino rats] 
RJ. 

Bol Fac Odontol Piracicaba i-32, 1970 (Por) 

(Effects of calcium hydroxide and inorganic bone on 
the dental pulp of albino rats] Crespo Filho AS. 
Dens (Curitiba) 1:104-9, Jul-Dec 72 (Por) 

[A study on the regeneration of periodontal structures 
by using osseous autografts (new forming bone) in 
dogs] Passanezi E, et al. 

Estomatol Cult 5:131-50, Jul-Dec 71 (Eng. es 


yh wounds after anorganic bone 
Marques-Miguel 
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ys el Paul Cir Dent 27:88-93, Mar-Apr 73 (Bag. 
(The biology of lyophilized homograft in the aiahaas 
Spirescu I, et al. 
Stomatologia (Zucur) 19:525-33, Nov-Dec 72 — 
Abstr.) (Rum 
[Histologic aspects of homografts and 
with lyophilized bone in animals] Tran-Van-Truong, et 
al. Stomatologia (Bucur) 19:347-54, Jul-Aug 72 (Rum) 
of defects of the mandible with 
formalinized homotransplants] Bazhanov NN, et al. 
Stomatologiia (Mosk) 51:37-41, Nov-Dec 72 (Eng. 
Abstr.) (Rus) 
[Plastic surgery of postoperative defects of the lower 
jaw by a boiled bone — (experimental 
study)) Kir’lanova MG, et al. 
Stomatologiia (Mosk) 51:80, Nov-Dec 72 (Rus) 
[Roentgenological assessment of reconstruction of the 
articular end of lyophilized jaw transplanted into a 
defect of the lower jaw following its resection with 
exarticulation}] Plotnikov NA, et al. 
Stomatologiia (Mosk) 52:35-6, Jul-Aug 73 (Rus) 
(Osteosynthesis in fractures of the mandible by pins 
made of lyophilized homobone] Plotnikov NA, et al. 
Stomatologiia (Mosk) 51:45-6, May-Jun 72 (Eng. 
Abstr.) (Rus) 
(Bone transplantation in periodontal surgery. Review 
of literature) Bergenholtz A, et al. 
Sven Tandlak Tidskr 65:475-87, Sep 72 (75 ref.) (Swe) 
{Oral bone implantation] Sigurdson A. 
Sven Tandlak Tidskr 65:33-40, Jan 72 (Eng. Abstr.) 


(Swe) 
BONE CEMENTS 


[Studies on polymerization temperatures of the 
Kallocryl-K] Pinkert R. 

Dtsch Stomatol 23:206-12, Mar 73 (Eng. Abstr.) (Ger) 
[Precision adaptation of osteosynthesis plates in the 
mandible with bone cement] Schilli W, et al. 
Dtsch Zahnaerztl Z 28:637-8, May 73 (Ger) 


BONE CONDUCTION 


of atts salen Sale 
expectations] Braun 
Zahnaerztl Prax 19 Jan 73 


BONE CYST 


Traumatic cyst. Report of a case. Lilly GE, et al. 
Oral Surg 35:606-10, May 73 
Aneurysmal bone cyst. Report of a case. Oliver LP. 
Oral Surg 35:67-76, Jan 73 
Recurrences and multiplicity of cysts. Stoelinga PJ. 


(Ger) 


RE, et al. Acta Stomatol Belg 70:45-69, 1973 (Fre) 
(Mandibular hemorrhagic (traumatic) cyst. 3 cases] 
Borello ED, et al. 

Rev Asoc Odontol Argent 60:509-16, Nov 72 (Spa) 


COMPLICATIONS 


,e 


Ned Tijdschr Geneeskd 117:61-7, 13 Jan 73 (Eng. 
Abstr.) (Dut) 


FAMILIAL & GENETIC 


(Hereditary factors in genuine cyst formation and 
Pseudocystic changes in the jaw bone] 
Winiker-Blanck E, et al. 

Dtsch Zahn Mund Kieferheilkd 60:167-77, Mar 73 (Eng. 
Abstr.) (Ger) 


PATHOLOGY 


(Median mandibular cyst (case report)] Kreidler J. 


Large median palatal cyst. Gormley MB. 

Oral Surg 36:606-7, Oct 73 

[A case of cyst in the nasal atrium] Jarzebski J. 
Czas Stomatol 26:395-7, Apr 73 (Eng. Abstr.) (Pol) 


SURGERY 


Marsupialization of large cysts of the maxillas into the 
maxillary sinus and/or nose. A follow-up 
investigation. Egyedi P, et al. 
Trans Congr Int Assoc Oral —_, 4:81-4, 1973 

(Surgical treatment of large jaw cysts by cystectomy 
(Partsch II) with autoh Kempfie B, 
et al. Med Hyg (Geneve) 30:1472-5, 11 Oct 72 (Fre) 

(Long time experiences with the Kiel bone chip used in 

Dtsch Zahn Mund Kieferheilkd 59:318-28, Nov 72 os 
Abetr, ) 
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BONE DEVELOPMENT 


Bone induction: a synopsis of current theories. Stolpa 
JB. Ann Dent 31:78-80, Winter 72 
The value of 2,4-Bis(N,N’-Di(carboxymethyl) 


{Bone induction by teeth] eereot K de. 
Ned Tijdschr Tandheelkd 80:160-3, May 73 (Eng. 
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Effects of dimethyl sulfoxide on developing avian 
bones. Thompson CC. J Dent Res 52:185, Jan-Feb 73 

Preliminary study of inhibitory effects of tetracyclines 
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G, et al. Zahnaerztl Prax 24:63-6, 2 Feb 73 (Ger) 


BONE DISEASES, DEVELOPMENTAL 
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maxillo-facial Yamada N, et al. 
Dentomaxillofac Radiol 2:12-7, 1973 
The oto-palato-digital (OPD) syndrome in females. 
Gorlin RJ, et al. Oral Surg 35:218-24, Feb R.§ 
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Stomatologiia (Sofiia) 54:283-6, Jul-Aug 72 (Bul) 


BONE DYSPLASIAS see under BONE DISEASES, 
DEVELOPMENTAL (C3) 
BONE MARROW 


TRANSPLANTATION 


Use of titanium mesh and autogenous bone marrow in 
the repair of a nonunited mandibular fracture: report 
of case and review of the literature. Gargiulo EA, et al. 
3 Oral Surg 31:371-6, May 73 (5 ref.) 
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lesions. Ellegaard B, et al. 

J Periodontol 44:209-17, Apr 73 
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Periodontal lesions. Hiatt WH, et al. 

3 Periodontol 44:194-208, Apr 73 

The subcutaneous implantation of red marrow with 
roots without nicks. Morris ML. 
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hyperbaric oxygenation. Mainous EG. 
Oral Surg 35:13-20, Jan 73 
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BONE NEOPLASMS 


Malignant mixed tumor of parotid gland with a solitary 
metastasis to the radius. Jacobson ES, et al. 
3 Oral Surg 31:539-42, Jul 73 


BONE REGENERATION 
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Westerholm N, et al. 
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Experiments on the significance of articular function 
asa stimulating chondrogenic factor for the growth of 
secondary cartilages of the rat mandible. Duterloo HS, 
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and decomposition of the alveolar bone] 
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The Process of bone defect following 
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cynomolgos}] Hashimoto T. 
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dogs) Passanezi E, 
Estomatol Cult 5:131.88, 71 (Eng. Abstr.) 


(Por) 
{Healing of fractures) Pereira 
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Spirescu I, et al. 
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laboratory dogs. Foster 
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BONE RESORPTION 


The production of a bone resorbing factor by dental 
cysts in vitro. Harris M, et al. 

Br J Oral Surg 10:334-8, Mar 73 

Bone resorption induced by epithelial and connective 
tissue from human gingiva in vitro. Jacobsen N, et al. 
J Dent Res 51:1682, Nov-Dec 72 

Bone resorption in vitro induced by products of human 
gingival cells in culture. Jacobsen N, et al. 

J Periodont Res 8:171-8, 1973 

Histologic and histometric study of bone resorption 
after tooth movement in rats. Otero RL, et al. 
J Periodont Res 8:327-33, 1973 

Evidence of alveolar bone loss in rats fed an 
atherogenic diet. Plenk H Jr, et al. 

J Periodont Res 8:106-15, 1973 

Bone resorption and prosthodontics. Fenton AH. 
J Prosthet Dent 29:477-83, May 73 (32 ref.) 
The management of gross alveolar resorption. Hobkirk 
JA. 3 Prosthet Dent 29:397-404, Apr 73 
Alveolar bone to 


Phillips RM, 3 
eo. and decomposition of the alveolar bone] 


Inf oes Kieferorthop 4:134-49, May-Jul 72 (Ger) 
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Carranza FA, et al. 
Rev Asoc Odontol Argent 61:53-62, Mar 73 (Spa) 
[Alveolar bone — in cases with complete 


dentures} Tallgren A. 

Odontol Samf Fini Arsb 46-53, 1971 (Swe) 

{The mechanism of the Fraenkel appliance 

investigated by means of bone-microfluorescence] 

Strate FG, et al. 

Ortodoncia 36:212-20 contd, Nov 72 (Eng. Abstr.) 
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{Phosphatases in alveolar bone resorption] Hirai T. 
J Jap Stomatol Soc 39:692-703, Dec 72 (Jap) 


ENZYMOLOGY 


[Phosphatases in alveolar bone resorption] Hirai T. 
J Jap Stomatol Soc 39:692-703, Dec 72 (Jap) 


ETIOLOGY 


Resorption of condyloid process of mandible. An 
unusual manifestation of renal osteodystrophy. 
Sellers A, et al. Arch Intern Med 131:727-8, May 73 

Alveolar bone loss associated with vascular 
North West Dent 51:299-301, Sep-Oct 72 

Observations on the clinical effects of orthoidontics on 
the periodontium. Tejedor S, et al. 

Periodont Abstr 20:93-101, Autumn 72 


: aminomethyl) fluorescein as a bone marking dye. 
}- Sullivan PG. Arch Oral Biol 17:1487-9, Oct 72 
Electrical stimulation of bone growth. Schafer SA. 
: North West Dent 52:203-5, May-Jun 73 
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PATHOLOGY 


Vascular-type resorption of bone in cases of maxillary 
osteodysplasia. Hattyasy DL. 

Acta Morphol Acad Sci Hung 20:139-46, 1972 
[A case of essential lacuna) Kumps J, et al. 
Acta Stomatol Belg 69:317-22, 1972 (Fre) 
{The topography of bone resorption and gingival 
pockets in periodontitis] Schweizer B, et al. 
Schweiz Zahnheilkd 82:1075-89, Oct 72 
(Eng. Abstr.) 


(Ger) 
PREVENTION & CONTROL 


Reduction of residual ridges in the partially edentulous 
Patient. Atwood DA. 
Dent Clin North Am _ 17:747-54, Oct 73 
Magnetic implants in good lower ridges to prevent 
absorption of the mandibular ridges. Coghan AG, et al. 
NY State Dent J 39:235-7, Apr 73 


RADIOGRAPHY 


Diagnosis of marginal bone destruction with 
orthopantomography and intraoral full mouth 
radiography. Gréndahl HG, et al. 

Sven Tidskr 64:439-46, Jul 71 


SURGERY 


Iliac bone graft to bridge a mandibular defect. 
Forty-nine-year clinical and radiological follow-up. 
Ivy RH. 


atrophy--a progress report. Davis WH, et al. 
Trans Congr Int Assoc Oral Surg 4:206-9, 1973 
(Surgical improvement of the alveolar ridge in cases of 
atrophy of the alveolar process} Schwenzer N. 
Acta Odontol Venez 9:213-28, Dec 71 (Eng. > 
(Spa) 
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years 1945-1972] Stawifiski K. 
Czas Stomatol 26:37-40, Jan 73 (Poi) 


BORON 


{The problem of explosively welded metals and 
filaments] Mimura K, et al. 


Rep Inst Med Dent Eng (Tokyo) 6:82-6, 1972 (Eng. 
Abstr.) (Jap) 


BOTANY, MEDICAL see under PLANTS, 
MEDICINAL (B6) 


BOUILLAUD’S DISEASE see RHEUMATIC FEVER 
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BOURNEVILLE’S DISEASE see under TUBEROUS 
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BOXING 


[Development of an individually formed mouth 
protector for boxers) Bollmann F, et al. 


Carrizo San. 
Rev Esp Estomatol 20:365-70, Sep-Oct 72 (Spa) 
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the disadvantages of a halo. Webster MH. 
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[Orofacial abnormalities in the treatment of scoliosis 


The effects of catech: acetylcholine 
gingival circulation in dogs. Ito H, et al. 
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BRAIN 


In vivo cerebral implantation of the anterior and 
Posterior halves of the spheno-occipital 
synchondrosis in rats. Dorenbos J. 

Arch Oral Biol 17:1067-72, Jul 72 


ANATOMY & HISTOLOGY 
The neurocranial basis for facial form and pattern. 
Enlow DH, et al. Angle Orthod 43:256-70, Jul 73 
METABOLISM 
The effect of nicotinamide on the cholesterol 


biosynthesis by cell-free rat brain extract. Asakawa A, 
et al. J Nihon Univ Sch Dent 14:141-2, Dec 72 


BRAIN ABSCESS 
ETIOLOGY 
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extraction] Balogh G, et 
Rev Stomatol Chir Maxillofac 73:205-9, Apr-May 72 
(Eng. Abstr.) (Fre) 
[Abscess of the brain as a complication of phlegmon of 


odontogenic etiology] Karandashov VI, et al. 
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BRAIN DAMAGE, CHRONIC 


DRUG THERAPY 


Novel treatment procedures used at an urban 
treatment center for low-income children with brain 


dysfunction. Krippner S, et al. 
3 Am Soc Psychosom Dent Med 19:119-27, 1972 
BRAIN DISEASES 

THERAPY 


Medical conditions affecting dental treatment 
planning. Sutherland KJ. Aust Dent J 17:169-77, Jun 72 


BRAIN STEM 
PHYSIOLOGY 


Periodontal and facial influences on the laryngeal input 
to the brain stem of the cat. Sessile BJ, et al. 
Arch Oral Biol 17:1583-95, Nov 72 

(Mechanism of the brain stem involved in bilaterally 
symmetrical mandibular movements] Nakamura Y. 
J Jap Stomatol Soc 39:235, Jun 72 (Jap) 


BRANCHIAL CYST see under BRANCHIOMA (C2) 


BRANCHIAL REGION 
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splanchnocranial points in children. Their sexual 
difference] Salmon JP. 

Rev Stomatoodontol Nord Fr 27:9-18, Jan-Mar 72 (Fre) 


BRANCHIOMA 


Lymphoepithelial (branchial) cyst of parotid gland. 
Weitzner S. Oral Surg 35:85-8, Jan 73 
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of the parapharynx--syndrome of the ist and 2d 
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a case. Sisson GA, et al. 
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and lateral cysts and fistulae of the neck] Aminev AM, 
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BREAST FEEDING 


sucking habits related to feeding methods in 


BREAST NEOPLASMS 


Metastatic carcinoma of the jaws. Cherrick HM, et al. 
3 Am Dent Assoc 87:180-1, Jul 73 


BREVITAL see under METHOHEXITAL (D6) 
BRIDGEWORK see DENTURE, PARTIAL (E6) 
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THERAPEUTIC USE 
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Minerva Stomatol 21:120-6, May-Jun 72 (Eng. = 


BRONCHI 


{Foreign body in the bronchus] Jensen KK, et al. 
Tandlaegebladet 77:181-3, Feb 73 (Dan) 
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ETIOLOGY 


{Severe pulmonary complications resulting from 
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BRONCHIAL NEOPLASMS 
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bronchial epithelioma] Albahary A, et al. 
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Mediterranean fever: dental extractions. Seidner S. 
Probe (Lond) 14:180, Oct 72 


BRUXISM 


A patient requiring a crown and bridgework 
reconstruction. Seymour Ss. 
Facts about dental bruxism. Nadler SC. 
NY J Dent 43:153, May 73 
Depression of the H-refiex during tooth grinding in 
sleep. Sato T, et al. Physiol Behav 9:893-4, Nov-Dec 72 
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[Study and treatment of dysfunctions of the 
masticatory apparatus] Rozencweig D. 
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(Diagnosis and therapy of ] Ring AL. 
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COMPLICATIONS 


Facial pain and internal pressure of masseter muscle in 
experimental bruxism in man. Christensen LV. 
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mastication] Geering AH. 
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Dtsch Zahnaerzti Z 28:765-9, 1973 (Eng. Abstr.) (Ger) 


for recording of bruxism during sleep. Gentz 
R. Svem Tandiak Tidskr 65:327-42, Jun 72 
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Occlusal interferences in children with bruxism. 
Lindqvist B. Odontol Revy 24:141-8, 1973 

A factor analytic study of psychosocial 
bruxism. uora M. 

Suom Hammasiaak Toim 68:184-99, 1972 
A psychosomatic study of bruxism with emphasis on 
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THERAPY 


Controlling bruxism through automated aversive 
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Behav Res Ther 11:327-9, Aug 73 
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therapy. Ayer WA, et al. 

3 Periodentol 44:569-71, Sep 73 
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BUFFERS 


{A paradoxical effect of various sulfonamides on 
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{ The use of marcain in trigeminal neuralgia and related 
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BURKITT’S LYMPHOMA 


Burkitt’s lymphoma. A case in Ireland. Stewart DJ, et 
al. Br Dent J 133:255-7, Sep 72 
Immunoglobulin and gl hat 
dehydrogenase as markers of cellular origin in Burkitt 
lymphoma. Fialkow PJ, et al. 
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3 Oral Surg 31:532-4, 73 
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Intensive chemotherapy in patients with generalized 
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Cammoun M, et al. 
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PATHOLOGY 
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exacerbation. Fialkow PJ, et 
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BURNING MOUTH SYNDROME 


Atypical gingivostomatitis. Nineteen cases. Saad HO, 
et al. Arch Dermatol 107:872-8, Jun 

Burning tongue caused by emotion. 

3 DC Dent Soc 47:21, Dec 72 

Contact stomatitis associated with a dentifrice. Report 
of four cases. Shanley DB, et al. 
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BURNS 


Facial burns. Pennisi VR, et al. 
Med Trial Tech Q 361-7, 1972 
Burns of the head and neck. Boswick JA Jr. 
Surg Clin North Am 53:97-104, Feb 73 


SURGERY 


The zigzag pectoro-subaxillary flap. Penn J, et al. 

Plast Reconstr Surg 51:27-30, Jan 73 

(Tasks and methods of reconstructive surgery 
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Langenbecks Arch Chir 329:910-7, Dec 71 (Eng. Abstr.) 
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THERAPY 
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Corrosive injury to oro-pharynx and esophagus. 
Eighty-five consecutive cases. Feldman M, et al. 
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(experience with 58 patients)] Katanlinic A, et al. 
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Purification and partial characterization of 
hypocalcemic factor from human saliva. Bonilla CA, et 
al. Prep Biochem 2:305-28, 1972 

[A comparison of the mode of action between 
calcitonin-like factor _— from salivary gland and 
calcitonin] Seyama al. 

J Pharm Soc Jap 92: cise, Sul 72 (Eng. Abstr.) (Jap) 


Calcium in salivary glands of the rat after duct ligation. 
Perec CJ, et al. Acta Physiol Lat Am 22:241-5, 1972 

Calcium and phosphorus contents of dentai plaques and 
microhardness changes of sample enamel in the 
human mouth. Zuniga MA, et al. 
Ala J Med Sci 10:3-10, Jan 73 

Kinetic reactions of calcium, phosphate, and fluoride 
ions at the enamel surface-solution interface. Feagin 
FF, et al. Calcif Tissue Res 10:113-27, 1972 


A comparative study of demineralization of enamel 
evaluated by means of 32 P uptake and calcium 
release. Moérch T, et al. Scand J Dent Res 81:27-34, 1973 


BRUXISM 
OCCURRENCE 

| — 
— 
* Calcium and gastrointestinal secretion. Case RM. 
= || Digestion 8:269-88, 1973 (102 ref.) 


INDEX DENTAL LITERATURE 


Some current concepts on mineralization. Heyden G, et 
al. Sven Tandlak Tidskr 64:289-92, May 71 

:[In vitro and clinical studies of the effects of fluoride 
iontophoresis on acid resistance of enamel surface] 
Kobayashi H. 
Shikwa Gakuho 72:1-22, Dec 72 (Eng. Abstr.) (Jap) 

(State of calcium metabolism in rat calcified tissues 
during prolonged hypodynamia and — of 
thyrocalcitonin] Volozhin AI, et 
Kosm Biol Med 6:10-5, May-Jun 72 Rng Abstr.) (Rus) 


PHARMACODYNAMICS 


Effects of alterations in calcium concentrations on 
secretion and protein synthesis in cat submandibular 
salivary gland. Gautvik KM, et al. 

Acta Physiol Scand 85:418-27, Jul 72 

Effective fluoride concentrations to promote apatite 
mineralization at the enamel surface. Feagin FF, et al. 
Ala J Med Sci 10:107-14, Jan 73 

Calcium and energy requirements for K + release 
mediated by the epinephrine -receptor in rat parotid 
slices. Selinger Z, et al. 

J Biol Chem 248:369-72, 10 Jan 73 


PHYSIOLOGY 


The role of cyclic AMP and calcium in cell activation. 
Rasmussen H, et al. 
CRC Crit Rev Biochem 1:95-148, Feb 72 (312 ref.) 


SECRETION 


Circadian variations in calcium and phosphate 
secretion from human parotid and submandibular 
salivary glands. Ferguson DB, et al. 

Caries Res 7:19-29, 1973 


CALCIUM CHLORIDE 
PHARMACODYNAMICS 


ee cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 


CALCIUM, DIETARY 
PHARMACODYNAMICS 


{Dietary calcium deficiency and marginal periodontitis 
in dogs) Gréndahl HG, et al. 
Tandlakartidningen 65:124-30, 1 Feb 73 


CALCIUM HYDROXIDE 


A clinical pulp cap study. Andrews JT, et al. 

Arkansas Dent J 43:11-4, Sep 72 

{Pulp protectors--concepts and current status] 

Gabrielli F, et al. 

Rev Bras Odontol 29:267-74, Sep-Oct 72 (Eng. Abstr.) 
(Por) 


(Swe) 


ADVERSE EFFECTS 


Scanning electron microscopy of calcium hydroxide 
induced bridges. Ulmansky M, et al. 
3d Oral Pathol 1:244-8, 1972 


PHARMACODYNAMICS 


The effect of a calcium hydroxide-water paste on 
micro-organisms in carious dentine. Fisher FJ. 
Br Dent J 133:19-21, 4 Jul 72 

Dental pulp reaction to various capping, lining and 
filling materials. Sela J, et al. 

Isr J Dent Med 21:109-13, Oct 72 

Evaluation of healing following experimental 
pulpotomy of intact human teeth and capping with 
calcium hydroxide. Schréder U. 

Odontol Revy 23:329-40, 1972 

Reaction of the rat molar pulp to direct with 
the separate components of Hydrex. Sela J, et al. 
Oral Surg 35:118-22, Jan 73 

Dycal therapy for pulp exposures. Stanley HR, et al. 
Oral Surg 34:818-27, Nov 72 

[Biological activity of oxytetracycline in a mixture with 
Ca(OH) 2 in experiments in the pulp of bovine tooth] 
Heroldové L, et al. 

Cesk Stomatol 73: 155-63, 1973 (Eng. Abstr.) (Cze) 


[Role of acid rides in the healing of the 
human dental pulp after the application of calcium 
hydroxide} Fonseca M, 


et al. 
Bull Group Int Rech Sci Stomatol 15:185-91, Apr 72 
(Eng. Abstr.) (Fre) 
(Histological study of capping experimentally exposed 
pulp with Calxyl in dog teeth] Stasinopoulos E, et al. 
Odontiatrike 5:332-6, Sep-Oct 72 (Eng. Abstr.) (Gre) 
(Clinico-pathological study of direct pulp capping and 
immediate root canal after vital pulp 
extirpation with N2 and “Calvital”}] Asano S. 
Shikwa Gakuho 73:989-1043, Jun 73 (Eng. ae 
jap 
[Response of the pulp stump and periapical tissues to 
some pastes used in filling the root canal] Holland R, 


et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 8:189-97, 
Jul-Dec 71 (Eng. Abstr.) (Por) 


(Effects of calcium hydroxide and inorganic bone on 
the dental pulp of albino rats) Crespo Filho AS. 
Dens (Curitiba) 1:104-9, Jul-Dec 72 (Por) 

(Morphologic study of the behavior of dental pulp after 
pulpotomy and protection with magnesium oxide and 
clacium hydroxide] Souza V de, et al. 

Incisivo 1:18-21, Jun 72 (Por) 

(Pulp capping with calcium hydroxide or zinc oxide 
eugenol paste. Comparative histological study in 
dogs] Mello W de, et al. 

Rev Fac Odontol Aracatuba 1:33-44, 1972 (Eng. “ae 
‘or) 


THERAPEUTIC USE 


Pulp care. Clyde J 

Edinb Dent Hosp = 12:15-9, Summer 72 
The desensitizing effect of calcium hydroxide and 
magnesium hydroxide on hypersensitive dentin. 
Levin MP, et al. Oral Surg 35:741-6, May 73 
{The prognosis of pulp capping and coronal vital 
pulpotomy in complicated coronal fracture of young 
Permanent incisors. A preliminary report] Ravn JJ. 
Tandilaegebladet 77:31-8, Jan 73 (Eng. Abstr.) (Dan) 
[Preservation of tooth vitality] Caudmont M. 
Ann Odontostomatol (Lyon) 29:197-204, Sep-Oct 72 


(Fre) 
[Protection of the pulp against damage caused by 
filling materials) Ritze H. 
Dtsch Zahnaerztl Z 28:465-70, Mar 73 (Eng. — 


(Ge: 
[Pulp treatment with metal foil and Ca(OH)2] Molnar 
F. Fogorv Sz 66:176-8, Jun 73 (Hi 
[Ocalexic therapy. Six years later] Melica _ 
Dent Cadmos 40:1329-50, Sep 72 (Ita) 
[Indirect pulp capping of young molars] Pinto AC, et al. 
Rev Assoc Paul Cir Dent 27:69-75, Mar-Apr 73 (Eng. 
Abstr.) (Por) 
(Treatment of pulpitis with antibiotics in combination 
with glucorticoids and calcium hydroxide] Leibur EE. 
Stomatologiia (Mosk) 51:28-31, Nov-Dec 72 (Eng. 
Abstr.) (Rus) 
{Experience in the use of calmecine for the treatment 
of caries and pulpitis in children} Makimova OP. 
Stomatologiia (Mosk) 51:80, May-Jun 72 (Eng. Abstr.) 
(Rus) 
(Calcium hydroxide treatment of <i Afanas’ev 
GI. Voen Med Zh 9:41-3, (Rus) 
(Ocalexic therapy] Damiani D, = al. 
Rev Agrup Odontol Cap Fed (B Aires) 20:1282-6, 1972 
(Spa) 
[Ocalexic therapy for root canals] Asulay S. 
Rev Cire Argent Odontol 35:45-9, Oct 72 (Spa) 


CALCIUM ISOTOPES 
METABOLISM 


(Experimental radioisotopic study of lacquer used to 
cover the teeth) Prozhonchukov AA, et al. 

Stomatologiia (Mosk) 52:9-11, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


CALCIUM METABOLISM DISORDERS 


maxillo-facial fin . Yamada N, et 
Dentomaxillofac Radiol 2:12-7, 1973 

Demineralization of bone transplants in vivo. Narang R, 
et al. Oral Surg 36:291-304, Aug 73 

as of enamel of the temporary teeth] 
Eber M, et 
Cesk Stomatol 1 79:148-81, 1973 (Eng. Abstr.) (Cze) 


COMPLICATIONS 
[Dietary calcium deficiency and - oe Periodontitis 
in dogs) Gréndahl HG, et 
Tandiakartidningen 65: 124-30, Feb 73 


PREVENTION & CONTROL 


(Swe) 


A protective coating for combating decalcification in 
orthodontic practice. Lee HL, et al. 
3 Clin Orthod 7:249-56, Apr 73 


CALCIUM PHOSPHATES 


Determination of ionic (plus ionizable) fluoride in 
biological fluids. Procedure based on adsorption of 
fluoride ion on calcium phosphate. Venkateswarlu P, 
et al. Amal Biochem 42:350-9, Aug 71 

Effect of fluoride and other trace elements on calcium 
phosphate precipitates. Matthews RW, et al. 
Caries Res 7:63-9, 1973 

(Density of mineralization in hard tissues containing 
protein-polysaccharides or collagen as main 
constituents of the matrix. Electron microscopy and 
electron-ray microanalysis of dentin and 
osteopetrotic bones} Héhling HJ, et al. 


CANDIDA ALBICANS 


Z Zellforsch Mikrosk Amat 134:283-96, 1972 (Eng. 
Abstr.) (Ger) 


ANALYSIS 


Elemenial particles in bone and dentine. Boyde A, et al. 
Calcif Tissue Res 10:256, 1972 
X-ray diffraction examination of calcium phosphate in 
dental plaque. Kaufman HW, et al. 
Calcif Tissue Res 11:97-104, 19 Feb 73 
The problems of the composition and structure of the 
mineral components of the hard tissues. Elliott JC. 
Clin Orthop 93:313-45, Jun 73 (185 ref.) 
{Microanalytical studies on pathological anorganic 
deposits in the human dental pulp (electron ray 
Vahl J, et al. 

h Zahnaerztl Z Z 28:312-6, Feb 73 (Eng. Abstr.) 

(Ger) 

[Precipitation of salivary calcium phosphate] 
Takahashi T. 


Odontology (Tokyo) 60:748-59, Feb 73 (Jap) 
(Thermaltransition of calcium phosphates and 

observation by a scanning electron-microscope] Aoki 

H, et al. 

Rep Inst Med Dent Eng (Tokyo) 6:50-61, 1972 (Eng. 

Abstr.) (Jap) 


Reactions of fluoride and carbonate ions during 
dissolution and mineralization of partially recalcified 
dentin. DeSteno CV, et al. Ala J Med Sci 10:60-6, Jan 73 

Density and x-ray diffraction studies of enamel surface 
reactions. Gonzalez M, et al. 

Ala J Med Sci 10:83-8, Jan 73 

The effects of 0.05 to 5.0 mM NaF on calcium phosphate 
mineral accretion and subsequent acid dissolution at 
enamel surfaces. Thomas JP, et al. 

Ala J Med Sci 10:52-9, Jan 73 


PHARMACODYNAMICS 


Trimetaphosphate and fluoride actions on 

mineralization at the enamel-solution interface. 
Gonzalez M, et al. J Dent Res 52:261-6, Mar-Apr 73 
Reactions of enamel surfaces and neutral calcium 
Phosphate solutions after combinations of topical 


APF and SnF 2 . Jeansonne BG, et al 
3 Dent Res 52:348-51, Mar-Apr 73 
CALCULI 

RADIOGRAPHY 


Rhinolith. Boylan PA. Oral Surg 36:290, Aug 73 
CANCER see NEOPLASMS (C2) 
CANDIDA 

DRUG EFFECTS 


Chlorhexidine as an inhibitor of pure bacterial and 
fungal cultures and dental plaque micro-organisms in 
sterilized saliva. Hesselgren SG, et al. 

Sven Tandlak Tidskr 65:155-60, Mar 72 

In vitro experiments with chlorhexidine on pure 
bacterial and fungal cultures from the mouth. 
Hesselgren SG, et al. 
Sven 64:801-6, Nov 71 

ISOLATION & PURIFICATION 


Natural history of Candida species and yeasts in the 
oral cavities of infants. Russell C, et al. 
Arch Oral Biol 18:957-62, Aug 73 


CANDIDA ALBICANS 


The effects of oral inoculation of the yeast and mycelial 
phases of Candida albicans in rats fed on normal and 
carbohydrate rich diets. Russell C, et al. 
Arch Oral Biol 18:409-12, Mar 73 

Candida albicans and acrylic resin. Levin AC. 
J Dent Assoc S Afr 28:216-20, Apr 73 


DRUG EFFECTS 
Dodecyldiaminoethyl glycine as an inhibitor of 
bacteria, fungi and dental plauqes. Hesselgren SG, et 
al. Svem Tanmdilak Tidskr 66:181-94, Mar 73 
ISOLATION & PURIFICATION 
The incidence of Candida albicans in the plaques of 
teeth of children. Hodson JJ, et al. 
Dent Pract Dent Rec 22:296-301, Apr 72 
PATHOGENICITY 


Experimental oral candidiasis in weanling rats. Jones 
JH, et al. J Demt Res 52:182, Jan-Feb 73 


iia 


CANDY 


CANDY 
ANALYSIS 


High sucrose snacks: are they doubly 


dangerous? 
Shannon IL, et al. 


Tex Dent J 91:8-10, Aug 73 
CANINE TOOTH see CUSPID (A3) 
CANKER SORE see under STOMATITIS, 
APHTHOUS (C1, C4) 
CANNABIS 
ADVERSE EFFECTS 


(Leukoedema in ew smokers. (Cannabis 
sativa)] Ebling H, et 
Rev Bras Odontol 29:184-6, _—— 72 (Eng. Abstr.) 


(Por) 
CAPILLARIES 


Ultrastructure of capillaries in the odontoblastic layer. 
Corpron RE, et al. J Dent Res 52:393, Mar-Apr 73 
Stereological studies of vascularization phenomena. 5. 
Stereological studies on the vascular restoration in 
the autotransplanted area of the monkey mandible. 
Takada F. J Osaka Dent Univ 5:163-83, Oct 71 
[Therapeutic action and tissue reactions] Decelle MV. 
Promot Dent 33-45 passimc, 1972 (Fre) 
{Re-evaluation of capillary microscope as a means of 
diagnosis} Okamura H. 
Odontology (Tokyo) 61:35-53, Apr 73 (Jap) 


PATHOLOGY 


The ultrastructure of the blood vessels of the human 
dental pulp following injury. I. Griffin CJ, et al. 
Aust Dent J 17:303-8, Aug 72 

The ultrastructure of the blood vessels of the human 
dental pulp following injury. II. Harris R, et al. 
Aust Dent J 17:355-62, Oct 72 


CAPILLARY PERMEABILITY 


A study of the permeability of gingiva using 
intravenous colloidal thorium dioxide. Gavin JB. 
NZ Dent J 68:201-8, Jul 72 

[Perfusion technique for the demonstration of the 
micro-circulation of the periodontal tissues] Janson 
WA 


Estomatol Cult 5:119-30, Jul-Dec 71 (Eng. Abstr.) 
(Por) 


Vascular leakage resulting from topical application of 
endotoxin to the gingiva of the beagle dog. Ranney 
RR, et al. Arch Oral Biol 18:963-70, Aug 73 

The effects of histamine on the permeability of gingiva. 
Gavin JB. NZ Dent J 68:291-9, Oct 72 


CAPROCID see AMINOCAPROIC ACID (D7, D10) 
CARBAMAZEPINE 
THERAPEUTIC USE 
Clinical trial of carbamazepine in the management of 
trigeminal and glossopharyngeal neuralgia. Kaul AK, 
et al. J Indian Dent Assoc 45:8-13, Jan 73 
CARBAZOCHROME SALICYCLATE see under 
HEMOSTATICS (D7) 
CARBOCAINE see MEPIVACAINE (D6) 
CARBOHYDRATES 


Sugar, sugar substitutes and noncaloric sweetening 
agents. Newbrun E. Int Dent J 23:328-45, Jun 73 


ADVERSE EFFECTS 
[Caries incidence in the sugar processing industry] 
Bairakov V. 


Stomatologiia (Sofiia) 54:123-6, Mar-Apr 72 (Eng. 
Abstr.) (Bal) 


ANALYSIS 


Examinations on staining methods for 
carbohydrate. Imai M, et al. 

Aichi Gakuin J Dent Sci 10:273-85, Mar 73 (Eng. 
Abstr.) (Spa) 
Structure of the tubules of glandula submaxillaris after 
the administration of goitrogens. Foltinovd J. 
Gegenbaurs Morphol Jahrb 117:496-500, 1972 

Sugar in tobacco: Theory and Fact. 
Lancet 1:187-9, 27 Jan 73 


S-34 


Mucin of the rat submaxillary gland: influence of the 


animal’s age and sex on the composition of its glucidic 
fraction. Keryer G, et al. 

Biochim Biophys Acta 297:186-91, 24 Jan 73 
of carbohydrates 
streptococci] 


[Effects of fluoride on passage 
through the cell membrane of 
Stegmeier K, et al. 

Dtsch Zahnaerztl Z 28:343, Feb 73 (Ger) 


PHARMACODYNAMICS 


Directed changes in the pattern of Balbiani ring 
in Chironomus: effects of a sugar treatment. 
Beermann W. Chromosoma 41:297-326, 1973 


CARBON 


Progress in the evaluation of a vitreous carbon 
endosteal implant. Grenoble DE, et al. 
Ariz Dent J 19:12-9 passim, Jan-Feb 73 


CARBON DIOXIDE 


Heats of adsorption of ammonia and carbon dioxide on 
tooth components. Loebenstein WV. 
J Dent Res 51:1529-36, Nov-Dec 72 


ANALYSIS 


Mono- and divalent electrolyte patterns, pCO 2 and pH 
in relation to flow rate in normal human parotid saliva. 
Kreusser W, et al. Eur J Clin Invest 2:398-406, Nov 72 


Effect of fluoride on carbon dioxide and acid formation 
in salivary sediment mixtures incubated with glucose. 
Sandham HJ, et al. Arch Oral Biol 18:211-25, Feb 73 


THERAPEUTIC USE 


(CO 2 double effects in the Paradentospray system] 
Meyer OE. ZWR 81:963-6, 25 Oct 72 (Ger) 


CARBON TETRACHLORIDE 
PHARMACODYNAMICS 


Histopathological changes in rat incisors in 
experimental carbon tetrachloride intoxication. Hails 
E, et al. Odontol Revy 24:5-26, 1973 


CARBONATED BEVERAGES see under 
BEVERAGES (J) 
CARBONATES 


The use of polycarbonate crowns for the restoration of 
primary anterior teeth. Miller JB. 
3 Okla State Dent Assoc 63:13-6, Jan 73 
Preference for sodium chloride over sodium carbonate 
by sodium deficient rats. Levy CJ. 
Physiol Behav 10:829-30, Apr 73 
[A direct bonding method with a light wire used as 
bracket with special reference to combination of a 
resin base and metal] Ueno F, et al. 
J Jap Orthod Soc 31:280-8, Jun 72 (Eng. Abstr.) (Jap) 


{The relationship between protein and mineral 
metabolism in bone tissue in rickets] Dmitriev IM. 
Pediatr Akush Ginekol 5:29-30, Oct 72 (Ukr) 

(The incorporation of C14 from sodium carbonate into 
the protein of teeth and bones in rats of various ages] 
Dmitriev IM. 

Ukr Biokhim Zh 43:554-6, Sep-Oct 71 (Eng. Abstr.) 
(Ukr) 


{C 14 incorporation from Na 2C 14 O 3 into the proteins 
of rat bone and dental tissues in experimental 
rachitis] Dmitriev IM. 

Ukr Biokhim Zh 44:611-3, 1972 (Eng. Abstr.) (Ukr) 

CARBONIC ACID see under CARBON DIOXIDE 

(D1) 
CARBONIC ANHYDRASE 
METABOLISM 

Carbonic anhydrase activity of acinar cells 
from guinea pig submandibular gland. Pinheiro CE, et 
al. Estomatol Cult 5:111-3, Jul-Dec 71 

CARBONIC ANHYDRIDE see CARBON DIOXIDE 


(D1) 


INDEX DENTAL LITERATURE 


CARBOXY-LYASES 
METABOLISM 


ry carboxylase and ammonium 
metabolism in oral streptococci. Yamada T, et al. 
Arch Oral Biol 18:799-812, Jul 73 


CARBOXYLASES see under CARBOX Y-LYASES 
(D9) 
CARCINOGENS 


On the occurrence of oligodendroglia- 
neurinomas experimentally induced in 
nitrosourea derivatives. Schiffer D. 
3 Neurol Sci 19:45-52, May 73 


PHARMACODYNAMICS 


Oral cancer in rats induced by the water-soluble 
carcinogen 4-nitrochinoline N-oxide. Wallenius K, et 
al. Odontol Revy 24:39-48, 1973 

Influence of saliva on epidermal cancer in rat induced 
by water-or fat-soluble carcinogens. Wallenius K, et 
al. Odontol Revy 24:115-26, 1973 


CARCINOMA 


see also related 
PRECANCEROUS CONDITIONS (C2) 


Intraepithelial carcinoma of the vulva. Boutselis JG. 

Am J Obstet Gynecol 113:733-8, 15 Jul 72 

Glycoprotein heterogeneity in mucoepidermoid 

carcinoma. A hemical evaluation. Eversole LR. 

Arch Otolaryngol 96:426-32, Nov 72 

Metastatic carcinoma of 

report of case. 

J Oral Surg 31:716-7, Sep 73 

Thyroid carcinoma. Crocker DW. 

Surgery 73:671-6, May 73 

Central mucoepidermoid tumor of the mandible. 

Friedman E, et al. 

Trams Congr Imt Assoc Oral Surg 4:129-31, 1973 

{Parotid mixed ny —_ on. 

Apropos of 23 cases] Micheau C, et al. 

— = Pathol (Paris) 21:251-60, Sep 73 (Eng. 
(Fre) 

(Malignant bucco-pharyngeal tumors in children) 

J. 


Rev Otel Rhine! (Berd? 93:471-88, 
(Eng. Abstr.) (Fre 
[Bilateral intra-parotid metastasis of a small coll 
bronchial epithelioma}] Albahary A, et al. 
(Eng. Abstr.) 
(Muco-epidermoid carcinoma of the mandible. a 
Propos of a case] Bataille R, et al. 
Rev Stomatol Chir Maxillofac 73:218-22, Apr-May 72 
(Eng. Abstr.) (Fre) 
[Muco-epidermoid of a minor vestibular salivary 
gland) Crépy =. et 
73:223-8, Apr-May 72 
(Fre) 
carcinoma] Frenkel G. 
— Kiefer Gesichtschir 15:157-60, 1972 
) 
{The central mandibular carcinoma] Kriiger 
Fortschr Kiefer Gesichtschir 15:161-7, 1972 (ne. 
Abstr.) (Ger) 
(Mucoepidermoid tumors of the large and small 


salivary glands} Lentrodt J. 
‘ortschr Kiefer Gesichtschir 15:46-9, 1972 (Eng. 
(Ger) 
ucoepidermoid carcinoma] Perko M. 
Fortschr Kiefer Gesichtschir 15:167-70, 1972 (Eng. 
Abstr.) (Ger) 
{Symptoms of primary intraosseous mandibular 
carcinomas} Wunderer S. 
Gesichtschir 15:152-7, 1972 (Eng. 


Zentralbl Chir 97:1082-7, 5 Aug 72 
(Mucoepidermoid carcinoma] Devildos LR, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 8:171-82, 
Jul-Dec 71 (Eng. Abstr.) (Por) 
(Mucoepidermoid tumor of the mandible] Ebling H, et 
al. Rev Fac Odontol P Alegre 12:69-75, 1970 (Por) 
(Primary odontogenic carcinoma of the jaw] Heden G. 
Tandiakartidmingen 65:240-5, 15 Aug 73 (Swe) 


COMPLICATIONS 


the rat by 
. METABOLISM 
(Clinical and histological findings in 220 cases of 

: Oral mucosal neuroma-medullary thyroid carcinoma 
or syndrome. Walker DM. 
Z Br J Dermatol 88:599-603, Jun 73 
are Medullary carcinoma of the thyroid with Marfan-like 
7 | body habitus. Forsman PJ, et al. 
Pediatrics 52:188-91, Aug 73 

5 [A rare case of primary multiple malignant tumors) 


INDEX DENTAL LITERATURE 


Estrin IM, et al. 
Zh Ushn Nos Gor! Bolezn 31:110-2, Jul-Aug 71 (Rus) 


DIAGNOSIS 


Acinic cell adenocarcinoma of minor salivary gland 
origin. Trodahl JN. Milit Med 137:234 passim, Jun 72 
{Echography evaluation of the penetration of 
supramaxilla tumors into the orbit) Till P, et al. 
hr Ohrenheilkd 


Monatssc! hinol 106:442-8, Sep 
72 (Eng. Abstr.) (Ger) 


DRUG THERAPY 


Antineoplastic effect of chlorpromazine in chemical 
carcinogenesis in the hamster cheek pouch. Polliack 
A, et al. Cancer Res 32:1912-5, Sep 72 


ENZYMOLOGY 


Regulation of alkaline phosphatase activity in IB cells: 
influence of serum. Herz F, et al. 

Biochim Biophys Acta 304:660-8, 28 May 73 
Mammalian deoxyribonucleic acid-dependent 
ribonucleic acid polymerases. I. Purification and 
properties of an itive ribonucleic acid 
polymerase and stimulatory factors from HeLa and 
KB cells. Sugden B, et al. 

J Biol Chem 248:3777-88, 10 Jun 73 


ETIOLOGY 


Radiotherapy and carcinoma of the parotid. Patey D. 
Br Med J 1:236, 27 Jan 73 


IMMUNOLOGY 


Cell-mediated immunity and antibodies to Herpesvirus 
hominis type 1 in oral leukoplakia and carcinoma. 
Lehner T, et al. Br J Cancer 27:351-61, May 73 


Nuclear DNA in salivary gland tumors. I. Warthin 
tumors, benign mixed tumors, and mucoepidermoid 
carcinomas. Kino I, et al. Arch Pathol 95:245-51, Apr 73 

Fractionation of chromatin components. Monahan JJ, 
et al. Can J Biochem 51:709-20, May 73 


MICROBIOLOGY 


Synthesis of viral components in hybrids of 
differentially permissive cells infected with 
adenovirus type 12. Weber J, et al. 

Exp Cell Res 74:423-9, Oct 72 


PATHOLOGY 


Spread of tumors to the skin. Brownstein MH, et al. 
Arch Dermatol 107:80-6, Jan 73 
Primary sebaceous carcinoma of the parotid gland. 
Akhtar M, et al. Arch Pathol 96:161-3, Sep 73 
[Muco-epidermoid tumors of the parotid gland and oral 
cavity. Apropos of 33 cases. Anatomo-clinical and 
histochemical study] Micheau C, et al. 

Ann Anat Pathol (Paris) 17:59-71, Jan-Mar 72 (Eng. 
Abstr.) (Fre 

(Muco-epidermoid carcinoma] Kusz J, et al. 
Arch Geschwulstforsch 40:144-54, 1972 (Eng. Abstr.) 
(Ger) 


RADIOTHERAPY 


Applications of the electron beam in the management 
of the lymphatics of the neck in head and neck 
cancers. Tapley N du V, et al. 
ae Radium Ther Nucl Med 117:575-83, 


Mucoepidermoid carcinoma of the salivary gland. 
Connell HC, et al. Am J Surg 124:519-21, Oct 72 
[Value of radiotherapy in _— salivary gland 
tumors] Leszezyk C, et 

Nowotwory 23: 191-202, ABs 73 (Eng. Abstr.) (Pol) 


SURGERY 


[Remote results of epithelioma surgery and critical 
study of carcinologic results (apropos of 330 cases) ] 
Vandenbussche F, et al. 

Ann Chir Plast 18:44-9, 1973 (Eng. Abstr.) (Fre) 

[Clinical studies on lip carcinoma] Buder G, et al. 
Dtsch Stomatol 22:746-51, Oct 72 (Eng. Abstr.) (Ger) 

(Mandibular resection. 2. On cancer surgery] 
Arq Patol 44:9-20, Apr 72 (Por) 


THERAPY 


Combined radiotherapy and surgery in treatment of 
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ADMINISTRATION & DOSAGE 


[Caries prevention through fluoride intake. Fluoride in 
blood and saliva following ge ge in drinking 
water and tablets] Bittner W, et al. 

Dtsch as Wochenschr 98:751-6, 13 Apr 73 Sx 
Abstr. 


PHARMACODYNAMICS 


Orthophosphates. XIV. Thermod factors 
influencing the stability of dental enamel to decay. 
Duff EJ. Caries Res 7: 1973 

Orthophosphates. XV. A suggested mechanism for the 
inhibition of dental caries by monofluorophosphate. 
Duff EJ. Caries Res 7:79-84, 1973 

Caries-inhibiting action of three different 
topically-applied agents on incipient lesions in newly 
erupted teeth: results after 24 months. Hyde EJ 
J Can Dent Assoc 39:189-93, Mar 73 

A procedure for estimating sample size in clinical trials 
of dental caries preventives. McClendon BJ, et al. 
J Dent Res 51:1589-93, Nov-Dec 72 

Influence of inherent dietary calcium and phosphorus 
on the cariostatic properties of NaH 2 PO 4 in the rat. 
McDonald JL Jr, et al. J Dent Res 52:79-82, Jan-Feb 73 

Plaque pH in caries-active and inactive subjects 
modified by sucrose and fluoride, with and without 
bicarbonate-phosphate. Turtola LO, et al. 

Scand J Dent Res 80:334-43, 1972 

Sodium and potassium content of the extracellular 
phase of plaque modified by sucrose and 
bicarbonate-phosphate and fluoride. Turtola LO, et al. 
Scand J Dent Res 80:344-8, 1972 

[Cariostatic effects of organic phosphates in animal 
experimental studies] Plathner CH, et al. 
Dtsch Stomatol 23:417-21, Jun 73 (Eng. Abstr.) (Ger) 

[Substitution of saccarose with sorbitol as a caries 
Preventive measure. Experimental studies) 
Béssmann K. Zahnaerztl Prax 22:152, 1 Jul 71 (Ger) 


STANDARDS 


Clinical trials of preventives for dental caries. Horowitz 
HS. J Public Health Dent 32:229-33, Fall 72 


THERAPEUTIC USE 


Dental caries. Bowen WH. 

Arch Dis Child 47:849-53, Dec 72 (49 ref.) 
The topicai anticariogenic effect of daily rinsing with 
an acidulated phosphate fluoride solution. Frankl SN, 
et al. J Am Dent Assoc 85:882-6, Oct 72 


CARNIVORA 


Observations on the aetiology of supernumerary upper 
incisors in the albino ferret (Mustela putorius). 
Berkovitz BK, et al. Arch Oral Biol 18:457-63, Apr 73 

How would you like Kundur foe your patient? 
Dent Stud 51:40-1, Dec 72 


GROWTH & DEVELOPMENT 
Tooth development in the albino ferret (Mustela 
putorius) with special reference to the permanent 


carnassial. Berkovitz BK. 
Arch Oral Biol 18:465-71, Apr 73 


CAROTENOIDS 
THERAPEUTIC USE 


[Clinical experiences with vitamin A acid derivatives in 
—— of leukoplakia of the mouth mucosa] Koch H, 
et 


CARTILAGE, ARTICULAR 


Dtsch Zahnaerztl Z 28:623-7, May 73 (Eng. Abstr.) 


(Ger) 
CAROTID ARTERIES 
DRUG EFFECTS 


(Rheographic indices in patients with trigeminal 
neuralgia) Reva VD. 
(Mosk) 52:32-6, Mar-Apr 73 Ges. 


SURGERY 


[Arare case of resection of the carotid arteries and the 
jugular vein for chemodectoma of the carotid gland 
with a good postoperative outcome] Cherenova KI, et 
al. Stomatologiia (Mosk) 52:85-6, Jul-Aug 73 (Rus) 


CAROTID ARTERY DISEASES 
DIAGNOSIS 


{False aneurysm of the facial artery. Case report] 
Freidel M, et al. 
Ann Odontostomatol (Lyon) 29:3-8, Jan-Feb 72 (Fre) 


ETIOLOGY 


[Surgical consequences in a cylindroma of the 
submandibular gland with . won of the common 
carotid artery] Stellmach 

Fortschr Kiefer ‘15: 97-100, 1972 Ges 
Abstr.) 


CAROTID BODY TUMOR 
[Chemodectoma of carotid paraganglia] Dasaev AN, et 
al. Stomatologiia (Mosk) 52:91-2, Sep-Oct 73 (Rus) 
SURGERY 
(Arare case of resection of the carotid arteries and the 
jugular vein for chemodectoma of the carotid gland 


with a good postoperative outcome] Cherenova KI, et 
al. Stomatologiia (Mosk) 52:85-6, Jul-Aug 73 (Rus) 


CARRIER STATE 


[The detection of Australia antigen in the saliva of 
healthy carriers and patients] Mposinakos M, et al. 
Odontostomatol Proodos 26:208-15, Jul-Aug 72 (Eng. 
Abstr.) (Gre) 


CARTILAGE 


Ectopic cartilage in thyroid. 
Oral Surg 36:241-2, Aug 73 


Weitzner S, et al. 


Alterations in craniofacial morphogenesis induced by 
parenterally administered ~e An experimental 
study on the rat. Rénning 
Suom Hammasiaak Toim 3:3-96, 1971 


GROWTH & DEVELOPMENT 
The human spheno-occipital synchondrosis. I. The time 
of closure appraised macroscopically. Ingervall B, et 
al. Acta Odontol Scand 30:349-56, Sep 72 


(Healing of injured cartilage] Tomida Y. 

Aichi Gakuin J Dent Sci 10:385-98, Mar 73 (Eng. 

Abstr.) (Jap) 
TRANSPLANTATION 


In vivo cerebral implantation of the anterior and 
Posterior halves of the spheno-occipital 
synchondrosis in rats. Dorenbos J. 

Arch Oral Biol 17:1067-72, Jul 72 

Implants. R. 

Sci Educ Bull Int Coll Dent 5:37-42, 1972 
{Implants of powdered lyophilized calf cartilage into 
bone pockets in deep inflammatory 
Paradontopathies} Smosarska H, et al. 

Czas Stomatol 25:1019-25, Oct 72 (Eng. Abstr.) (Pol) 
{Experimental studies on autotransplantation of 
= in the shoulder blade and in the mandible] 
Orban 

Stomatologia (Bucur) 19:339-46, Jul-Aug 72 (Rum) 
(Surgical improvement of the alveolar ridge in cases of 
atrophy of the alveolar process] Schwenzer N. 
Acta Odontol Venez 9:213-28, Dec 71 (Eng. Abstr.) 


(Spa) 
CARTILAGE, ARTICULAR 


The cartilage of the mandibular condyle. Durkin JF, et 
al. Oral Sci Rev 2:29-99, 1973 
{Luxation of the discus articularis of the 
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CARTILAGE, ARTICULAR 


temporomandibular joint] Obwegeser H, et al. 
lonatsschr Zahnheilkd 


Schweiz M 83:67-70, 1973 (Eng. 
Abstr.) (Ger) 


ANATOMY & HISTOLOGY 


The effect of increasing the morphologic face height in 
full denture restorations on the width of the 
intra-articular space in the temporomandibular joint. 
Bergman B, et al. Acta Odontol Scand 31:75-88, 1973 
{Elastic fibers distribution in the disc of the 
temporormandibular joint of the marmoset 
(Callithrix jacchus L. 1758)] Bernaba JM, et al. 
Rev Fac Odontol Aracatuba 2:109-12, 1973 (Eng. 
Abstr.) (Por) 


PATHOLOGY 


Case 2. Part 2. Synovial chondromatosis of the 
temporomandibular joint. — cc, et al. 
3 Oral Surg 31: 18. Sep 73 


TRANSPLANTATION 


Experiments on the significance of articular function 
as a stimulating chondrogenic factor for the growth of 
secondary cartilages of the rat mandible. Duterloo HS, 
et al. Trams Eur Orthod Soc 103-15, 1971 


CARVACROL 
PHARMACODYNAMICS 


Effect of pilocarpine, carbamylcholine and 

pancreoxymin on the incorporation of 32P into 
phospholipids in rat pancreas tissue in vitro. 
Murakami H. J Nihon Univ Sch Dent 15:19-26, Mar 73 


CASTRATION 


Effect of castration and androgen supplementation on 
sialic acid levels in rat submandibular gland. 
Zebrowski EJ. Arch Oral Biol 18:567-70, Apr 73 


CAT DISEASES 


{Pathological changes in the periodontium of cats] 
Horodyski B, et al. 
Czas Stomatol 26:93-7, Feb 73 (Eng. Abstr.) (Pol) 
CAT-SCRATCH DISEASE 


{Cat-secratch disease] Koopmans R 

Ned Tijdschr Tandheelkd 80:99-102, Mar 73 x 

Abstr.) 

CATECHOLAMINES 
PHARMACODYNAMICS 

The effects of catecholamines, acetylcholine and 


bradykinin on gingival circulation in dogs. Ito H, et al. 
Arch Oral Biol 18:321-8, Mar 73 


CATHEPSIN 
ANALYSIS 
{Acid phosphatase, beta glucuronidase and cathepsine 
D in microquantities of gingival fluid] Valazza A, et al. 
Schweiz Monatsschr 83:123-32, 1973 (Eng. 
Abstr.) (Fre) 
CATHETERIZATION 


{Catheterization of the er, vein in oral surgery 
patients] Ermolaev II, et 
Stomatologiia (Mosk) ones, Sep-Oct 73 (Rus) 
ADVERSE EFFECTS 
Reduction of thrombophlebitis associated with 
indwelling catheters. Curry JT 3d, et al. 
3 Oral Surg 31:636-8, Aug 73 
CATHODE RAYS see under RADIATION (H) 
CATS 
PHYSIOLOGY 
{Specificity of spontaneously discharging units in the 
fields of the cat inferior alveolar nerve] Onodera K. 
Shikwa Gakuho 72:32-56, Jul 72 (Eng. Abstr.) (Jap) 
CATTELL PERSONALITY FACTOR 
QUESTIONNAIRE see under PERSONALITY 


INVENTORY (F3) 


INDEX DENTAL LITERATURE 


CAUCASIAN RACE 


Morphological variations between English population 
samples. Lavelle CL. J Dent 1:47-52, Oct 72 
Case reports of evaginated odontomes in Caucasians. 

Palmer ME. Oral Surg 35:772-9, Jun 73 
Genealogy of the Skolt Lapps. Lewin T. 
Suom Hammasiaak Toim 67:Suppl 1:55-62, 1971 
Human biological studies among Skolts and other 
Lapps. A survey of earlier literature. Lewin T, et al. 
Suom Hammaslaak Toim 67:Suppl 1:63-70, 1971 
Odontological conditions among the Lapps in Northern 
a aan ia. A survey of earlier literature. Lewin 
Suom Hammasiaak Toim 67:Supp! 1:99-104, 1971 (31 
ref.) 
Child mortality among the Skolt Lapps. Lewin T, et al. 
Suom Hammaslaak Toim 67:Suppl 1:39-54, 1971 
Demography of the Skolt Lapps in Northern Finland. 
Lewin T, et al. 
Suom Hammasiaak Toim 67:Suppl 1:24-38, 1971 
Function and dysfunction of the masticatory system in 
Lapps in northern Finland. Preliminary report of an 
epidemiological investigation. Helkimo M, et al. 
Sven Tandlak Tidskr 65:95-105, Feb 72 
[A comparative cephalometric study of the profiles of 
young Japanese and American (Caucasian) males and 
females) Aoki H. 
Shikwa Gakuho 72:94-135, Jun 72 (Eng. Abstr.) oo 
[Flattening of the occipital region of the 
(plani-occipitalization in Brazilians] Picosse M, et ao 
Rev Fac Odontol Sao Paulo 10:99-105, Jan-Jun 72 (Eng. 
Abstr.) (Por) 


HISTORY 


Hammasliaak 67:Suppl 1:13-23, 1971 

CAUSALGIA see under NEURALGIA (C10, C17) 

CELESTONE see BETAMETHASONE (D2, D8) 


CELL ADHESION 


Contact phenomena of epithelial cells. Neiders ME. 
Oral Sci Rev 1:69-101, 1972 


The effects of endotoxin on cell detachment in vitro. 
Neiders ME, et al. Arch Oral Biol 18:499-504, Apr 73 


CELL DIFFERENTIATION 


[Determinants of morphogénesis and 
of dental anloges in mice] Ruch 
§ 
J Biol Buccale 1:45-56, Mar 73 (Eng. Abstr.) (Fre) 


CELL DIVISION 


Cell division and periodontal ligament formation in the 
mouse. Cate AR ten. Arch Oral Bio! 17:1781-4, Dec 72 

A (3H)-thymidine autoradiographic study of cell 
proliferative activity of injured parodontal tissues of 
5-week-old mice. Tonna EA, et al. 
Arch Oral Biol 18:617-27, May 73 

{Control of the cell proliferation in vivo] Sasaki T. 
J Jap Stomatol Soc 39:236, Jun 72 (Jap) 


CELL MEMBRANE 


see also related 
MEMBRANE POTENTIALS (G1) 


Characterization of plasma membranes isolated from 
rat submandibular salivary glands. Nijjar MS, et al. 
Arch Oral Biol 17:1679-90, Dec 72 

(The microscopic and submicroscopic structure of 
basal membrane in gingival epithelium] Manisali Y, et 
al. Dishekim Derg 3:291-7, Jul 72 (Tur) 


CELL MIGRATION INHIBITION 


(Experimental transplantation by tooth. I. 
Antigenicity of tooth and findings of migration 
inhibition test] Kuro 


yanagi K. 
Bull Tokyo Dent Coll 13:191-203, Nov 72 (Jap) 
CELL MOVEMENT 
junctional epithelium. Schroeder 
Hely Odontol Acta 17:6-18, Apr a 


CELL THERAPY see under TISSUE THERAPY (E2) 


CELL TRANSFORMATION, 
NEOPLASTIC 

Ameloblastic sarcoma in the maxilla. A case report. 
Hatzifotiadis D, et al. J Maxillofac Surg 1:62-4, Mar 73 


Squamous cell carcinoma possibly arising 
odontogenic cyst: report of a Hamp! PF, et 


from an 
al 


] 
Fortschr Kiefer Gesichtschir 15:103-6, 1972 (Eng. 
Abstr.) 


tumors] J. 
Fortschr Kiefer Gesichtschir 15:101-3, 1972 ~~ 
Abstr.) 


(Ger 
(The malignant degeneration of cytsin the jaw region] 
Fortschr Kiefer Gesichtschir 15:224-7, 1972 } on 


[A clinical and morphological stud 
malignant transformation of leukoplakia) Anastassov 
e 


Stomatologia (Bucur) 20:249-56, May-Jun 73 (Eng. 
Abstr.) (Rum) 


CELLS, CULTURED 


Effect of dental plaque extracts on mammalian cells in 
vitro. Levine M, et al. J Periodont Res 8:296-303, 1973 
The effect of plaque on gingival epithelium. Cowley GC, 
et al. Oral Sei Rev 1:103-27, 1972 
(Cinemicrographic and autoradiographic studies on the 
behaviors of primary culture cells from human oral 
tissues. II. On the various tumor cells of oral region] 
Usuda T. J Jap Stomatol Soc 39:755-78, Dec 72 (Jap) 
(Effect of dexamethasone on the —— co-existing 
with the cultured cells) J. 
Odontology (Tokyo) 61: 1675, Apr 73 


Cytological changes after application 
butylcyanoacrylate observed on living celle) PhZa V, 
et 


al. 
Cesk Stomatol 73:254-60, 1973 (Eng. Abstr.) (Cze) 
{Some effects of antiseptics on cultured cells) 
Fujimaki G 


Odontology (Tokyo) 61:54-87, Apr 73 (Jap) 
[Determination of cytoxic action of some dental 
materials on cell cultures] Naiadov MA, et al. 
Stomatologiia (Mosk) 52:97-9, Mar-Apr 73 (Rus) 


RADIATION EFFECTS 


(Jap) 


[Irradiation with fractional doses of ultraviolet ray and 
death of cultured animal cells} Domon M. 
3 Jap Stomatol Soc 40:48, Mar 73 (Jap) 


CELLULITIS 


Orofacial infections and their management. Khosla VM. 
Dent Assist 41:10-4, Oct 72 


Oral Surg 36:307-20, Sep 73 
CELLULOSE 
Protein concentrates and 7 additives in meat 
loaves. Nollman DS, et 

J Am Diet Assoc s1:080-41, Dec 72 
CELLULOSE, OXIDIZED see under HEMOSTATICS 
(D7) 


CEMENTATION 


see also related 
DENTAL CEMENTS (D13) 


Direct cementation of orthodontic attachments. 
Rensch JA. Am J Orthod 63:156-60, Feb 73 
Cementation of inlays. Boice JK. 

Dent Stud 51:41 passim, May 73 

A simplified venting procedure for cementation of full 


Bonding and ting. 
3 Clin Orthod 7:106-10, Feb 73 
Fixed prosthetics with a natural crown pontic using an 


adhesive composite. Case history. Ibsen RL. 

J South Calif State Dent Assoc 41:100-2, Feb 73 
Cement leakage and retention of threaded and 
non-threaded endodontic implants. Judy KW, et al. 
Oral Implantol 3:28-43, Summer 72 

(Temporary cements for definitive dental prosthesis] 
Da Rocha CA, et al. 

Rev Fac Odontol Sao Jose dos Campos 1:33-6, 1972 
(Eng. Abstr.) (Spa) 


cements to seal spaces. J. 

Angle Orthod Oct 

Cementation of dental implants: rationale and 


a Squamous cell carcinoma arising in a dentigerous cyst. 
ee ee Lapin R, et al. J Oral Surg 31:354-8, May 73 

a DRUG EFFECTS 

a Necrotizing mediastinitis secondary to descending 
cervical cellulitis. Cogan IC. 

ee veneer crowns. Seberg DC. 

J Am Dent Assoc 86:145-8, Jan 73 

STANDARDS 
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preliminary observations. Zarb GA, et al. 
3 Cam Dent Assoc 38:328-32, Sep 72 


CEMENTOBLASTS see under DENTAL CEMENTUM 
(A3) 


CEMENTOMA 
[A case of periapical cemental dysplasia] Yamane G, et 
al. Jap J Oral Surg 17:501-4, 1971 (Jap) 
PATHOLOGY 


Odontogenic tumors. Baden E. 

Pathol Annu 6:475-568, 1971 (534 ref.) 

Ossifying cementoma (cementifying fibroma). 

Montgomery WW. 

Trans Am Acad Ophthalmol Otolaryngol 76:1380-3, 

Sep-Oct 72 

[Odontogenic tumors] Brochériou C, et al. 
Anat 


Arch Pathol (Paris) 20:203-22, Jun 72 (Eng. 
Abstr.) (Fre) 
VETERINARY 


A cemental abnormality of the bovine molar tooth. 
Andrews AH. Vet Rec 49:318-9, 24 Mar 73 


CEMENTOMA see under ODONTOGENIC TUMOR 
(C2) 
CEMENTUM see DENTAL CEMENTUM (A3) 
CENTRIC RELATION see under DENTAL 
OCCLUSION, CENTRIC (E6) 
CENTROPHENOXINE see under ACETIC ACIDS 
(D2,D11) 
CEPHALEXIN 
THERAPEUTIC USE 


and oral — G, et 
Minerva Stomatol 2 Sep-Oct 73 (Eng. Abate) 


CEPHALOMETRY 


Sutures--a tool in functional cranial analysis. Herring 
SW. Acta Anat (Basel) 83:222-47, 1972 

An experimental study of the functional components of 
growth in the rat mandible. Moore WJ. 

Acta Anat (Basel) 85:378-85, 1973 

Evolution of the mammalian brain. Some evidence on 
the phylogeny of the antilope species. Oboussier H. 
Acta Anat (Basel) 83:70-80, 1972 

The role of genetic and local environmental factors in 
normal and abnormal morphogenesis. Bjérk A. 
Acta Morphol Neerl Scand 10:49-58, Oct 72 

A research perspective on craniofacial morphogenesis. 
Moffett BC. 

Acta Morphol Neerl Scand 10:91-101, Oct 72 

New research objectives in craniofacial 
morphogenesis. Moss ML. 

Acta Morphol Neerl Scand 10:103-10, Oct 72 

Post-term pregnancy. A five-year revieww from Osaka 
National Hospital. Nakano R. 

Acta Obstet Gynecol Scand 51:217-22, 1972 

The effect of increasing the morphologic face height in 
full denture restorations on the width of the 
intra-articular space in the temporomandibular joint. 
Bergman B, et al. Acta Odontol Scand 31:75-88, 1973 

Early malnutrition and brain development. Vahiquist B. 
Acta Paediatr Acad Sci Hung 13:309-22, 1972 

Physical examination of four-year-old children. Kohler 
L. Acta Paediatr Scand 62:181-92, Mar 73 

Craniostenosis and diploic lamination following 
operation for hydrocephalus. Loop JW, et al. 
Acta Radiol [Diagn] (Stockh) 13:8-13, 1972 

Prophylaxis of endemic goiter with iodized oil in rural 
Peru. Pretell EA, et al. 

Adv Exp Med Biol 30:246-65, 1972 

Growth of children from extremely poor families. 
Adrianzen B, et al. Am J Clin Nutr 26:926-30, Sep 73 

Environmental factors affecting the growth of 
children. Graham GG. Am J Clin Nutr 25:1184-8, Nov 72 

Malnutrition studies in Macaca mulatta. II. The effect 
on organ size and skeletai growth. Kerr GR, et al. 
Am J Clin Nutr 26:620-30, Jun 73 

Influence of recurrent infections on nutrition and 
growth of children in Guatemala. Mata LJ, et al. 
Am J Clin Nutr 25:1267-75, Nov 72 

Effects of dietary supplementation of monosodium 
glutamate on infant monkeys, o_o rats, and 


Silver-Russell dwarfism and cystic fibrosis in a twin. 


73 
Obstetric malpresentations: twenty years’ experience. 
Cruikshank al. 
Am J Obstet Gynecol 116:1097-104, 15 Aug 73 
A simplified isometric method of cephalopel 
with the use of a three-directional x-ray pelvimetry 
chair. Matsuda S, et al. 
Am J Obstet Gynecol 114:223-31, 15 Sep 72 
Child development after pregnancies complicated by 
pre-eclampsia. 


al. 
Am J Obstet Gynecol 114:1069-77, 15 Dec - 
High-pull headgear versus cervical traction: 
cephalometric comparison. Barton JJ. 
Am J Orthod 62:517-29, Nov 72 
The value of the PM vertical reference line to estimate 
natural head position. Feuer DD. 
Am J Orthod 64:209-10, Aug 73 
A cephalometric description of Class II, Division 1 
malocclusion. Hitchcock HP. 
Am J Orthod 63:414-23, Apr 73 
The acceptability of Steiner’s acceptable compr. 
Servoss JM. Am J Orthod 63:161-5, Feb 73 
Forty-five Northern Irish families: a 
radiographic study. Brown WA. 
Am J Phys Anthropol 39:57-85, Jul 73 
Possible metabolic constraints on human brain weight 
at birth. Epstein HT. 
Am J Phys Anthropol 39:135-6, Jul 73 
An anthropometric study of northeastern Brazilians. 
Eveleth PB. Am J Phys Anthropol 37:223-32, Sep 72 
structures. Israel 
Am J Phys , 39:111-28, Bang 73 


Craniofacial biology: animal surgical experimentation 
and clinical practice. Sarnat BG. 
Am J Phys Anthropol 38:315-23, Mar 73 

Norms of size and annual increments of six anatomical 


Cold response, body form, and craniofacial shape in two 
racial groups of Hawaii. Steegmann AT Jr. 
Am J Phys Anthropol 37:193-221, Sep 72 
:Palatal growth rates in Macaca nemestrina and Papio 
cynocephalus. Swindier DR, et al. 

Am J Phys Anthropol 38:83-91, Jan 73 

Plain film skull changes in 
hydrocephalus. Schey 

Am J Roentgenol Radium Ther Nucl Med 118:13446, 


A cephalometric study of profile changes in 
orthodontically treated cases ten years out of 
retention. Anderson JP, et al. 

Angle Orthod 43:324-36, Jul 73 

A oso ene comparison of cases treated with 
edgewise and Begg techniques. Barton JJ. 
Angle Orthod 43:119-26, Jan 2 

Genetic factors in the shape of 


Angle 

A longitudinal cephalometric study of incisor overbite 
from ages five to eleven. Herness LE, et al. 
Angle Orthod 43:279-88, Jul 73 

A cephalometric study of Class II relapse. Herzberg R. 
Angle Orthod 43:112-8, Jan 73 

Growth of the mandible relative to a cranial base line. 


Contributions of the posterior cranial base and 
mandibular condyles to facial depth and height during 
puberty. Mitani H. Angle Orthod 43:337-43, Jul 73 

The facial configuration in a sample of Chinese boys. 
Yen PK. Angle Orthod 43:301-4, Jul 73 

The influence of x-radiography and anaesthesia on 
Arch Oral Biol 18:141-3, Jan 73 

Comparison of two methods of lateral skull radi 
for cephalometric analysis. McKenna BI, et al. 
Aust Dent J 17:340-2, Oct 72 

Detection of mandibular thrusts and swings by 
cephalometric radiography. Seward FS. 

Aust Dent J 17:382-9, Oct 72 

The effect of feeding -2-thienylalanine on 
Phenylalanine metabolism in the rhesus monkey. 
Lines DR, et al. Aust NZ J Med 3:169-73, Apr 73 

Fundamental principles in organ sizing. Behrens WE 

von. Australas Radiol 16:180-97, — 72 


Relation of nutrition to physical and mental 
development. Winick M. 

Bibl Nutr Dieta 18:114-22, 1973 (25 ref.) 

The winged bean (Psophocarpus Desv.) in the 
treatment of kwashiorkor. Cerng al. 


Br J Nutr 29:105-12, Jan 73 
The use of lateral skull radiographs for cephalometric 
assessment. Reitzik M. Br J Oral Surg 10:12-5, Jul 72 


CEPHALOMETRY 


Cephalometry in the surgical correction of 
prognathism. Reitzik M. Br J Oral Surg 10:1-11, Jul 72 
A critical assessment of ultrasonic foetal 
Watmough D. 
Radiol 46:566-7, Jul 73 
PB... between urinary oestrogen assay and serial 
ultrasonic cephalometry in assessment of fetal growth 
retardation. Campbell S, et al. 
Br Med J 4:336-40, 11 Nov 72 
Ultrasonic fetal cephalometry: percentiles curve. 
Flamme P. Br Med J 3:384-5, 12 Aug 72 
Ultrasonic fetal cephalometry. Br Med J 3:585, 2 Sep 72 
Cross-cultural evaluation of human intelligence. In: 
lipids, malnutrition & the developing brain. Klein RE, 
et al. Ciba Found Symp 249-65, 1971 
Cephalometric evaluation of facial growth in operated 
and non-operated individuals with isolated clefts of 
the palate. Bishara SE. Cleft Palate J 10:239-46, Jul 73 
A cephalometric investigation of velar stretch. 
Simpson RK, et al. Cleft Palate J 9:341-51, Oct 72 
A problem in diagnosis of primary versus secondary 
microcephaly. Qazi QH, et al. Clin Genet 4:46-52, 1973 
A single sheet pediatric growth chart. A convenient 
device for following the physical growth patterns of 
both boys and girls. Kohler E. 
Clin Pediatr (Phila) 12:497-500, Aug 
The aging skull: comparative roentgen - B 25 to M4 
year interval. Finby N, et al. 
Clin Radiol 23:410-4, Oct 72 
Stereometric cephalometry in the y= ame and survey 
of dento-facial relationships. 
Dentomaxillofac Radiol 2:5-10, piers 
Head circumferences of Jamaican infants. 
Grantham-McGregor SM, et al. 
Dev Med Child Neurol 15:441-6, Aug 73 
Identification of dismembered parts: the 
of the Nagaraju case. Reddy KS. 


Secular head dimensions 
Japanese. Morita S, et al. Hum Biol 45:151-65, May s 
Cranial measurements and discrete traits compared in 
distance studies of African Negro skulls. Rightmire 
GP. Hum Biol 44:263-76, May 72 
Growth pattern in babies of extreme low birth weight. 
Bhargava V, et al. Indian J Med Res 60:1492-7, Oct 72 
The radiological dimensions of the skull, cephalic index 
and modulus index in the first four years of life. Walia 
HK, et al. Indian J Med Res 60:1073-81, Jul 72 
Nutritional status of tribal and non-tribal rural 
pre-school children around Udaipur. Gupta BM, et al. 
Indian J Pediatr 39:317-26, Oct 72 
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(Por) 


[Cephalometry] Domitti SS. 
Bol Fac Odontol Piracicaba 10-4, 1970 (Por) 
(Cephalometric study of thickness and height of the 
soft tissue in the lower face] Féo PS, et al. 
Estomatol Cult 5:178-85, Jul-Dec 71 (Eng. Abstr.) 
(Por) 
(Cephalometric evaluation of the lip position and 
— to the dento-skeletal structures] Féo PS, et 


Estomatol Cult 5:166-77, Jul-Dec 71 (Eng. — 
(Por 


(Cephalometric = based on bone growth and body 
type] Camardella 
20-2004, May-Jun 72 (Eng. 


+ of the occlusal curve] Nunes Lde 
e 


Rev Bras Odontol 29:275-81, Sep-Oct 72 (Eng. aes 


cephalometry and its possibilities] Quintas 
Rev Bras Odontol 29:240-4, Jul-Aug 72 (Por) 
(heletion between anteroposterior and transverse 
dimensions of the mandibular —_ and the base of 
the skull] Mello JB de, et 
Rev Fac Odontol Sao Paulo 10: 91.98, Jan-Jun 72 (Eng. 
Abstr.) (Por) 
of the face in live 
subjects] Moucdcy A, et 


CEREBRAL ANOXIA 


one Odontol Sao Paulo 10:83-6, Jan-Jun 72 os. 

r 

(Determination of the height of the craniae . 
vivo by teleradiography] Rumel A, et al. 

Rev Fac Odontol Sao Paulo 10:1-4, Jan-Jun 72 (Eng. 
Abstr.) (Por) 

{Somatogram of the infantile population of the town 
Riul Alb compared with that of Drdgus] Firu P, et al. 
Stud Cercet Endocrinol 24:299-307, 1973 (Rum) 

{Cephalometric data of analysis of lateral 
roentgenograms of the head obtained in children and 
adolescents with malocclusion] Kolotkov AP. 
Stomatologiia (Mosk) 52:45-50, Jul-Aug 73 a. 
Abstr.) 

[Planimetric method of analysis of the mo 
teleroentgenograms of the skull] Mirgazizov MZ, et al. 
Stomatologiia (Mosk) 52:72-6, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 

(Cephalometric analysis of the structure of the facial 
skelton in malocclusion] Trezubov VN. 
Stomatologiia (Mosk) 52:46-9, May-Jun 73 pan 
Abstr.) 

{The diagnostic value of the sella Ee 
index] Avdonin SI, et al. 
Rentgenol Radiol 47:52-6, May-Jun 72 

r.) 

[Value of teleradiography in orthodontic eustane 
Marcelo Fordham J. 

Rev Odontol (Cordoba) 5:5-11, Dec 70 (Eng. Abstr.) 
(Spa) 

(Rubella in pregnancy--follow-up children up 
to the age of 16-years) al. 
Lakartidningen 69:4126-30, 6 Sep 72 ‘Eas. Abstr.) 

(Swe) 

[Assessment of fetal maturity and growth by biparietal 
ultrasonic cephalometry] Kurjak A. 
Lijec Vjesn 95:87-9, Feb 73 


HISTORY 


{The genealogy of cephalometry] Gysel C. 
Rev Belge Med Dent 27:257-84, Mar 72 (Fre) 


INSTRUMENTATION 


(Cro) 


A new apparatus for intra-uterine radiological 
cephalometry in breech presentation. Perlmann T. 
8S Afr Med J 47:1305-7, 28 Jul 73 

Annual meeting of the BMUG on clinical applications of 
diagnostic ultrasound. McDicken WN. 
Ultrasonics 11:136-7, May 73 
{A cephalostat for the use of all current 
teleradiographic methods] Bardout JP. 
Orthod Fr 42:525-8, 1971 
{Simple cephalostat for frontal and profile 
teleradiography] Labarge AM, et al. 
Orthod Fr 42:543-4, 1971 


CEPHALOTHIN 


PHARMACODYNAMICS 


(Fre) 


(Fre) 


Pulp capping in monkeys with a calcium-hydroxide 
compound, an antibiotic, and a polycarboxylate 
cement. McWalter GM, et al. 

Oral Surg 36:90-100, Jul 73 


CERAMICS 


Alveolar ridge augmentation with ceramics. Hammer 
WB, et al. J Dent Res 52:356-61, Mar-Apr 73 
Structural strength of the interface between bone and 
nondegradable porous ceramic implants. Selting WJ, 
et al. J Dent Res 52:91-5, Jan-Feb 73 

Tissue compatibility of porous alumina-ceramic. 
Lucatorto FM, et al. 

J South Calif State Dent Assoc 40:1052-9, Dec 72 
Solution of prosthetic problems with the Wiron metal 
fused to ceramic method. Kobes L. 
Quintessence Int 4:53-9, Feb 73 

[ist experimentation with a new alloy for 
ceramometal] Roditti A, et al. 

Chir Dent Fr 43:61-4, 30 May 73 (Fre) 
(Metal ceramics) Keller F. 

Zahntechnik (Zur) 29:132-40, Mar-Apr 71 (Ger) 
[Physical and chemical properties of Jel-Span, a new 
alloy for metal--ceramic prosthesis] Tuccillo JJ, et al. 
Zahntechnik (Zur) 29:469-72, Sep-Oct 71 ( 


CEREBRAL ANEURYSM 
Arteriovenous malformations of the mandible, maxilla, 


orbit, and cerebrum: report of case with 20-year 
follow-up. Brown DG, et al. J Oral Surg 31:553-5, Jul 73 


CEREBRAL ANOXIA 


COMPLICATIONS 


- [Clinical report of seven cases of cardiac stanstill 


during tooth extraction] Agata S, et al. 
Shikwa Gakuho 72:136-44, Jun 72 (Eng. Abstr.) (Jap) 
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CEREBRAL PALSY 


CEREBRAL PALSY 


Hearing problems and the cerebral palsy child. Levine 
M. Bull Dent Guid Counc Cereb Palsy 12: 7-10, Jun 72 

A new approach to oral hygiene for the cerebral palsy 
patient. Shannon IL. 
Bull Dent Guid Counc Cereb Palsy 12:12-3, Winter 72 

Dimensional characteristics and developmental 
changes of the dental arches in the primary and mixed 
dentitions in spastic children. Oktay G. 
Dentoral (Istanbul) 4:1-24, Jan-Feb 72 


COMPLICATIONS 


(Craniometric and gnathometric changes in cerebral 
paralysis relative to maxillofacial development) 


Karwetzky R, et al. 
33:221-30, Sep 72 (Eng. Abstr.) 
(Ger) 


Fortschr 
CEREBROVASCULAR CIRCULATION 
DRUG EFFECTS 


(The state of cerebral circulation in Sombrevin 

anesthesia in dental patients under ambulatory 

conditions] Bazhanov NN, et al. 

(Mosk) 52:26-30, Mar-Apr 73 
itr.) 


CEREBRUM see under BRAIN (A8) 
CERTIFICATION 


ABO certifies forty-nine candidates during St. Louis 

examinations. Am J Orthod 63:641-3, Jun 73 

American Board of Orthodontics sets new standards 

and requirements. Am J Orthod 64:199-200, Aug 73 

American Board of Prosthodontics. Laney WR. 

3 Prosthet Dent 28:657, Dec 72 

History of the American Board of Prosthodontics. 

Laney WR. J Prosthet Dent 28:655-6, Dec 72 

Guidelines for determination of dentists who may be 

considered especially proficient in prosthodontics. 

Federation of Prosthodontic Organizations. 

3 Prosthet Dent 29:348-50, Mar 73 

{Rules for the registration of specialists in 

orthodontics] 

Schweiz Monatsschr Zahnheilkd 83:1068-70, Sep 73 
(Ger) 


CERVICAL VERTEBRAE 
ABNORMALITIES 


(Studies on growth and development of facial skeleton 
and abnormality of cervical oe in cleft lip and 
palate patients] Minaba 
Shikwa Gakuho 72:1-50, hung 98 Cling: Abstr.) (Jap) 


CESIUM ISOTOPES 
METABOLISM 


Effect of dietary factors on cesium 137 retention in the 
rat. Wolsieffer JR, et al. J Dent Res 52:844, Jul-Aug 73 


CHANCRE see under SYPHILIS (C1) 

CHARCOT-MARIE DISEASE see under MUSCULAR 
ATROPHY (C3, C10) 

CHARGES see under FEES AND CHARGES (N3) 

CHEEK 


Cavernous haemangioma of the cheek. Merchant NE. 
Dent Pract Dent Rec 22:436, Jul 72 
[Predominance of the lingual influence on the 
bucco-labial forces in the determination of the 
position of teeth and formation of the oral cavity] 
Biourge A. 
Trans Eur Orthod Soc 273-86, 1971 (Eng. Abstr.) (Fre) 


PATHOLOGY 


Changes in cell cycle characterigtics in hamster cheek 
pouch epithelium during treatment with DMBA. 
Thilagaratnam CN, ei al. J Oral Pathol 1:89-102, 1972 

Fibrosarcoma--cheek. Sidhu SS, et al. 

Sci Educ Bull Int Coll Dent 3:70-1, 1970 

[Embryonal rhabdomyosarcoma of the cheek: report of 
a case) Dovalle JC, et al. 

Arq Cent Estud Fac Odontol (Belo Horiz) 8:183-7, 
Jul-Dec 71 (Eng. Abstr.) (Por) 
ne in the buccal epithelium] Melhado RM, et 


Ser Fac Odontol Aracatuba 1:97-103, 1972 ons. 
Abstr.) 


SURGERY 
{Surgical treatment of neuralgia buccalis] Fukaya M, et 


S-42 
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al. 
Aichi Gakuin J Dent Sci 10:148-9, Sep 72 (Eng. —. 


CHEEK BONE see under ZYGOMA (A2) 
CHEILITIS 


Exfoliative cheilitis. Tyldesley WR. 

Br 3 Oral Surg 10:357-9, Mar 73 
—, inflammation. Ritchie GM, et al. 
Oral 


Surg 36: 73 
(Cheilitis report] Spirov G, et al. 
(Sofiia) 54:311-5, Jul-Aug 72 
itr.) 
(Pathogenesis, clinical picture and 
exfoliative cheilitis] Pashkov BM, et al. 
Stomatologiia (Mosk) 52:11-3, Jul-Aug 73 (Eng. 
Abstr.) (Rus) 
tMoaer views on angular cheilosis, etiology and 
therapy] Palmqvist S. 
Tandilakartidningen 64:568-9, 1 Sep 72 
CHEMICALLY INDUCED 
(Effect of vitamin A acid (VAA) on psoriasis. Topical 
combined therapy using corticoids. Two new VAA 
a i for oral administration] Orfanos CE, et 
al. Dermatol Forsch 244:424-6, 1972 (Ger) 


CLASSIFICATION 


(Swe) 


{An unusual variant of plasma cellular cheilitis) 

Mischer P, et al. 

Z Haut Geschiechtskr 48:215-20, 15 Mar 73 (Ger) 
DIAGNOSIS 


Candida and candidiasis. 2. Clinical manifestations and 
therapy of candidal disease. Drake TE, et al. 
Postgrad Med 53:120-5, Mar 73 

[Little known forms of neurodermitis] Herzberg J. 
Hautarzt 24:47-51, Feb 73 (31 ref.) (Ger) 


ETIOLOGY 


Intramural esophageal diverticulosis. A case report. 
Lane JW. J Arkansas Med Soc 69:87-90, Aug 72 
What is your diagnosis? Idiopathic gingivostomatitis. 
3 Ga Dent Assoc 46:13 passim, Winter 73 
Acquired cheilitis glandularis simplex. Case report. 
Epinette WW, et al. 

Plast Reconstr Surg 51:334-5, Mar 73 

[Little known manifestations of neurodermatitis] 
Herzberg J. 

Arch Dermatol Forsch 244:350-2, 1972 (Ger) 
(Cheilitis actinica] Zelger J. 

Dtsch Med Wochenschr 97:1886-7, 1 Dec 72 (Ger) 


PATHOLOGY 


Acquired cheilitis glandularis simplex. Case report. 
Epinette WW, et al. 

Plast Reconstr Surg 51:334-5, Mar 73 

{An unusual variant of plasma cellular cheilitis) 
Mischer P, et al. 


Z Haut Geschlechtskr 48:215-20, 15 Mar 73 (Ger) 
PHYSIOLOGY 

(Examination of the masticatory ba in diabetic 

children] Otto-Buczkowska E, et al. 

Wiad Lek 26:5-8, 1 Jan 73 (Eng. Abstr.) (Pol) 
PREVENTION & CONTROL 


(Cheilitis actinica] Zelger 
Dtsch Med §7:1886-7, 1 Dec 72 (Ger) 


THERAPY : 

(New method of treatment of abortive forms of 
Melkersson-Rosenthal ee Jarzab G, et al. 
Czas Stomatol 26:275-8, Mar (Pol) 

CHELATING AGENTS 

PHARMACODYNAMICS 

[Effect of EDTA compounds on root canal dentin] 
Holland R, et al. 

Rev Fac Odontol Aracatuba 2:127-31, 1973 (Por) 

THERAPEUTIC USE 
Actinobolin as an inhibitor of the periodontal syndrome 


in race rats. Shaw JH, et al. 
Arch Oral Biol 18:357-60, Mar 73 


] 
Belg 27:75-8, 1973 ‘See 


CHEMICAL INDUSTRY 


[Serum ascorbic acid level in patients with periodontal 
diseases working in the coke-chemical plant of Lenin 
steel works) Dufiska E, et al. 

Czas Stomatol 26:441-3, 1973 (Eng. Abstr.) (Pol) 

[Dental lesions in workers from the sulfuric acid 
industry] Florescu M. 

Stomatologia (Bucur) 19:395-403, Sep-Oct 72 (Eng. 
Abstr.) (Rum) 

(Changes of tissues and organs of the oral cavity under 

. mercury-organic pesticides] Kuznetsov 
(Mosk) 52:12-6, Mar-Apr 73 is. 


(Rus 
(Stomatological status in workers of 
Production shops] Makienko MA 
Stomatologiia (Mosk) 52:106-8, Rader 73 (Rus) 


CHEMICAL TRANSMISSION see under NEURAL 
TRANSMISSION (G1) 
CHEMISTRY 
EDUCATION 


Influence of elective predental chemistry courses on 
grades in biochemistry. Bowles WH, et al. 

J Dent Educ 37:43-5, Aug 73 

A survey of predental chemistry. Bowles WH, et al. 
Tex Dent J 91:10-2, Sep 73 


CHEMODECTOMA see PARAGANGLIOMA, 
NONCHROMAFFIN (C2) 
CHEMOSTERILANTS 
ADVERSE EFFECTS 


Oxidizing action of Germekil, Zefirol and Deniges on 
endodontic instruments] Silva SC. 
Rev Gaucha Odontol 20:292-6, Oct-Dec 72 (Por) 


CHEMOTAXIS 


Neutrophil chemotactic factors in gingival crevice 
material. Helldén L, et al. 

Hely Odontol Acta 17:1-5, Apr 73 
Transmigration and infiltration of leucocytes in human 
junctional epithelium. Schroeder HE. 

Helv Odontol Acta 17:6-18, Apr 73 


CHEMOTHERAPY see under DRUG THERAPY (E2) 


CHERUBISM 


Cherubism. Wowern N von. Int J Oral Surg 1:240-9, 1972 

Cherubism. A case report. Burman LB. 

3 NJ Dent Assoc 44:32-3, Summer 73 

Non familial cherubism: report of two cases. 

Griinebaum M, et al. J Oral Surg 31:632-5, Aug 73 

Cherubism: report of case. Hebert JM, et al. 

3 Oral Surg 30:827-31, Nov 72 

Cherubism: report of a case. Mainous EG, et al. 

US Navy Med 62:24-5, Jul 73 

(Cherubism] Haisov4 L, et al. 

Cesk Stomatol 72:419-25, Nov 72 (Eng. Abstr.) (Cze) 

(Cherubism] Derie E. 

Rev Belge Med Dent 27:365-70, 1972 (Dut) 

(Cherubism (apropos of a case) ] Leroux-Robert J, et al. 

Ann Otolaryngol Chir Cervicofac 90:95- 100, Jan-Feb 73 

(Eng. Abstr.) (Fre) 

— (a case)] Liévre JA, et 

Rev Rhum Mal Osteoartic 39:736-9, Now" 72 (Eng. 

— (Fre) 

(Cherubism. Case report] Valle JC do, et al. 

Rev Fac Odontol P Alegre 12:153-60, 1970 (Por) 

a of jaw dysplasia} Kolesov 
et al. 


Stomatologiia (Mosk) 52:27-31, Sep-Oct 73 (Eng. 
Abstr.) (Rus) 


DIAGNOSIS 
(apropos of a case) Leroux-Robert J, et al. 
Ann Otolaryngol Chir Cervicofac 90:95-100, Jan-Feb 73 
(Eng. Abstr.) (Fre) 
ETIOLOGY 


(Cherubism: hereditary bony dystrophies. A clinical 
case] Marolda JA, et al. 
Rev Cire Argent Odontol 35:39-44, Oct 72 (Spa) 
FAMILIAL & GENETIC 
Cherubism. Wowern N von. Int J Oral Surg 1:240-9, 1972 
PATHOLOGY 


(Cherubism (apropos of a case) }] Leroux-Robert J, et al. 


t Paralysis with chela 
im Acta 


INDEX DENTAL LITERATURE 


Ann Otolaryngol Chir Cervicofac 90:95-100, Jan-Feb 73 
(Eng. Abstr.) (Fre) 
{Cherubism (a case)] Liévre JA, et al. 

Mal Osteoartic 39:736-9, 


What is your diagnosis? Cyst-like radiolucent areas. 
3 Ga Dent Assoc 46:12 passim, Autumn 72 
[Cherubism (a case)] Liévre JA, et al. 

Rev Rhum Mal Osteoartic 39:736-9, Nov 72 (Eng. 
Abstr.) (Fre) 
[Value of the panoramic method of roentgenography in 
the diagnosis of tooth and jaw diseases in children] 
Shekhter IA, et al. 

Vestn Rentgenol Radiol 48:82-7, Jan-Feb 73 (Eng. 
Abstr.) (Rus) 


CHEST see THORAX (Al, A2, A4) 
CHEWING see MASTICATION (G1) 


CHEWING GUM 


The effect of chewing gum on the incidence of dental 
diseases in Greek children. A 3-year study. Slack GL, 
et al. Br Dent J 133:371-7, 7 Nov 72 

Nicotine-containing er | gum as an anti-smoking 
ald. Brantmark B, et al. 

logia 31:191-200, 19 

A ‘substitute for tobacco smoking. Ferné O. 

logia 31:201-4, 19 Jul 73 

Effect of chewing gum on gastric acid secretion. 
Hansen EA, et al. Scand J Gastroenterol 7:733-6, 1972 

[Etiology and therapy of the parotid gland syndrome] 
Schneider KW. 

Munch Med Wochenschr 115:795-6, 27 Apr 73 (Ger) 
(Chewing gum) Zahnarzt 16:249-50, Oct-Nov 72 (Ger) 
[Standing up for chewing gum] Aldus NO. 

ZWR 82:633-4, 25 Jun 73 (Ger) 
[Does chewing gum clean the teeth?) 

Tandilakartidningen 65:582-4, 15 Mar 73 


(Swe) 


Nineteen cases. HO, 
Dermatol 107:872-8, Jun 

wast is your Idiopathic 

3 Ga Dent Assoc 46:13 passim, Winter 73 

Clinical, endocrinological, and histopathological 

findings in allergic gingivostomatitis. Hamner JE 3d, 

et al. J Periodont Res 8:192-7, 1973 

Effect of chewing gum on gastric acid secretion. 

Hansen EA, et al. Scand J Gastroenterol 7:733-6, 1972 


ANALYSIS 


oo wy ents in food. VI. Copper] Schlettwein-Gsell 
@ 
Int J Vitam Nutr Res 41:554-82, 1971 (71 ref.) (Eng. 
Abstr.) (Ger) 


CHEYNE-STOKES RESPIRATION see under 
RESPIRATION (G1) 
CHILD ABUSE 


(Trauma of the columella] Stricker M. 
r 


CHILD BEHAVIOR 


Intraindividual variability of infants’ behaviour. 
Tautermannové M. 
Act Nerv Super (Praha) 15:36-7, Mar 73 
Behavioral management of the child patient. 7“ DA. 
Bull Columbus Dent Soc 33:11, Spring 73 
Research in the management of pedodontic patients. 
Weideman M. 
Chron Omaha Dist Dent Soc 36:158-60, Feb 73 
Dear Juli: when you need a way with children. Kuhn BL. 
Dent Manage 12:37-52, Nov 72 
Creating a favorable environment to condition 
apprehensive patients. Roberts MW. 
Dent Surv 48:82-3, Oct 72 
Minor physical anomalies and academic performance in 
young school-children. Rosenberg JB, et al. 
Dev Med Child Neurol 15:131-5, Apr 73 
Patient and parent management in dentistry for 
children. Pike JS. J Ala Dent Assoc 56:20-3, Oct 72 
Sex differences in newborns with special reference to 
differences in the organization of oral behavior. 
Korner AF. 
3 Child Psychol 14:19-29, Mar 73 
A comparison of maternal anxiety levels with anxiety 
levels manifested in the child dental patient. Bailey 
PM, et al. J Dent Child 40:277-84, Jul-Aug 73 
4 's attitudes toward dentists’ attire. Cohen SD. 
Child 40:285-7, Jul-Aug 73 
x A. modification techniques and maternal 


anxiety. Johnson R, et al. 
J Dent Child 46:272-6, Jul-Aug 73 
Behavior. Teuscher GW. J Dent Child 40:259, Jul-Aug 73 
The modifiability of maternal anxiety as it relates to 
children’s cooperative dental behavior. Wright GZ, et 
al. J Dent Child 40:265-71, Jul-Aug 73 
Oral health practices in children: a behavioral analysis, 
not their idea of a good 


a Mich State Dent Assoc 55:38-41, Feb 73 
Maternal anxiety and children’s behavior during dental 
Procedures. Robins C, et al. 
3 Mo Dent Assoc 53:47-55, Jun-Jul 73 
Child psychiatry and orthodontic problems. Belmont 
HS. J Oral Med 28:47-52, Apr-Jun 73 
Improvement in oral hygiene as a function of applied 
Principles of behavioral modification. Stacey DC, et al. 
J Public Health Dent 32:234-42, Fall 72 
The relationship between fear and intelligence in the 
child patient. DiBona MC. 
NY State Dent J 43:52-6, Feb 73 
Management of young children. DeLiefde B. 
Sch Dent Serv Gaz NZ 33:3-4, Feb 73 
(Effect of the presence of a parent on the anxiety and 
behavior of children in the dental office] Venham L. 
Med Hyg (Geneve) 30:1479-80, 11 Oct 72 (Fre) 
(Reaction and behavior of children during dental cure] 
Tammoscheit UG. Quintessenz J 3:47-51, Jun 73 (Ger) 
{Communication technic for dentists] Harmann E. 
Fasett 7:33-9, Mar 72 (Nor) 
orca of the child to dental treatment] Herrera 


Date 10:30-44, Apr 72 (Eng. Abstr.) 


(Spa) 
[Apologies and absences among child patients] 


Rasmusson CG, et al. 
Tandilakartidningen 65:432-6, 15 Apr 73 


CHILD BEHAVIOR DISORDERS 


Technique for behavior management--a survey. The 
Association of Pedodontic Diplomates. 

J Dent Child 39:368-72, Sep-Oct 72 
(Neuro-psychic disturbances in children and 
——— with so-called bad habits] Maslova GI, et 


(Mosk) 51:66-9, May-Jun 72 
Abstr.) 


ETIOLOGY 


(Swe) 


(Management of malocclusions causing adaptive 
difficulties} Reichborn-Kjennerud AM. 
Fortschr Kieferorthop 33:233-8, 1972 (Eng. — 


FAMILIAL & GENETIC 


A ring-20 chromosome. Atkins L, et al. 
J Med Genet 9:377-80, Sep 72 


The mental health of siblings of congenitally abnormal 
children. Gath A. 


3 Child Psychol Psychiatry 13:211-8, Sep 72 
THERAPY 
(“Broschim”-school for behaviorally disturbed 


children in Tel Aviv] Fuss A. 
Prax Kinderpsychol Kinderpsychiatr 22:68-78, 
Feb-Mar 73 


(Ger) 
CHILD DEVELOPMENT 


see also related 
CHILD PSYCHOLOGY (F3) 
GROWTH (G1) 
MOTOR SKILLS (F1) 


(The mental health of the young child] Harbauer H. 
Zahnaersztl Mitt 63:528-30 passim, 1 Jun 73 (Ger) 

CHILD, EXCEPTIONAL see under MENTAL 
RETARDATION (C10, F2) 

CHILD, INSTITUTIONALIZED 


[Prevention of periodontal diseases by ADL-training of 
children with developmental disturbances] Hedds B, 
et al. 65:194-6, Feb 73 (Swe) 


CHILD NUTRITION 


- bottle caries. Diagnosis and treatment. Berman 
CDS Rev 66:32-3, Aug 73 

saeab-tone syndrome. Castano FA. Tic 32:3-5, Feb 73 

(Oral behavior of African mothers and children at 


Chir Dent Fr 42:43-8, 18 Oct 72 (Fre) 
{Baby bottle] Tuncer 
Derg 2:57-8, Jan 71 (Tur) 


CHLORIDES 


CHILD, PRESCHOOL 


ogical aspects of treatment of preschool 
children] Jansen R. Quintessenz J 3:27-8, Mar 73 (Ger) 


CHILD PSYCHIATRY 


Child psychiatry and orthodontic problems. Belmont 
HS. J Oral Med 28:47-52, Apr-Jun 73 
(Harmful oral habits of children from the viewpoint of 
Psychiatry] Kontogoures G. 
Stomatol Chron 16:193-6, 
Abstr. ) 


CHILD PSYCHOLOGY 


Children’s reactions to extractions under general 
anaesthesia. iter DM. 
Proc Br Paedod Soc 2:5-7, Oct 72 


ee ay and physiopathological aspects of the 
Our knowledge about infantile psychology) 


Port Estomatol Cir Maxilofac 13:179-202, Jan-Dec 


Psychology applied to dental treatment of children) 
Kikuchi S. Odontology (Tokyo) 61:307-13, Jun 73 (Jap) 
(Child psychology in dental care) Badra A. 
Trib Odontol (Guanabara) 4:3-4 passim, Nov-Dec = 


(Por 
(Paychologiealtactors which interfere in pedodontis] 
Servin PF. ADM 30:33-6, Mar 73 (Spa) 
—, Psychology in dentistry] Leyt S 
Bol Inf Dent (Madr) 32:78-90, Jan 73 (Eng. — -) 
pa) 


CHILD REACTIVE DISORDERS see under CHILD 
BEHAVIOR DISORDERS (F2) 


CHIMPANZEES 


Chimpanzee dentistry. McGrew WC, et al. 

3 Am Dent Assoc 85:1198-204, Dec 72 
Periodontal disease in chimpanzees. Arnold L, et al. 
J Periodontol 44:437-42, Jul 73 


CHIN 


Bras Mar-Apr 73 (Bag. 


ANATOMY & HISTOLOGY 


(How to interprete the of > aan chin 
foramina in the adult] Chanderot 
(Paris) 99: Sep72 (Re 


SURGERY 


[Alloplastic reconstruction of the chin in bird face by 


intraosseous anchorage of plastic implants] Spreter 
von Kreudenstein. 
(Ger) 


Prax 22:37-8, 15 Feb 71 
CHINESE MEDICINE see under MEDICINE, 
ORIENTAL (E2,K) 
CHLORAL HYDRATE 
ADVERSE EFFECTS 
Chioral hydrate overdose. Case report. Zendell EJ. 
Anesth Prog 19:165-8, Nov-Dec 72 
CHLORAMPHENICOL 
THERAPEUTIC USE 


(Clinical experience with synergic 
antibiotic--anti-inflammatory combination (114 
cases)] Benedetto GO, et 

Rev Cire Argent Odontol 19:51, Oct 72 (Spa) 
{The coimbination of 
chloramphenicol-tetracycline-bromalin- 
hydroxyphenbutazone in oral surgery and infections 
(experience with 58 patients)) Katanlinic A, et al. 
Rev Cire Argent Odontol 35:53-9, Jun 72 (Spa) 


CHLORIDES 


ANALYSIS 


Acephalometric study for preschool children. Bugg JL 
Jr, et al. J Dent Child 40:103-4, Mar-Apr 73 | 
RADIOGRAPHY 
72 j 
| 
| 
{Lipoma of the genian region of the hemiface] 
(Por) 
OCCURRENCE 
The effect of flow rate on the Cl - , Na + and K + 
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Lara Galindo §, et al. Acta Anat (Basel) 83:372-81, 1972 

Surgical anatomy of the chorda tympani. Anson BJ, et 
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BLOOD SUPPLY 


Surgical anatomy of the chorda tympani. Anson BJ, et 
al. Ann Otol Rhinol Laryngol 81:616-31, Oct 72 
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G, et al. Acta Physiol Scand 87:199-207, Feb 73 

Electrophysiological investigations of intravascular 
taste using perfused rat tongue. Bradley RM. 
Am J Physiol 224:300-4, Feb 73 

A rate theory of gustatory stimulation. Heck GL, et al. 
Behav Biol 8:687-712, Jun 73 
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Ann Otolaryngol Chir Cervicofac 89:349-56, Jun 72 
(Eng. Abstr.) (Fre) 
{Present surgical treatment of essential facial 
paralysis. Our simplified technic] Martin H, et al. 
J Med Lyon 51:2001-2 passim, 20 Nov 70 (Eng. Abstr.) 
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Treatment evaluation in dental school clinic. Bartlett 
RC, et al. J Dent Educ 37:16-9, Jul 73 


COMPREHENSIVE HEALTH CARE 


The hospital and comprehensive health care. Wilson 
DB. J Am Dent Assoc 86:1035-8, May 73 

The dentist and total patient care. Buller DL. 
3 Hosp Dent Pract 7:47-8, Apr-Jun 73 

The hospital and comprehensive health care. Wilson 
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Experimental study on abnormal habits and 
malocclusion--disappearance of finger habits. Kawata 
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see also related 
DIAGNOSIS, COMPUTER ASSISTED (E1) 


Computers--is there a middle road? Thurow RC. 
Am J Orthod 63:81-2, Jan 73 

A computerized appraisal of the high-pull face-bow. 
Watson WG. Am J Orthod 62:561-79, Dec 72 
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simulation. Pejsar GG, et al. 
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O’Connor JT. NY State Dent J 39:359-60, Jun-Jul 73 
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Proc Found Orthod Res 282-4, 1971 
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et 5 
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(Contribution of nervous physiology during our 
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CONDITIONING THERAPY see under BEHAVIOR 
THERAPY (F3) 

CONDUCTIVITY see ELECTRIC CONDUCTIVITY 
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CONDUCTOMETRY 


(Determination of with preclinical 
radiography] Tenenbaum 
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CONFERENCES see under CONGRESSES (N3) 
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Laboratory Relations Conference. Farber EM. 
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The First International Prosthodontic Congress. 
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How to do it--organize your own regional 


conference. Gilster JE. 
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Orthodontic Society. Cook JT. 
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Relation of clinical findings to imino acid contents in 
collagenous protein of inflamed human gingiva. 
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human dental pulp. Incidence according to age] 
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[Histopathologic reactions of the connective 
silver amalgam alloy. I] Nagem Filho H, et al. 
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TRANSPLANTATION 


Collagen heterografts for bone replacement. A 
preliminary report. DeVore DT. 

Oral Surg 36:609-15, Oct 73 

[Effects of heterotopic connective tissue 
transplantation on epithelium regeneration) 
Bernimoulin 
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~ The interpapillary a fibres in the 
; gingival col of children PJ. 
Aust Orthod J 3:63-5, Oct 72 
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Oral Surg 35:642-8, May 73 
: DRUG EFFECTS 
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- cements. Cook DJ, et al. 
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Inflammatory potential of root canal sterilizing agents. 
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forces on cells in vitro--a preliminary report. 
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Altered state of consciousness. IV. The relationship 
between the N20-02 experience and the hypnotic 
experience. Carnow R. 
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Altered state of consciousness. IV. The relationship 
between N2-O2 experience and the hypnotic 
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CONSUMER SATISFACTION 


Review of 54 complete denture wearers. Patients’ 
opinions 1 year after treatment. Bergman B, et al. 
Acta Odontol Scand 30:399-414, Oct 72 
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Millis JS. J Am Soc Prev Dent 2:11-4, Nov-Dec 72 
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Patients and consumer’s acceptance of preventive 
dentistry. Douglass CW, et al. 

3 Public Health Dent 32:255-7, Fall 72 
Patients’ evaluation of the outpatient services in a 
school of dental medicine. Kress GC Jr, et al. 
3 Public Health Dent 33:104-19, 1973 
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[Occlusion treatment programs. I. Material for 
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3 Jap Orthod Soc 31:204-5, Jun 72 (Eng. Abstr.) (Jap) 
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PHARMACODYNAMICS 
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Abstr.) (ita 


{Behavior of a synthetic resin (Diamon-D), baked te 
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Influence of sex-linked genes on embryonic sensitivity 
to cortisone in three strains of mice. Francis BM. 
Teratology 7:119-25, Apr 72 
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Freie Zahnarzt 17:413-4, Jul 73 (Ger) 
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mandibular restoration] Kehl K. 
Quintessenz 23:91-4, Sep 72 (Ger) 
(Modern solutions to prosthetic problems] Krause W. 
Quintessenz 23:65-8, Nov 72 (Ger) 
[Office-ground precision attachment] Krause 
Quintessenz 23:105-8, Oct 72 
(Modern solution to a prosthetic ee by ote 
and metal ceramics] Krause W. 
Quintessenz 23:77-9, Aug 72 
= a prosthetic problem with a pin 


Rien and movable connection between residual 
dentition and removable partial denture] Herrmann 
HW. Zahnaerztl Prax 22:215-6, 15 Sep 71 (Ger) 
(Claspless partial denture with bar attachment] Luzi C. 
Zahnaerztl Prax 23:661-2, 15 Dec 72 (Ger) 
[Bar joint precision attachment dentures] Hahn PP, et 
al. Zahntechnik (Berl) 13:457-60, Oct 72 (Ger) 
{Example of prosthetic rehabilitation of a partially 
edentulous dentition using simple laboratory 
procedures] Kutsch D, et al. 
Zahntechnik (Berl) 13:520-2, Dec 72 (Ger) 
{Support of a cast model for partial denture by the 
residual dentition] Schnabel S. 
Zahntechnik (Berl) 13:131-6, Jul 72 (Ger) 
(Support of a partial denture cast model by the residual 
dentition) Schnabel S. 
Zahntechnik (Berl) 13:261-4, Jun 72 (Ger) 
[Attachment of cast partial dentures to residual teeth] 
Schnabel S. Zahntechnik (Berl) 13:360-3, Aug 72 (Ger) 
[Stabilizing the residual dentition] Schnabel S. 
Zahntechnik (Berl) 13:488-90, Nov 72 (Ger) 
{V--Ancora 3--a universal anchor--stressbreaker for 
denture support] Vacek M. 
Zahntechnik (Zur) 29:251-2, May-Jun 71 
(Unilateral free end prosthesis] Singer F. 
ZWR 81:925 passim, 10 Oct 72 (Ger) 
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Rass Odontotec 18:18-27, Mar-Apr 72 
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attachment] Rass Odontotec 20:21-7, Jan-Feb 73 (Ita) 
{The relation between planning of retainers and 
loading on abutment teeth in free-end saddle 
dentures] Sekine H. 

Shikwa Gakuho 73:977-86, May 73 (Eng. -. ) on 
Experimental studies on characteristics 

breaking mechanisms in some kind of y A 
attachment applied to free-end saddle dentures) 
Takanashi S. 


Shikwa Gakuho 72:90-138, Nov 72 (Eng. Abstr.) (Jap) 
(Veneer clasps in dental prostheses] Nitkiewicz T. 
Protet Stomatol 22:279-81, Jul-Aug 72 (Eng. “—— 


‘ol) 
[Removable partial denture Todescan R. 
Rev Asscc Paul Cir Dent 26:239-54, Sep-Oct 72 (Eng. 
Abstr.) (Por) 
{Preparation of partial removable plate and bugle 
Prosthesis with a —— spring-elastic clasp 
attachment] Tsimbaliuk PG. 
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ADVERSE EFFECTS 

(Clasp breakage] Brunner T. 

Zahntechnik (Zur) 30:494-501, Nov-Dec 72 (Ger) 
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Classification and selection of attachments. Mensor MC 
Jr. 3 Prosthet Dent 29:494-7, May 73 
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Use of soft reliners for acrylic appliances. 

3 Acad Gen Dent 21:49, Jul-Aug 73 

ee the complete maxillary denture. Jordan LG. 
Prosthet Dent 28:637-41, Dec 72 
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Use of silicone in relining, rebasing, and duplication of 
dentures. Shelton JL. J Prosthet Dent 28:647-9, Dec 72 

Fast and slow setting functional impression materials 
used in connection with complete denture relinings. 
Rantanen T, et al. 
Suom Hammasilaak Toim 68:175-80, 1972 

(The relining of complete dentures) Gasser F. 
Schweiz M Zahnheilkd 83:305-22, Mar 73 

(Eng. Abstr (Ger) 

[Quick-setting  ansties Ortosil-M and Redont methods 
and results of application] Aliev ZA. 
Stomatologiia (Mosk) 52:40-2, Jul-Aug 73 (Eng. 
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Denture relining material for home use. Report of a 
case. Stafford GD. Br Dent J 134:391-2, 1 May 73 


DENTURE RELINING see DENTURE REBASING 
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Oral surgical aids to prosthetic success. Howe GL. 
Ann R Coll Surg Engl 52:369-79, Jun 73 
Major connectors, united it stands. Henderson D. 
Dent Clin North Am 17:661-78, Oct 73 

The combination clasp and the distal extension 
removable partial denture. Kotowicz WE, et al 
Dent Clin North Am 17:651-60, Oct 73 

RPI (rest, proximal plate, I bar) clasp retainer and its 
modifications. Krol AJ. 

Dent Clin North Am 17:631-49, Oct 73 

Adding weight may promote retention of lower 
denture. Brennom EF. Dent Surv 49:30, Mar 73 
A new approach for determining the posterior limit of 
the upper denture for post-damming. Sabet EM. 
Egypt Dent J 18:245-56, Jul 72 
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by skin-folded pockets. Wallenius K, et al. 
Int J Oral Surg 1:26-33, 1972 

Estasblishing physiologic postpalatal seal with elastic 
material. Kudyba P. J Acad Gen Dent 20:28-9, Sep 72 
Preservation of the mandibular ridge through root 
retention. Leuck MH, et al. 

3 Acad Gen Dent 21:29-32, Jul-Aug 73 
Denture cleansers and retaining devices. Beck HO. 
3 Am Pharm Assoc 13:246-7 passim, May 73 
The use of mucosal inserts and insert extensions in 
difficult maxillary restorative situations. Lew I, et al. 

3 Conn State Dent Assoc 47:14-20, Jan 73 
A study of some factors associated with denture 
retention. Avant WE. J Prosthet Dent 29:383-9, Apr 73 
Maxillary complete denture posterior palatal seal: 
variations in size, shape, and location. Winland RD, et 
al. J Prosthet Dent 29:256-61, Mar 73 
[Retention and stability of denture vibration] Ishihara 
M. Odontology (Tokyo) 60:236-71, Aug 72 
ye gm seal of complete denture} Kysela B, et al. 
Stomatol 73:164-8, 1973 (Eng. Abstr.) (Cze) 
(Ther retentive properties of dental pins) Asikainen M, 
et al. 
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31:262-6, May-Jun 73 (Fre) 
(The Dolder bar-joint denture with the new shell) 
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{Lower bridgework combined with a spring bar 
denture] Ostendorp G. 
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{Function of the normal retainer in partial dentures] 
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[Artificial tooth root as a bridge abutment] Arnaudow 
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{Dentures and tissue) Ehrhardt R. 

Zahntechnik (Berl) 13:288-94, Jul 72 (Ger) 
(The support of partial model casting dentures on 
residual dentition] Schnabel S. 

Zahntechnik (Berl) 13:401-5, Sep 72 (Ger) 
(Bar-joint denture with the new shell. Practical hints 
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Zahntechnik (Zur) 31:221-41, May-Jun 73 (Ger) 
(Springy and articulated connection to the remaining 
dentition) Kérber E. ZWR 82:565-8, 10 Jun 73 (Ger) 
(Expectation of success in partial prosthesis} Kérber E. 
ZWR 82:501-4, 25 May 73 (Ger) 
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supported partial 


Prostheses--instructions for design) 
Korber KH, et al. ZWR 82:558-65, 10 Jun 73 (Ger) 
(Mucogingival surgery for dental prosthesis. A new 
method] Stephanou C. 
Odontiatrike 5:308-11, Jul-Aug 72 
[Physical factors in retention of complete 
Demetriou PP. 
— Proodos 27:143-8, May-Jun 73 (Eng. 
(Gre) 
(The formation of the tuberculum mandibulae and its 
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prosthodontic significance] Szabé M. 
Fogory Sz 66:152-5, 1973 (Hun) 
[Biophysical and mechanical principles involved in the 
stability and retention of total prostheses] De 
Michelis B, et al. 
Minerva Stomatol 21:138-48, Jul-Aug 72 (Eng. Abstr.) 
(Ita) 
{Multiple-arm reversible supporting and holding clamp 
for reinforcing prostheses in the mouth] Voloshko 
AP. Voen Med Zh 5:87-8, May 73 (Rus) 
(Surgical imprevement of the alveolar ridge in cases of 
atrophy of the alveolar process] Schwenzer N. 
Acta Odontol Venez 9:213-28, Dec 71 (Eng. Abstr.) 
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{Retention of lower dentures by means of in 
implants] Nasswetter OJ. 
Rev Argent Implantol Estomatol 1:9-12, Jul My (Spa) 
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INSTRUMENTATION 


A preliminary report on the clinical use of the 
microvalve. Mack AO, et al. J Dent 1:120-4, Feb 73 


STANDARDS 


A comparison of the retention of complete denture 
bases having different types of posterior palatal seal. 
Avant WE. J Prosthet Dent 29:484-93, May 73 


DENTURE STABILITY 


Button inplants re-designed. Cullen R. 
Anglo Contin Dent Soc 12-3, Apr 73 
Denture movements and control. A prelimary study. 
Culver PA, et al. Br Dent J 135:111-6, 7 Aug 73 
Lower denture weighting. Jackson PD. 
Dent Tech 26:6-7, Jan 73 
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Case report. Powell WD. 
3 Tenn State Dent Assoc 53:142-6, Apr 73 
{Retention and stability of denture vibration] Ishihara 
M. Odontology (Tokyo) 60:236-71, Aug 72 
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LR, et al. Plast Reconstr Surg 51:359-63, Apr 73 
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ridges. Bjérlin G, et al. 
Sven Tandlak Tidskr 64:789-94, Nov 71 
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bstr.) 
{Dr. Spang’s Stabilex] 
Zahntechnik (Zur) 31:262-6, May-Jun 73 (Fre) 
{Articulatory phonetics] Shaffer FW, et al. 
Dent Labor (Muach) 21:250-1, Mar 73 (Ger) 
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Quintessenz 23:25-30, Sep 72 (Ger) 
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improvement of denture position) Andra A, et al. 
Zahntechnik (Berl) 13:256-60, Jun 72 (Ger) 
{The support of partial model casting dentures on 
residual dentition] Schnabel S. 
Zahntechnik (Berl) 13:401-5, Sep 72 (Ger) 
{Stabilizing the residual dentition} Schnabel S. 
Zahntechnik (Berl) 13:488-90, Nov 72 (Ger) 
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construction] Brunner T. 
Zahntechnik (Zur) 29:539-46, Nov-Dec 71 (Ger) 
[Expectation of success in partial prosthesis) Kérber E. 
ZWR 82:501-4, 25 May 73 (Ger) 
{Experimental studies on the primary stability of 
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(Veneer in dental prostheses] Nitkiewicz T. 
Protet Stomatol 22:279-81, Jul-Aug 72 (Eng. ——) 
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DEOXYGLUCOSE see under GLUCOSE (D11) 
DEOXYRIBONUCLEASE 


see also related 
STREPTODORNASE AND STREPTOKINASE 
(D9) 
THERAPEUTIC USE 


A proposed iss treatment of oral 
Depalma RA. 


wounds, infection. 
Dent Surv 49:54 passim, Jul 73 


DEOXYRIBONUCLEIC ACID see DNA (D10) 
DEPRESSION 


see also related 
ANTIDEPRESSIVE AGENTS (D6) 


DRUG THERAPY 


{General treatments with antidepressants and their 
importance in general practice] 


oul M. 


Frankign 
Rev Belge Med Dent 27:171-83, Mar 72 (Fre) 
DEPRESSION, BIPOLAR see under PSYCHOSES, 
MANIC-DEPRESSIVE (F2) 


DERMATITIS, CONTACT 


Contact allergy with Scutan. Doser R. 
tessence 


(Experimental clini 
reaction of silver 
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amalgam] 
Stomatologiia (Sofiia) 54:277-83, Jul-Aug 72 (Bul) 


(Contact allergy to Scutan) Déser R. 
Quintessenz 23:88, Aug 72 


ETIOLOGY 


Contact sensitivity to toothpaste. Millard LG. 
Br Med J 1:676, 17 Mar 73 


PREVENTION & CONTROL 


Space age process applied to medical problem. 
McClowry JT, et al. Pa Med 76:41-2, MMay 73 


DERMATITIS MEDICAMENTOSA 


Contact allergy to medicaments and materials used in 


dentistry. IV. Sensitizing effect of 
in surgical dressing. Koch G, et al. 


Odontol Revy 24:109-14, 1973 

(23 cases of severe bullous dermatitis medicamentosa 
with epidermolysis} Huriez C, et al. 
Ann Dermatol Syphiligr (Paris) 99:493-500, 1972 es 


Abstr.) 


ETIOLOGY 


Photosensitive dermatitis due to pyritinol. Ishibashi A, 
et al. Arch Dermatol 107:427-8, Mar 73 


DERMATITIS VENENATA see DERMATITIS, 
CONTACT (C12, C14) 
DERMATOGLYPHICS 


Studies of dysmorphogenesis in children with oral 
clefts. II. Variant palmar patterning, imperfect ridge 


formation and increased palmar cr: 


easing as indices of 


dysmorphogenesis. Gall JC Jr, et al. 
Cleft Palate J 10:203-9, Apr 73 
{Palmar and plantar dermatoglyphics in patients with 
cleft upper lip, alveolar process and palate, 
dermatoglyphics of soles and toes] Dziuba P. 
Czas Stomatol 26:65-8, Jan 73 (Eng. Abstr.) (Pol) 
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with > of upper lip, alveolar process and palate) 
Dziu A 
Czas Stomatol 25:1195-200, Dec 72 (Eng. Abstr.) (Pol) 


DERMATOMYOSITIS 


COMPLICATIONS 


The oral and facial manifestations of dermatomyositis 
with calcinosis. Report of a case. Sanger RG, et al. 
Oral Surg 35:476-88, Apr 73 


DERMOID CYST 
Large sublingual dermoid cyst: report of case. Stewart 


S, et al. J Oral Surg 


31:620-4, A 


ug 73 
[Intraosseous dermoid and epidermoid cysts in the jaw 
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Fortschr 


Abstr.) 


Heidsieck C. 
Kiefer Gesichtschir 15:220-4, 1972 Sx 


CONGENITAL 
(Case report. Congenital neoplasms of the nose and the 
] Schweckendiek W. 
HNO 21:116-9, Apr 73 (Eng. Abstr.) 


PATHOLOGY 


(Ger) 


Subcutaneous dermoid cysts. Brownstein MH, et al. 
Arch Dermatol 107:237-9, Feb 73 

(Quantitative and qualitative ultrastructural findings 
on dental enamel in dermoid teratoma and its relation 
to ralization] Kung YS. 
Dtsch Zahn Mund Kieferheilkd 59:227-34, Oct 72 (Eng. 
Abstr.) (Ger) 


SURGERY 


A surgical follow-up of oculonasal dysplasia, a deviant 
of Goldenhar’s syndrome. Byrne RP, et al. 
3 Oral Surg 31:382-4, May 73 


DESENSITIZATION (PSYCHOLOGIC) see under 
BEHAVIOR THERAPY (F3) 

DESOXYRIBONUCLEASE see 
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DEVELOPING COUNTRIES 


A plan to bring dental care to world’s needy. 
Dent Stud 51:46-7, Feb 73 

Dental education in and for developing countries. 
Robbins A. J Dent Educ 36:33-5, Nov 72 
[Dental care in Gabon in West Africa] Bechtle F. 
Zahnaerzti Prax 24:378 passim, 20 Jul 73 (Ger) 
[Dental projects in Gabon] Hilgers. 

Zahntechnik (Zur) 30:315-8, Jul-Aug 72 (Ger) 
{An American idealist] (Simmons BD), Francke OC. 
Tandiakartidningen 65:540-1, 1 May 73 (Swe) 
(Dentist in a development country--an alternative] 
Friedner S. 

Tandilakartidningen 65:723-5, 15 Jun 73 
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Granhagen R 

Tandilakartidningen 64:609-10, 15 Sep 72 (Swe) 
(My first patient--a medicine man] Nelvig M. 
Tandilakartidningen 64:720-2, 1 Nov 72 (Swe) 
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ADMINISTRATION & DOSAGE 
Intratympanic injection of steroid for treatment of 
facial paralysis. Bryant FL. 
Laryngoscope 83:700-6, May 73 
PHARMACODYNAMICS 


(Teratogenic effect of dexamethasone phosphate 
directly injected into the amniotic fluid) Clavert A, et 
al. C R Soc Biol (Paris) 165:2428-30, 1971 (Fre) 
(Effect of dexamethasone on the bacteria co-existing 
with the cultured cells} Fuse J. 

Odontology (Tokyo) 61:165-75, Apr 73 (Jap) 
[Cytotoxic effect of antibiotics on L cells in the 
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Odontology (Tokyo) 60:780-811, Feb 73 (Jap) 


Response of benign and stridor to 
corticosteroid. Stanton RE. 

Am J Dis Child 126:254-5, Aug 73 

[Inhalable corticosteroid against local radiogenic 
reactions of the mucous membranes] Kleibel F. 
Strahientherapie 145:423-6, Apr 73 (Eng. Abstr.) (Ger) 
(Experiences in the use of corticosteroids in the 
therapy of inflammation inside or around the tooth] 
Tavéiovski I, et al. 

God Zb Med Fak Skopje 18:407-11, 1972 (Ser) 
(Treatment of periapical osteitis with a new multi-drug 
Paste] Yulis Modak J, et al. 
Odontol Chil 20:29-33, Jul-Sep 72 (Spa) 


DEXTRAN 


Detailed structure of a dextran from a cariogenic 
bacterium. Long LW, et al. 

Carbohydr Res 24:216-7, Sep 72 

The affinity of fluoride for protein or protein-dextran 


a studies of contact 
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coated hydroxylapatite. Birkeland JM, et al. 
Scand J Dent Res 79:65-8, 1971 


ANALYSIS 


The nature and amounts of bound glucose in dental 
plaque. Gold W, et al. J Periodontol 44:263-8, May 73 


{The degradation of dextran in human 
saliva] Mishiro Y, et al. 
Odontology (Tokyo) 60:776-9, Feb 73 (Jap) 


PHARMACODYNAMICS 


Reaction of dextrans with antisera to teichoic acids. 
Knox KW, et al. Arch Oral Biol 17:1491-4, Oct 72 
The kinetics of DEAE-dextran-induced cell 
sensitization to transfection. al-Moslih MI, et al. 
3 Gen Virol 18:189-93, Feb 73 


DEXTRANASE 
ISOLATION & PURIFICATION 


(Experimental studies on a dextranase from 

Penicillium funiculosum] Béssmann K, et al. 

Dtsch Zahnaerzt! Z 28:290-4, Feb 73 (Eng. Abstr.) 
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PHARMACODYNAMICS 
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(Effect of dextranase on plaque formation in Macaca 
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3 Jap Stomatol Soc 39:787-99, 


THERAPEUTIC USE 
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mulatta] Noguchi T. 
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DIABETES MELLITUS 


Copernicus Medical Research Foundation as a center 
for the studies of diabetes mellitus and its treatment. 
Godlowski Z. Bull Natl Med Dent Assoc 43:12-6, Fall 71 

Diabetes in dentistry. Fippinger T. 

Dent Stud 51:34-5 passim, Feb 73 

Oral lichen planus and diabetes: a potential syndrome. 
Howell FV, et al. J Calif Dent Assoc 1:58-9, Jul 73 

The comparative analysis of diabetic and non-diabetic 
saliva, study 1; protein separation by disc gel 
electrophoresis. Finestone AJ, et al. 

3 Periodontol 44:175-6, Mar 73 

(B-group vitamins and diabetes mellitus] Nenkov K, et 
al. Stomatologiia (Sofiia) 448-52, Nov-Dec 72 (Bul) 

[Diabetes mellitus and oral surgery] Papanikolaou SI, 
et al. 

Odontostomatol Proodos 27:89-102, Mar-Apr 73 (Eng. 
Abstr.) (Gre) 

(The effect of acute perimaxillary inflammation on 
exacerbations of latent diabetes] Malinowski J, et al. 
Czas Stomatol 26:631-4, 1973 (Eng. Abstr.) (Pol) 


COMPLICATIONS 


tolaryngology. Lucente FE. 
82:131-7, Jan-Feb 73 (39 
ref. 


Epidemiology of periodontal disease in the diabetic and 
the non-diabetic. Campbell MJ. 

Aust Dent J 
Patients at risk. Jastak 
Dent Clin North Am 17:363-77, Jul 73 

Oral manifestations in diabetic patients. swe MS, 
et al. Egypt Dent J 18:291-302, Jul 

The diabetic dental patient. Hawkins Or. 

Q Natl Dent Assoc 31:52-4, Apr 73 
ges ge in diabetes mellitus with reference 


Endocrine problems in o 
Ann Otol Rhinol 


the mouth VEO index] Busch W, et al. 
Dtoch Sahunerati 28:259-62, Feb 73 (Eng. Abstr.) 
(Ger) 


{A new formula for the clinical interpretation of 
periodontal manifestations in diabetic patients) 
Presman J. 

Odontoestomatol 31:319-32, Sep-Oct 72 

) 

[Diabetes mellitus: oral manifestations and dental 
management of the diabetic patient] Mallol Burgos 
EF. Rev Dent (St Domingo) 18:5-15, Dec 72 (Spa) 


{New formula for the clinical interpretation of 
Periodontal manifestations in diabetic patients] 
Presman J. 
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(Glucose and saliva] Bascones Martinez 
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PATHOLOGY 


Continued study of the ultrastructure of the - ee in 
the diabetic mouse. Anapolle SE, et 
Microvasec Res 6:44-50, Jul 73 

{Interpretation of in vivo microscopic findings in the 
human tongue (with special reference to diabetic 
Patients)] Gétze W. 

Dtsch Zahnaerztl Z 27:744-8, Sep 72 (Eng. en 


(Pericapillary changes in gingiva in diabetes 
mellitus) Koray F, et 
Dtsch 28:388, Feb 73 (Ger) 


THERAPY 
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Godlowski Z, et al. 
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DIABETES MELLITUS, JUVENILE 


Parameters of the mixed dentition in diabetic children. 
Bohdtka L, et al. J Dent Res 52:131-5, Jan-Feb 73 


COMPLICATIONS 
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adolescents ew 4 from diabetes mellitus) 
Plotnikov NA, et 


Stomatologiia queen) 52:61-4, Mar-Apr 73 
Abstr.) 


PATHOLOGY 
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DIABETIC ANGIOPATHIES 
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COMPLICATIONS 
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Continued study of the ultrastructure of the gingiva in 


the diabetic mouse. Anapolle SE, et al. 
Microvasec Res 6:44-50, Jul 73 


DIACETYLMORPHINE DERIVATIVES see under 
MORPHINANS (D2) 
DIAGNOSIS, COMPUTER ASSISTED 


The computerization of the ———_ Patient. 

Salzmann JA. Am J Orthod 63:539-40, May 73 

Ss in orthodontics. Williams LJ, et al. 
3 Orthod 63:543-4, May 73 

Orthodontic Prognosis by computer may provide 

instant 


J Dent Educ 37:27-31, Aug 73 
Cassidy RE. US Navy Med 60:23-5, Nov 72 


DIAGNOSTIC ERRORS 


(Proposal of a toxonomy for diagnosis of tooth, mouth 
and jaw diseases for data recording in the surgical 
Polyclinic) Pfeifer G, et al. 

Dtsch Z 28:361, Feb 73 (Ger) 

{The possibility of using Frensen’s classification for 

storing findings and proposals for therapy in the 
Partially edentulous mouth on cards) 
Zukunft D. Zahntechnik (Berl) 13:342-5, Aug 72 — 

(Systematic orthodontic diagnosis] Miyahara 
J Jap Orthod Soc 31:1-21, Jun 72 (Eng. kaon) Goan? 

punched cards with 


microbiological and immunological data sbtained in 
the examination of patients with periodontal 
diseases] Diachenko IuV. 

Stomatologiia (Mosk) 52:89-93, Mar-Apr 73 (Rus) 


DIAGNOSIS, DIFFERENTIAL 


(Radicular cysts 

versus 

examinations} Casati-Alvares L, et al. 

Rev Gaucha Odontol 20:317-22, Oct-Dec 72 (Eng. 
Abstr.) (Por) 


DIAGNOSIS, LABORATORY 


The role of the clinical bacteriology laboratory in the 
selection of antibiotics for clinical use. Brown AF, et 
al. J Hosp Dent Pract 6:118-24, Oct-Dec 72 

(Re-evaluation of capillary microscope as a means of 
diagnosis} Okamura H. 

Odontology (Tokyo) 61:35-53, Apr 73 (Jap) 


DIAGNOSIS, ORAL 


Examination of patients for prosthesis: especially the 
aging patients. Katulski EM. 
Ann Dent 31:87-91, Winter 72 
Ultraviolet autofluorescence: an aid in oral diagnosis. 
Hanosh FN. Chron Omaha Dist Dent Soc 36:43-5, Oct 72 
Evaluation of patients with maxillofacial pain. Blozis 
GG. Dent Clin North Am 17:379-89, Jul 73 
Psychodynamics of dental emergencies. Dworkin SF. 
Dent Clin North Am 17:403-16, Jul 73 
Understanding and diagnosing oral disease. Baughman 
RA. Fla Dent J 43:8-9, Winter 72 
Palpation: a diagnostic aid. Zach GA. 
J Acad Gen Dent 21:46-7, Jul-Aug 73 
Comprehensive oral examination. Brown WT, et al. 
3 Am Soc Prev Dent 2:18-21, Sep-Oct 72 
Emergency patients: source for learning oral diagnosis. 
Sharav Y, et al. J Dent Educ 37:31-4, Jun 73 
Health appraisal of “apparently well” patient in oral 
diagnosis. Simpson TH, et al. 
J Dent Educ 37:27-30, Jun 73 
Case presentations in hospital dental departments; a 
new look. Wasserman BS. 
3 Hosp Dent Pract 7:10-1, Jan-Mar 73 
Examination and diagnosis in endodontics. Blair HA. 
3 Ky Dent Assoc 24:18-20, Oct 72 
Psychological questionnaire design for oral diagnosis. 
Arnold M. J Oral Med 28:18-27, Jan-Mar 73 
Oral diagnosis in preventive dentistry. Green D. 
3 Wis State Dent Soc 49:34, Jan 73 
A rationale for diagnosis. Berger M, et al. 
NY State Dent J 39:18-20, Jan 73 
Dental aspects of the early and periodic screening 
diagnosis and treatment program under medicaid. 
Cons NC. NY State Dent J 29:146-7, Mar 73 
A standardized system for diagnosing, recording and 
analyzing dental caries data. Miller IJ, et al. 
Scand J Dent Res 81:1-11, 1973 
Fixation artifacts in oral biopey specimens. Abbey LM, 
et al. Va Dent J 49:31-4, Dec 
(Transillumination of the oral cavity 
optics] Friedman J. 
Med Hyg (Geneve) 30:1460-2, 11 Oct 72 (Fre) 
[Practical use of diagnostic means in orthodontics] 
Navarro P. 


Orthod Fr 42:349-53, 1971 (Eng. — (Fre) 
{Diagnosis of intradental foci] Kramer 
Zahmaerzt! Prax 24:91-5, 16 Feb 73 (Ger) 


{Anatomic landmarks in correct diagnosis) 
Athanasopoulos P, et al. 

Odontostomatol Proodos 26:274-90, Sep-Oct 72 bs 

Gre) 


Odontostomatol Proodos 27:21-36, Jan-Feb 73 es 
Abstr.) 


INSTRUMENTATION 
{Clinical application of thermovision in inflammation 


(Ger) 
DIAGNOSTIC ERRORS 
technic with a short cone. Shortcomings of 
this procedure. O’Grady CS, et al. 


Dent Radiogr Photogr 46:15-9, 1973 
Periodontal probing: interinvestigator discrepancies 
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| 
Computer based simulated patient for teaching 
history-taking. Brody HA, et al. 


DIAGNOSTIC ERRORS 


and correlations between —- force and recorded 
depth. Hassell TM, et 
Hely Odontol Acta 17: 20-42, Apr 73 

The effect of examiner error on the extent of recorded 
fluctuatins in marginal gingivitis. McClendon BJ, et al. 
3 Periodontol 43:537-9, Sep 72 

Projected artifacts viewed on soft-tissue dental 
radiographs. Report of a case. Chomenko AG, et al. 
Oral Surg 34:838-40, Nov 72 

Incorrect diagnosis of a misplaced premolar. Stapff KH. 
Quintessence Int 3:9-10, Oct 72 

Errors in determination of landmarks in connection 
with methodological problems in roentgenographic 
growth studies. Altuna G, et al. 
Trans Eur Orthod Soc 373-86, 1971 

(How reliable is the electric pulptester?] Kloprogge 
MJ, et al. 
Abstr.) (Dut) 
[2 cases of pseudoneuralgia of the trigeminal nerve] 
Sarnowska I, et al. 
Czas Stomatol 26:391-4, 1973 (Eng. Abstr.) (Pol) 


DIAGNOSTIC SERVICES 


[Anonymous medicine unwanted] Hartlmaier KM. 
Zahnaerzt! Mitt 63:12-6, 1 Jan 73 (Ger) 


DIALYSIS 


Dental management of the patient treated by renal 
transplantation: preoperative and postoperative 
considerations. Bottomley WK, et al. 
J Am Dent Assoc 85:1330-5, Dec 72 


DIALYSIS, EXTRACORPOREAL see 
HEMODIALYSIS (E2) 

DIALYSIS, ILEAL LOOP see under HEMODIALYSIS 
(E2) 

DIANABOL see METHANDROSTENOLONE (D2, D8) 

DIAPHANOSCOPY see under 
TRANSILLUMINATION (E1) 

DIAPHYSEAL ACLASIS see EXOSTOSES, 
MULTIPLE (C3) 

DIASTASE see AMYLASE (D9) 

DIASTEMA 


Occlusion and malocclusion in Lagos. Richardson A, et 
al. J Dent 1:134-9, Feb 73 
The central diastema. A case report. Voth ED. 
SDA Dent 6:20-1, Winter 72 
(Secondary upper lateral interincisor diastema or 
Quintero’s early sign. Etiology, semeiologic value ond 
therapeutic results] Dahan J. 
Orthod Fr 42:499-515, 1971 (Eng. Abstr.) (Fre) 
{Interdental space] Michaeli K. | 
ZWR 82:489-92, 25 May 73 (Ger) 
{Clinical examination, diagnosis, therapy and outcome 
in a case of malocclusion) Riccioli GA. 
Mondo Odontostomatol 14:473-81, May-Jun 72 (Ita) 
[Studies on interdental spaces of the deciduous dental 
arch. 3. Changes in opposing positions of upper and 
lower teeth with occurrence of interdental spaces] 
Tsuboi G. 
Shikwa Gakuho 73:1217-27, Jul 73 (Eng. Abstr.) (Jap) 
[Studies on interdental spaces of the deciduous dental 
arch. 2. Changes in opposing positions of the upper 
and lower teeth with the occurrence of interdental 
spaces] Tsuboi G. 
Shikwa Gakuho 73:934-49, May 73 (Eng. Abstr.) (Jap) 
[Studies on interdental spaces of the deciduous dental 
arch. 1. Patterns of interdental spaces] Tsuboi G. 
Shikwa Gakuho 73:925-33, May 73 (Eng. Abstr.) (Jap) 
a significance of interproximal areas] 


Dentoral (Istanbul) 4:90-5, Mar-Apr 72 (Tur) 
GROWTH & DEVELOPMENT 
Normal development of the jaws and teeth in pigs, and 
the delay and malocclusion produced by calorie 
deficiencies. Tonge CH, et al. J Amat 115:1-22, May 73 
OCCURRENCE 
The prevalence of malocclusion in Swedish 
schoolchildren. Thilander B, et al. 
Scand J Dent Res 81:12-21, 1973 
PREVENTION & CONTROL 
The effect of superior labial grog 4 in cases with 


midline diastema. Bergstrém K, et al. 
Am J Orthod 63:633-8, Jun 73 
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SURGERY 


and corticotomy. Massey 
3 Ga Dent Assoc 46:26-7, _ 72 
Correction of diastemas by ‘anterior osteotomy and 
midline ostectomy. Cole JR 2d, et al. 
3 Oral Surg 31:308-13, Apr 73 
Immediate surgical closure of multiple maxillary 
diastemas. Peterson LJ. J Oral Surg 31:522-7, Jul 73 
[Results of mesiodistal displacement of teeth with a 
single root] Kamysheva LI. 
Stomatologiia (Mosk) 52:59-61, May-Jun 73 (Eng. 
Abstr.) (Rus) 
(Corticotomy and orthodontic treatment in maxillary 
endognathy and protrusion with diastema] Igiksal E. 
Dishekim Derg 3:525-32, Oct 72 (Tur) 


THERAPY 


Treatment of a maxillary median diastema associated 
with 4 supernumerary teeth. Haynes S. 

Trans Br Soc Study Orthod 57:145-8, 1970-71 
Treatment of a maxillary median diastema associated 
with 4 supernumerary teeth. Haynes S. 

Trans Br Soc Study Orthod 57:145-8, 1970-71 
(Orthodontic correction of dental malpositioning 
associated with a diastoma in an adult) Schapira M, et 
al. Stomatologia (Bucur) 20:87-90, Jan-Feb 73 (Rum) 


DIATHERMY 


[Histologic study of the pulp stump and periapical 
tissues of teeth subjected to diathermic water] 
Hizatugu R, et al. Incisivo 1:22-5, Jun 72 (Por) 


DIAZEPAM 


Intravenous diazepam in dentistry: monitoring results 
from a controlled clinical trial. Dixon RA, et al. 
Br J Anaesth 45:202-6, Feb 73 

A summary of dental anaesthesia and sedation 
techniques. Hodge N. 

Dent Anmaesth Sedat 1:8-12, Aug 72 

Intake of diazepam and hashish by alcohol preferring 
rats deprived of alcohol. Amit Z, et al. 
Physiol Behav 10:523-7, Mar 73 

Premedication for peroral endoscopy. Two 
double-blind studies. Petersen H, et al. 

Scand J Gastroenterol 7:583-7, 1972 


ADMINISTRATION & DOSAGE 


Intravenous sedation in oral surgery. A report on 1,142 
cases using diazepam. Litchfield NB. 

Aust Dent J 17:429-33, Dec 72 

Intravenous sedation in dentistry: pentazocine. 
Graninger JK. Dent Anaesth Sedat 2:15-7, Apr 73 
Intravenous sedation used on the very young ‘and very 
old dental patient. Litchfield NB. 

Dent Anaesth Sedat 2:7-8, Jun 73 

Intravenous sedation. Trieger N. 

Dent Clin North Am _ 17:249-61, Apr 73 
Intravenous diazepam in dentistry: operating 
conditions in a controlled clinical trial. Dixon RA, et 
al. J Dent 1:2-6, Oct 72 

Intravenous diazepam in dentistry: operating 
conditions in a controlled clinical trial. Dixon RA, et 
al. J Dent 1:2-6, Oct 72 

Barbiturate narco sedation in dentistry. Travin MS. 
NY State Dent J 38:477-83, Oct 72 

{The use of the sedative effect of ee ina 
Pedodontic practice] Solna A, et 

Stomatologiia (Bucur) 22:157-60, 73 (Eng. 
Abstr.) (Rum) 
[Diazepam in dentistry] Midda M. 

Dishekim Derg 3:465-74, Oct 72 (Eng. Abstr.) (Tur) 


PHARMACODYNAMICS 


Premedication in children. A controlled clinical trial of 
oral triclofos and diazepam. Boyd JD, et al. 
Br J Anaesth 45:501-6, May 73 

Acute tolerance to diazepam in cats; lack of 
cross-tolerance to phenobarbital and methocarbamol. 
Barnett A, et al. Eur J Pharmacol 14:301-2, May 71 

(Heart, cardiovascular circulation, metabolism and 
ventilation behavior in oral -~ under analgesia 
and sedation] Esser E, e 
Dtsch Zahnaerzt! Z 27: 876.80, 1972 (Eng. Abstr.) (Ger) 


Diazepam...a comparison with other sedative drugs. 
Keep V. Dent Anaesth Sedat 2:22-4 passim, Jun 73 


THERAPEUTIC USE 


Control of gagging. Molloy MJ. NZ Dent J 68:316, Oct 72 
Drugs for convulsions. Bell DR. 
Trop Doct 3:88-91, 


INDEX DENTAL LITERATURE 


DIBENZAZEPINES 
THERAPEUTIC USE 


[Results of tegretol treatment in maxillofacial pain] 
Kobierska- K. 


Czas Stomatol 26:147-50, Feb 73 (Eng. Abstr.) (Pol) 
DIBENZEPIN see under DIBENZAZEPINES (D2) 
DIENCEPHALON 

PHYSIOLOGY 


the cat. Achari 
Arch Oral Biol 17:1073-80, “jul 72 


DIET 


The effects of oral inoculation of the yeast and mycelial 
phases of Candida albicans in rats fed on normal and 
carbohydrate rich diets. Russell C, et al. 
Arch Oral Biol 18:409-12, Mar 73 

Effect of diet in West Africa on human salivary amylase 
activity. Wesley-Hadzija B, et al. 

Arch Oral Biol 17:1415-20, Oct 72 

Diet, nutrition, and masticatory ability in a group of 
elderly edentulous patients. Ettinger RL. 

Aust Dent J 18:12-9, Feb 73 

The masticatory performance and dietary intake of 
elderly edentulous patients. Neill DJ, et al. 
Dent Pract Dent Rec 22:384-9, Jun 72 

Diet, nutrition and the elderly edentulous patient. 
Ettinger RL. Edinb Dent Hosp Gaz 12:24-9, Summer 72 
Diet counseling to prevent caries. Truuvert M. 
Ont Dent 50:6-11, Aug 73 

Teething, diet and health. 6. Bertrand FR. 
Probe (Lond) 14:571-2, Jun 73 

(Why mineral enriched bread?}] Myhre H. 
Tid Tann 34:7-9, Feb 73 

(Why mineral enriched bread?] Myhre H. 
Tid Tann 34:7-9, Feb 73 (Nor) 
{Can we omit water fluoridation?) Torell P. 
Odontol Samf Finl Arsb 58-69, 1971 (Swe) 


DIET, ATHEROGENIC 


Evidence of alveolar bone loss in rats fed an 
atherogenic diet. Plenk H Jr, et al. 
J Periodont Res 8:106-15, 1973 


DIET, CARIOGENIC 


Effects of nutrition on the composition of tooth lipids 
and fatty acids in rats. 3. Effects of feeding different 
oils and fats on caries and on fatty acid composition of 
teeth. Alam SQ, et al. J Dent Res 52:236-41, Mar-Apr 73 

Effects of nutrition on the composition of tooth lipids 
and fatty acids in rats. II. Effects of restriction of a 
cariogenic diet on caries and lipid composition of 
molars and incisors. Alam SQ, et al. 

3 Dent Res 52:229-35, Mar-Apr 73 

Effect of the contraceptive steroids norethynodrel and 
imestranol on dental caries activity in young adult 
female rats. Liu FT, et al. 

J Dent Res 52:753-7, Jul-Aug 73 

Influence of experimental diets on carious lesions in 
the occlusal sulci and on the smooth surfaces of the 
molars of caries-susceptible rats. Shaw JH. 

J Dent Res 52:291-9, Mar-Apr 73 

Caries-producing potential of foods. Kert LA. 

3 Ga Dent Assoc 46:18-20, Winter 73 

High sucrose snacks: are they doubly dangerous? 
Shannon IL, et al. Tex Dent J 91:8-10, Aug 73 

of the weak cariogenicity of a sugar 

iched regimen given to 2 strains of rats] Mechin 


Rev Fr Odontostomatol 19:219-22, May-Jun 72 (Fre) 
{Influencing caries susceptibility in rats — mixed 

streptococcal — a Ketterl W, et 

Dtsch Zahnaerztl Z 28:344-6, Fob 73 (Rag. 


[The induction of dental deposits by 
diet in long-term animal experiment] Kocher KB, et 
al. 


Dtsch Zahnaerztl Z 28:337-42, Feb 73 (Eng. Abstr.) 
Ger) 


(Effect of the administration of citric acid on rats fed a 

cariogenic diet) Sortino G, et al. 

Riv Ital Stomatol 26:795-9, Nov 71 (Ita) 
(Breeding environments of dental caries in hamsters 

induced by streptococcus mutans] Fukatsu T, et al. 

Aichi Gakuin J Dent Sci 10:79-83, Sep 72 (Eng. "oe 

Jap 

[The cariogenic effect of excess sugar as compared 
with starch in synthetic diets in hamsters) Jantea F, et 
al. 


Stomatologia (Bucur) 20:19-28, Jan-Feb 73 (Eng. 
Abstr.) (Rum) 
fluoridation?] Torell P. 
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INDEX DENTAL LITERATURE 


DIET SURVEYS see under NUTRITION SURVEYS 
(N1) 
DIET THERAPY 


Dental disease control, home treatment program: case 
report of patient with severe gingivitis and rampant 
caries. VandeVoorde HE, et al. 

Ill Dent J 42:231-7, Apr 73 


DIETARY CALCIUM see CALCIUM, DIETARY (D1) 
DIETARY CARBOHYDRATES 


see also related 
DIET THERAPY (E2) 


Studies on dog saliva. IV. The effect of carbohydrate 
diet on the activity of some hydrolytic enzymes. 
Larmas M, et al. Acta Odontol Scand 30:629-41, Dec 72 

Amylase and protein in parotid saliva after load doses 
of different dietary carbohydrates. Behall KM, et al. 
Am J Clin Nutr 26:17-22, Jan 73 

The effects of oral inoculation of the yeast and mycelial 
Phases of Candida albicans in rats fed on normal and 
carbohydrate rich diets. Russell C, et al. 

Arch Oral Biol 18:409-12, Mar 73 

Sugar, sugar substitutes, and tooth decay. Brook M. 
Community Health (Bristol) 3:257-62, May-Jun 72 

Caries-producing potential of foods. Kert LA. 

3 Ga Dent Assoc 46:18-20, Winter 73 

Sweet indiscretion. Tillis BP. 

NY State Dent J 39:334-5, Jun-Jul 73 

(The induction of dental deposits by carbohydrate-rich 
= in long-term animal experiment] Kocher KB, et 


Dtsch Zahnaerztl Z 28:337-42, Feb 73 (Eng. Abstr.) 
Ger) 


{Sugars and prevention of dental caries] Jaficzuk Z. 
Czas Stomatol 25:885-90, Sep 72 (Eng. Abstr.) (Pol) 


ADVERSE EFFECTS 


Sucrose. A common enemy. Morse DR. 

J Am Soc Prev Dent 2:27-8, Sep-Oct 72 
Sugar and disease. Yudkin J. 

Nature (Lond) 239:197-9, 22 Sep 72 

[Phosphoric acid in the champagne and petit fours of 
those we’re responsible for] 


Dentoscope 6:24, Mar-Apr 73 (Fre) 
METABOLISM 

PHARMACODYNAMICS 


The effect of various sugars and sugar mixtures on the 
activity and formation of enzymes of dental plaque 
and oral fluid. Makinen KK, et al. 

Acta Odontol Scand 30:259-75, May 72 

Effect of sugars and sugar mixtures on dental plaque. 
Scheinin A, et al. 

Acta Odontol Scand 30:235-57, May 72 

Effect of dietary sucrose on quantity and quality of 
plaque. Folke LE, et al. 

Scand J Dent Res 80:529-33, 1972 

[Demonstration of the weak cariogenicity of a sugar 
= regimen given to 2 strains of rats] Mechin 


Rev Fr Odontostomatol 19:219-22, May-Jun 72 (Fre) 
{The cariogenic effect of excess sugar as compared 
a starch in synthetic diets in hamsters] Jantea F, et 


, (Bucur) 20:19-28, Jan-Feb 73 
Abstr.) 


DIETARY FATS 


see also related 
DIET THERAPY (E2) 


Effect of diet deficient in essential fatty acid on fatty 
acid composition of enamel and dentine of the rat. 
Prout RE, et al. Arch Oral Biol 18:583-90, May 73 

MCT cookies, cakes, and quick breads: quality and 
acceptability. Bowman F. 

Feb 73 
ess of 


3 Am Diet Assoc 62:180-5. 

(Research on the lycerides 

synthesized from odd and even fatty acids} Gontzea I, 

et al. Ann Nutr Aliment 26:209-20, 1972 (Fre) 
METABOLISM 


Lingual lipage and its role in the digestion of dietary 
lipid. Hamosh M, et al. J Clin Invest 52:88-95, Jan 73 


DIETARY HABITS see under FOOD HABITS (F1) 


DIETARY PROTEINS 


(E2) 
PROTEIN DEFICIENCY (C13) 


Protein concentrates and cellulose as additives in meat 
loaves. Nollman DS, et al. 
3 Am Diet Assoc 61:658-61, Dec 72 

Food antibodies in oral disease: a study of serum 
antibodies to food proteins in aphthous ulceration and 
other oral diseases. Thomas HC, et al. 
3 Clin Pathol 26:371-4, May 73 

Effect of undernutrition during the perinatal period on 
caries development in the rat. 11. Caries susceptibility 
in underfed rats supplemented with protein or caloric 
additions during the suckling period. Menaker L, et al. 
J Dent Res 52:680-7, Jul-Aug 73 

Effect of undernutrition during the perinatal period on 
caries development in the rat. 3. Effects of 
undernutrition on biochemical parameters in the 
developing submandibular salivary gland. Menaker L, 
et al. J Dent Res 52:688-91, Jul-Aug 73 

Effect of undernutrition during the perinatal period on 
caries development in the rat. IV. Effects of 
differential tooth eruption and exposure to a 
cariogenic diet on subsequent dental caries incidence. 
Menaker L, et al. J Dent Res 52:692-7, Jul-Aug 73 

Protein preference in protein-malnourished monkeys. 
Peregoy PL, et al. Percept Mot Skills 35:495-503, Oct 72 


[Phosphoric acid in the champagne and petit fours of 
those we’re responsible for] 
Dentoscope 6:24, Mar-Apr 73 (Fre) 


DIETETICS 


Elements of dietetics for the general practitioner. 
Enwonwu CO. Int Dent J oe Jun 73 


DIFFUSION 


[Phenomenons of diffusion at initial stage of dental 
amalgam fixation. 3. Application to dental amalgams] 
Blanc-Benon J. 


Ann Odontostomatol (Lyon) 29:124-33, May-Jun 72 
(Fre) 

(Phenomenons of diffusion at initial stage of dental 

amalgam fixation. I. General presentation] 

Guiraldenq P. 

Ann Odontostomatol (Lyon) 29:107-8, May-Jun 72 


(Fre) 
[Phenomenons of diffusion at initial stage of dental 
amalgam Diffusi 


fixation. II. ion in metallurgy] 
Treheux D. 


Ann Odontostomatol (Lyon) 29:109-23, er 
DIHYDROCHOLESTEROL see under CHOLESTEROL 
(D2,D11) 
DIHYDROMORPHINONE DERIVATIVES see under 
MORPHINANS (D2) 
DILANTIN see DIPHENYLHYDANTOIN (D6) 
DIMETHYL SULFOXIDE 
ADMINISTRATION & DOSAGE 
\mlcrofiors to streptomycin under ‘the influence of 
dimexide}) Aleksevich Ial, et 
Vrach Delo 9:147-50, Sep 72 (Eng. Abstr.) (Rus) 
PHARMACODYNAMICS 


Effects of dimethyl sulfoxide on developing avian 
bones. Thompson CC. J Dent Res 52:185, Jan-Feb 73 


THERAPEUTIC USE 


(Present knowledge of the use of dimethylsulfoxide 
(DMSO) in conservative stomatology] Pilz W, et al. 
Dtsch Stomatol 22:570-3, Jul 72 (Eng. Abstr.) (Ger) 

[New — of herpes simplex therapy in the 
dermato! cal practice) Weitgasser H. 


Hautarst. 24:290-901, Jul 73 (Ger) 
DIPHENHYDRAMINE 

ADMINISTRATION & DOSAGE 
Diphe hydrochloride; its use as a local 


in dentistry. Malamed SF. 
Anesth Prog 20:76-82, May-Jun 73 


DIRECTORIES 


DIPHENYLHYDANTOIN 
ADVERSE EFFECTS 


Treating drug-induced gingival hyperplasia. Blaine E, 

et al. Dent Surv 49:40 passim, May 73 

Diphenylhydantoin-induced gingival hyperplasia: its 

relationship to dose and serum level. Kapur RN, et al. 

Dev Med Child Neurol 15:483-7, Aug 73 

Ascorbic acid deficiency associated with dilantin 

hyperplasia. Stambaugh RV, et al. 

3 Periodontol 44:244-7, Apr 73 

Gingival hyperplasia during dilantin-therapy; a survey 

of 312 patients. Klar LA. 

J Public Health Dent 33:180-5, Summer 73 

Dilantin and hare-lip. Dunstone M. 

Med J Aust 2:54, 1 Jul 72 

Gingival hypertrophy after diphenylhydantoin. 
Livingston S, et al. N Engl J Med 287:990-1, 9 Nov 72 

Incidence of diphenylhydantoin gingival hyperplasia. 

Angelopoulos AP, et al. Oral Surg 34:898-906, Dec 72 

Effective treatment of Dilantin gingival hyperplasia. 

Sheridan PJ, et al. Oral Surg 35:42-6, Jan 73 

[Epileptic children as patients in a systematic school 

dental service] Lonberg B. 

Tandlaegebiadet 77:46-58, Jan 73 (Eng. Abstr.) (Dan) 

(Sturge-Weber syndrome and dilantin gingival 

hypertrophy] Gombos F, et al. 

Arch Stomatol (Napoli) il: 51-63, Jan-Mar 70 4 

Abstr.) 

(Dilantin hyperplasia] Inceoglu MK 

Dishekim Derg 3:395-8, Jul 72 (Tur) 

ANTAGONISTS & INHIBITORS 


The m effect of folinic acid 
diphenylhydantoin-induced in mice. 
Schardein JL, et al. 

Toxicol Appl Pharmacol 24:150-8, Jan 73 


Distribution and metabolism of diphenylhydantoin in 
oral and nonoral tissues of ferrets. Steinberg AD, et al. 
3 Dent Res 52:267-70, Mar-Apr 73 

Clinical implications of certain aspects of 
diphenylhydantoin metabolism. Bochner F, et al. 
Proc Aust Assoc Neurol 9:171-8, 1973 


PHARMACODYNAMICS 


Clinical and experimental studies on folic acid 
deficiency due to anticonvulsants. 2. Investigations on 
Patients receiving anticonvulsants and experimental 
study on the effect of diphenylhydantoin on the 
absorption of folic acid in rats. Taguchi H. 
Acta Med Okayama 25:551-66, Oct 71 
Effect of diphenylhydantoin on palatal closure in the 
rat embryo. Fahey WJ. 

Pharmacol Ther Dent 1:203-7, Jun 71 

(Gingival modifications during treatment with sodium 
phenytoin] Payen J. 

Rev Fr Odontostomatol 19:47-9 passim, Jan-Feb 72 
(Fre) 


(New treatment of parodontolysis) Savini EC, et al. 
Rev Fr Odontostomatol 19:55-61, Jan-Feb 72 (Fre) 


THERAPEUTIC USE 


Drugs for convulsions. Bell DR. 

Trop Doct 3:88-91, Apr 73 

(Use of sodium phenytoin in the treatment of 

Periodontal diseases] Chikhani P. 

— Odontostomatol (Paris) 26:265-74, 1972 os. 
) 


DIPLOPIA 
ETIOLOGY 


Diplopia as a sign of basal skull fracture accompanying a 
fractured mandible: report of case. Curran JB, et al. 
3 Oral Surg 30:845-7, Nov 72 

(Trauma and fractures of the orbital region] 
Meulemans G. 
Abstr.) 


DIPROTRIZOATE see under CONTRAST MEDIA 
(D13) 

DIRECT SERVICE COSTS see under COSTS AND 
COST ANALYSIS (N3) 

DIRECTORIES 


The New York of Dentistry. Fellowship list. 
Ann Dent 31:92-102, Winter 72 

Arizona State Dental Association 1973-74 roster. 
Ariz Dent J 19:21-8, Jul-Aug 73 

Membership roster. Arkansas State Dental Association. 
Arkansas Dent J 43:16-7, Dec 72 


DIRECTORIES 


Cincinnati Dental Society 1972 directory. 

Bull Cinci Dent Soc 41:19-51, Sep 2 
Cincinnati Dental Society 1973 directory. 

Bull Cinci Dent Soc 42:15-45, Sep 73 

Passaic County Dental Society membership roster 
1972-1973. Bull Passaic Cty Dent Soc 17-21, Oct 72 
The membership of the Omaha Dental Assistants’ 
Society 1972-73. 

Chron Omaha Dist Dent Soc 36:47-9, Oct 72 
Illinois State Dental Society —— directory 
addendum. Ill Dent J 41:635, Oct 

1973-74 membership directory. 

Ill Dent J 42:487-553, Aug 73 

Fédération Dentaire Internationale Chronicle of the 
XVth World Dental Congress and 60th Annual 
Session, Mexico City, 21st-28th October 1972. 
Int Dent J 23:108-256, Mar 

Iowa Dental Association 1973 membership directory. 
Active and life members. Iowa Dent J 58:31-54, Dec 72 
American College of Dentists Foundation. 

3 Am Coll Dent 40:12-3, Jan 72 

Members of the Colorado Dental Association. 

3 Colo Dent Assoc 51:69-83, May 73 

American Association of Hospital Dentists, active, 
affillate and associate membership roster. 

3 Hosp Dent Pract 6:125-47, Oct-Dec 72 
Members of Indiana Dental Association, 1972. 

J Indiana State Dent Assoc 51:316 passim, Aug-Sep 72 
Roster of members. Kansas State Dental Association. 
3 Kans State Dent Assoc 57:107-24, Jul 73 
The 1973 membership roster. 

3 Nebr Dent Assoc 49:19-30, Winter 72 
Membership roster--Oklahoma State Dental 
Association. J Okla State Dent Assoc 63:15-31, Jul 72 
American Board of Prosthodontics. Laney WR. 
3 Prosthet Dent 28:657, 72 

Are you classified properly in the American Dental 
Directory? Cons NC. J Public Health Dent 33:127, 1973 
Tennessee Dental Association directory and 
membership roster 1973-74. 

3 Tenn State Dent Assoc 53:255-82, Jul 73 
Greater Kansas City Dental Society 1973 membership 
directory. Midwest Dent 49:3-35, Aug 73 
Official roster of the Minneapolis District Dental 
Society. Minneap Dist Dent J 56:1 Suppl, Fall 72 
Members of Pennsylvania Dental Association. 
Pa Dent J (Harrisb) 39:5-111, Dec 72 

1973 dental directory (Loma Linda alumni). 
SDA Dent 6:31-126, Winter 72 

European Orthodontic Society. 

Trans Eur Orthod Soc 15-35, 1971 

Members of the Virginia Dental Association. 
Va Dent J 50:7-61, Jun 73 


DISABILITY EVALUATION 


[Estimation of damage to the masticatory apparatus 
according to civil law] Fontana G. 
Mondo Odontostomatol 14:611-20, Jul-Aug 72 (Eng. 
Abstr.) (Ita) 
{Analysis of stomatological morbity with temporary 
work incapacitation of workers of F.E.Dze 
metallurgic Plant] Gudymenko LI. 
Stomatologiia (Mosk) 52:73-4, Jul-Aug 73 (Rus) 
{Medical expert testimony of capacity for work in cases 
of maxillary fractures] Levenets AK. 
(Mosk) 52:39-40, May-Jun 73 
itr.) 


DISABLED see HANDICAPPED (M, N1) 

DISACCHARIDASES see under GLYCOSIDE 
HYDROLASES (D9) 

DISASTERS . 


Managua--five seconds to 
Fla Dent J 44:2-3, Spring 73 

New tax rules for casualty and disaster losses. 
Tic 32:11, Feb 73 


DISEASE MODELS, ANIMAL 


The vervet monkey (Cercopithecus aethiops) as an 
experimental model for pulpal studies. Retief DH, et 
al. J Dent Assoc S Afr 28:98-103, Feb 73 

Buccal commissurectomy in miniature swine. Gillis MF, 
et al. J Dent Res 52:847, Jul-Aug 73 

Restraint of monkeys for craniofacial research. 
McNamara JA Jr. J Dent Res 52:183, Jan-Feb 73 

Experimental gingivitis in Macaca speciosa monkeys: 
clinical, bacteriologic and histologic similarities to 
human gingivitis. Krygier G, et al. 

3 Periodontol 44:454-63, Aug 73 

{ Albino rat as an experimental animal in experimental 
periodontology] Schneider HG. 

Dtsch Stomatol 22:599-607, Aug 72 (Eng. Abstr.) (Ger) 

models in periodontic research] 
Mihlemann 
Dtsch Z 28:106-12, Feb 73 (Eng. 


(Testing of materials and methods for crown and 
prosthesis on animals) Klétzer WT, et al. 


S-126 


Hehn RM. 


Schweiz Monatsschr Zahnheilkd 83:163-244, Feb 73 
(Eng. Abstr.) (Ger) 
(Fundamental studies on the arsenic metabolism on the 
fate of radioisotope 74As administered to 
experimental animals and the pharmacodynamic 
action of the antidotes on the arsenic poisoning] 
Tsutsumi S. Shikwa Gakuho 72:1-25, May 72 (Jap) 


DISEASES IN TWINS 


[Gonionic angle and incisal occlusion] Deffez JP, et al. 
Orthod Fr 42:171-81, 1971 (Eng. Abstr.) (Fre) 
(Comparative assessment of various methods of 
orthodontic treatment of twins] Bondar’ LA. 
Stomatologiia (Mosk) 52:50-2, May-Jun 73 (Eng. 
Abstr.) (Rus) 


DISINFECTANTS 


Dental asepsis. CAL 36:6-10, Oct 72 
[Problem of hand disinfection in dental practice] 
Quintessenz J 2:19-23, Jan 72- (Ger) 
[Disinfection of manual instrument and angle pieces 
using disinfection =, Holtkamp B, et al. 
ZWR 81:955-8, 25 Oct (Ger) 
[Disinfection in the dah laboratory 
Tandteknikern 41:152-3, Aug 72 


PHARMACODYNAMICS 


(Swe) 


[Disinfectants and impression ‘eee in dental 
prosthesis} Ludwiczak T, et 
Czas Stomatol 25:857-63, Sep 72 ‘ine. Abstr.) (Pol) 


DISINFECTION see under STERILIZATION (G3) 

DISLOCATION, TOOTH see TOOTH LUXATION 
(C4, C14) 

DISLOCATIONS 


Unusual fracture dislocation of condyle 


Trans Congr Int Assoc Oral Surg *4:259-63, 1973 
(Recurrent, elasticly fixed temporomandibular joint 

luxation as expression of psychological disturbances] 

Lorber CG, et al. 

Dtsch Zahnaersztl Z 27:832-6, 1972 (Eng. Abstr.) (Ger) 
{Function of the temporomandibular joint following 

luxation fractures. Results of functual therapy in the 

years 1961-1970] Pape HD, et al. 

Dtsch Zahnaerztl Z 28:498-504, Apr 73 (Eng. a 

(Ger 


Pathogenesis, clinical and therapy of 
jaw luxation] Selle G. 

Dtsch Zahnaerztl Z 27:831, 1972 (Ger) 

[ Pathogenesis, clinical aspects and therapy of habitual 
jaw luxations}] Selle G. 

Dtsch Zahnaerztl Z 28:421-6, Mar 73 (Eng. Abstr.) 

(Ger) 

{Luxation of the discus articularis of the 

temporomandibular joint] Obwegeser H, et al. 

lonatsschr Zahnheilkd 83:67-70, 1973 (Eng. 

(Ger) 


Cervical spine involvement in patients with chronic 
arthritis undergoing orthopaedic surgery. Ornilla E, 
et al. Ann Rheum Dis 31:364-8, Sep 72 


Dtsch Stomatol 22:693-700, Sep 72 (Eng. Abstr.) (Ger) 
jiacement 


[Various cases of mandibular disp’ 
etiology] Hatzifotiadis D, et al. 
ZWR 81:856-62, 25 Sep 72 (Ger) 
[Stomatological complications in psychotic patients 
caused by electroshock treatment] Iwifiski J. 
Czas Stomatol 25:1201-6, Dec 72 (Eng. Abstr.) (Pol) 


PHYSIOPATHOLOGY 


of different 


(Clinical and roentgenographic studies 

hypermobility of the temporomandibular joint-with 
reference to maximal opening of Japanese] Sugimori 
T. J Jap Stomatol Soc 39:159-90, Jun 72 (Jap) 


RADIOGRAPHY 
temporomandibular joint] Chavez 
Dud Seuss 1000 on (Spa) 
SURGERY 2 
Scarification of the temporal tendon for treatment of 
temporomandi' 


chronic sublaxation of the ibular joint. 
Maw RB, et al. J Oral Surg 31:22-5, Jan 73 


INDEX DENTAL LITERATURE 


Surgical correction of the permanently dislocated 
mandible. Rawis HC 3d, et al. 
73 


the so called bridle operation] Momma 
G, et ‘ 
Dtsch Zahnaerztl Z 27:838-42, 1972 (Eng. Abstr.) (Ger) 
[Late results after surgery of temporomandibular joint 
luxation by mucosa excision and preparation of 
Parapharyngeal pockets] Schoene W, et al. 
Dtsch Zahnaerztl Z 27:843-5, 1972 (Eng. Abstr.) (Ger) 
{Indications and contraindications for surgical 
—— of the temporomandibular joint] Perko 


Schweiz Monatsschr Zahnheilkd 83:73-81, 1973 (Eng. 
Abstr.) (Ger) 


THERAPY 


[Evaluation of autotransfusion for 
therapy of recurrent dislocations of the 
temporomandibular joint] Schulz S. 

Dtsch Stomatol 23:94-8, Feb 73 (Eng. Abstr.) (Ger) 
(Temporomandibular joint function after luxation 


1961-1970} 

Dtsch Zahnaerztl Z 27: 246, 1972 (Ger) 
[Studies on evaluation of conservative and surgical 

measurements in temporomandibular joint 

disfunction] Schiile H. 

Dtsch Zahnaerztl Z 27:826-30, 1972 (Eng. Abstr.) (Ger) 
(The author’s own therapeutic method for habitual 

temporomandibular joint luxation and subluxation) 

Neuner O. 

Schweiz Monatsschr Zahnheilkd 83:61-6, 1973 . 


Abstr.) (Ger 
(Treatment of habitual dislocations of the mandible “ 
means of a permanent limiting Petrosov’s splint) 
Savvidi GL. 

Stomatologiia (Mosk) 52:95-6, Sep-Oct 73 (Rus) 


DISPOSABLE EQUIPMENT 


A disposable obturator for maxillary defects. 
Toremalm NG. J Prosthet Dent 29:94-6, Jan 73 

Disposable ee rationalization aid for the dental 
office. Schéttl W. Quintessence Int 3:79-80, Sep 72 

[Disposable trays--an > in the rationalization of dental 


protection) Gierl B. Quintessenz J 3:27-9, May 73 (Ger) 

ble syringes] Wagner B. 

J 2:29-30, Nov 72 
DISSECTION 


INSTRUMENTATION 


(Ger) 


of microscopic dissection of attached gingiva. 
Bergquist JJ, et al. J Dent Res 51:1681, Nov-Dec 72 


DISSEMINATED INTRAVASCULAR 
COAGULATION 
COMPLICATIONS 


Disseminated intravascular coagulation. Kamel K, et al. 
J Oral Surg 31:95-7, Feb 73 


DISSERTATIONS, ACADEMIC 
HISTORY 

[Theses for the degree of Docent and doctoral theses in 
Cass Stomatol 26414, Jan 73 (Po) 

DITHIZONE see under INDICATORS AND 
REAGENTS (D13) 

DIURNAL RHYTHM see under CIRCADIAN 
RHYTHM (G1) 

DIVORCE 

Divorce dental style. Dent Manage 34-8 passim, Mar 73 

DMF INDEX 


Effect on caries susceptibility after surgical treatment 
of drooling in patients with neurological disorders. 
Ericson T, et al. 

Acta Otolaryngol (Stockh) 75:71-4, Jan 73 


Longstanding bilateral intracapsular fracture : 
dislocation on the condyles treated by closed § 
condylotomy. Canniff JP. q 
Trams Congr Imt Assoc Oral Surg 4:336-9, 1973 a 
Myotomy for the management of recurrent and q 
protracted mandibular dislocations. Laskin DM. 
Trans Congr Int Assoc Oral Surg 4:264-8, 1973 q 
— 
[Etiology of recurring luxation of the 


INDEX DENTAL LITERATURE 


Dental health of four-year-old children. Kéhler L, et al. 
Acta Paediatr Scand 62:269-78, May 73 

Dental caries in children in the city of Wroclaw before 
the introduction of fluoridation of water supply in the 
year 1967. II. Deciduous dentition. Potoczek S, et al. 
Arch Immunol Ther Exp (Warsz) 20:967-73, 1972 
Dental caries in children in the city of Wroclaw before 
the introduction of fluoridation of water supply in 
1967. I. Material, methods of stomatological 
examination, statistical analysis and terminology. 
Wigdorowicz-Makowerowa N. 

Arch Immunol Ther Exp (Warsz) 20:959-65, 1972 
Dental caries in children in the city of Wroclaw before 
the introduction of fluoridation of water supply in 
1967. 3. Permanent dentition. 
Wigdorowicz-Makowerowa N, et al. 

Arch Immunol Ther Exp (Warsz) 20:975-83, 1972 
Adult dental health surveys in England and Wales. 
Bulman JS. 

Community Health aed 4:191-6, Jan-Feb 73 
Fluoridation. Jenkins 

Community Health quem 3:263-9, May-Jun 72 
A report on the dental health of Zambian school 
children in the rural and urban areas of the country. 
Sims P. East Afr Med J 50:140-5, Mar 73 
Dental status of La Tuna prisoners. Colon PG Jr, et al. 
3 Am Dent Hyg Assoc 46:366-9, Sep-Oct 72 
Establishment of reliable baseline data for dental 
research. I. Usage of secondary data sources. Gallant 
D, et al. J Baltimore Coll Dent Surg 27:22-8, Jul 72 
Establishment of reliable baseline data for dental 
research. II. Discrepancies in sample size 
determinations. Schachtel P, et al. 

3 Baltimore Coll Dent Surg 27:29-33, Jul 72 
Ionized calcium concentration in saliva and its 
relationship to dental disease. Maijer R, et al. 
3 Can Dent Assoc 38:333-6, Sep 72 

Missing and rudimentary upper lateral incisors. A 
statistical survey. Malik SA. J Dent 1:25-7, Oct 72 
Caries experience of 11-17-year-old childred. A mixed 
longitudinal epidemiological study. Sutcliffe P. 
3 Dent 1:7-12, Oct 72 

Caries experience of 11-17-year-old children. A mixed 
longitudinal epidemiological study. Sutcliffe P. 
Dent 1:7-12, 

The significance of statistics. Lemasney JF. 

3 Ir Dent Assoc i9:108-14, May-Jun 73 

Dental caries experience and periodontal disease 
among black populations in Louisiana. Morgan PM, et 
al. J La Dent Assoc 31:13-21, Summer 73 
Fluoride levels, fluorosis and dental caries: a study 
determining the optional level of fluoride from 15 
communities. Barbers BC, et al. 

3 Philipp Dent Assoc 24:5-30, Jun 72 

A study of the dental caries status of the preschool 
children among the play centers of health district I 
and II, Manila Health Center. Palacios CG. 

3 Philipp Dent Assoc 24:5-15, Mar 72 
Interexaminer variability when using Viegas’ 
simplified caries index. Lopes ES, et al. 

3 Public Health Dent 33:7-12, Winter 73 

A two-year comparison de:tal study of 132 Naval 
Reserve Recruits. Gross HW, et al. 

Milit Med 136:138-42, Feb 71 

American Academy of Pediatrics Committee 
Statement. The ten-state nutrition survey: a pediatric 
perspective. Pediatrics 51:1095-9, Jun 73 
Teething, diet and health. 6. Bertrand FR. 
Probe (Lond) 14:571-2, Jun 73 

The use of a sodium fluoride mouthwash in reducing 
the dental caries incresent in eleven year old English 
school children. Brandt RS, et al. 

Proc Br Paedod Soc 2:23-5, Oct 72 

Incisor caries and primary school tuckshops. Pengelly 
JP, et al. Public Health 86:183-8, May 72 
Dental caries and diet in an Alaskan Eskimo population. 
Bang G, et al. Scand J Dent Res 80:440-4, 1972 
A standardized system for diagnosing, recording and 
analyzing dental caries data. Mdller IJ, et al. 
Scand J Dent Res 81:1-11, 1973 

Atwenty year study of the effectiveness of fluoride in 
the Richmond water supply. Crooks EL Jr, et al. 
Va Dent J 49:24-6, Dec 72 
[Diagnostic significance of denture 
schema of the International Dental 
(LD.F.)] Hoffmann KF. 

Med Welt 23:1914-5, 9 Dec 72 (Ger) 
(DMF index in the normal population] Téth A. 
Fogory Sz 66:168-71, Jun 73 (Hun) 
[Effectivness of basic dental care of schoolchildren in 
Poland] Masztalerz A, et al. 

Czas Stomatol 25:1121-5, Nov 72 (Eng. Abstr.) (Pol) 
[Dental caries, periodontal disease and oral hygiene in 
6-17-year-old male children] Vertuan V, et al. 
Rev Fac Farm Odontol Araraquara 4:147-55, Jul-Dec 
72 (Eng. Abstr.) (Por) 
[The index of dental decay and of periodontal diseases 
in the infant population correlated to the fluorine 
content in the drinking water in the Covasna district] 

Covegan I, et al. 

Stomatologia (Bucur) 19:503-8, Nov-Dec 72 (Eng. 
Abstr.) (Rum) 
{Extramural experiences. Statistics, results and 


and the 
Federation 


comments] Bustos de Dilascio RI, et 

Rev Esc Odontol Tucuman 11-4, 1972 (Spa) 
(DMF rates in Turkish males (ages 20-22)] Gurkan IY. 

Dishekim Derg 2:63-6, Jan 71 (Eng. Abstr.) (Tur) 
(DMF index of school children in Isparta] Samsar E. 

Dishekim Derg 3:195-8, Apr 72 (Eng. Abstr.) (Tur) 
[Dental caries prevalence and past dental treatment in 

young adult Israelis of different ethnic origin) Smith 

P, et al. Isr J Dent Med 22:50-4, Apr 73 (Mul) 


DNA 
ANALYSIS 


(Cytophotometric study on DNA in mice liver after 
treatment with urethane) Alle N, et al. 
Estomatol Cult 6:50-2, Jan-Jun 72 (Eng. Abstr.) (Por) 


A radioautographic study of deoxyribonucleic acid 
synthesis in embryonic rat palatal shelf epithelium 
with reference to the concept of programmed cell 
death. Hudson CD, et al. Arch Oral Biol 18:77-84, Jan 73 

Premalignant DNA synthesis in hamster pouch. Toto 
PD, et al. Oral Surg 36:393-6, Sep 73 


RADIATION EFFECTS 


{The effect of total irradiation in young rats with 
variable amounts of x-rays on the DNA content and on 
the mineralization of the bone tissue] ts C, et al. 
Stomatologia (Bucur) 19:413-7, Sep-Oct 72 (Eng. 
Abstr.) (Rum) 


DNA, NEOPLASM 


Acridine binding of buccal cells and “field alteration” 
associated with oral cancer: a review. Hayes RL, et al. 
Oral Surg 36:517-32, Oct 73 (87 ref.) 


ANALYSIS 


Cytophotometric measurements of the DNA content 
and chromosomal features of polymer-induced 
tumors in ra‘ts. Sakaki T, et al 

J Osaka Dent Univ 5:148-62, Oct 71 

(Histophotometric DNA-determinations in various 
human salivary gland tumors as a parameter of 
malignancy] Kraus H, et al. 

Kiefer Gesichtschir 15:76-81, 1972 
bstr.) 


DNAASE see DEOX YRIBONUCLEASE (D9) 
DOCTOR-PATIENT RELATIONS see 
PHYSICIAN-PATIENT RELATIONS (F1, N4) 


DOCUMENTATION 


see also related 
MEDICAL RECORDS (N4) 


Dental information in libraries. Wick AE. 
J Am Coll Dent 40:24-8, Jan 73 
{Literature searching) Risnes S. 
Nor Tanniaegeforen Tid 83:139-43, Apr 73 (Nor) 
(Dental Volapiik or the emperor’s new clothes) Bjérn 
H. Tandilakartidningen 64:637-9, 1 Oct 72 (Swe) 
(Reply to Hilding Bjérn]) Wedendal P. 
ng 64:639-41, 1 Oct 72 


(Swe) 
DOCUMENTATION CENTERS see INFORMATION 
SERVICES (L) 


DOG DISEASES 


{Mandibular fracture in the dog] 
Inf Dent 55:35-7, 14 Jun 73 


DOGS 


Extraction of a tooth during a dog attack. Case 
Rand A. J NJ Dent Assoc 44:33, Winter 73 


ANATOMY & HISTOLOGY 


Huret. 
(Fre) 


Dental arch shape--genetics or environment? McKeown 

M. J Ir Dent Assoc 19:99-102, May-Jun 73 
[Vascularization of the tongue. 2. Microvascularization 
of the tongue muscle in the dog] Nikolov SD, et al. 
Dtsch Stomatol 23:337-43, May 73 (Eng. Abstr.) (Ger) 
[Vascularization of the tongue. 1. Vascularization of the 
tongue mucosa in the dog) Schumacher GH, et al. 
Dtsch Stomatol 23:260-6, Apr 73 (Eng. Abstr.) (Ger) 
(Histological and histochemical investigations on the 
major salivary glands of the dog] Miyazaki K. 
Aichi Gakuin J Dent Sci 10:125-47, Sep 72 (Eng. Abstr.) 
(Jap) 


DRUG ADULTERATION 


DOSE-RESPONSE RELATIONSHIP, 
DRUG 


Studies in the design and analysis of dental 
experiments. 14. Replicate latin squares. Varma AA, 
et al. J Dent Res 52:23-5, Jan-Feb 73 

[The state of hard dental tissues depending on the dose 
and localization of irradiation] Borovskii EV, et al. 
Stomatologiia (Mosk) 52:16-8, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


DOUBLE REFRACTION see BIREFRINGENCE (H) 
DOWN’S SYNDROME see MONGOLISM 
(C10, C16, F2) 
DOXYCYCLINE 
THERAPEUTIC USE 


Clinical investigations into the new antibiotic 
Vibramycin (Doxycyline) used after oral surgery 
(Pilot test). Westerholm N. 

Odontol Samf Finl Arsb 30-5, 1969-70 
(Treatment of mouth diseases with doxicycline] Pes I. 
Riv Ital Stomatol 26:690-5, Sep 71 (Eng. Abstr.) (Ita) 


DRAINAGE 


A practical guide to assisted operating. 2. Aspiration. 
Paul E. Br Dent J 133:305-7, 3 Oct 72 

Suction tip placement and manipulation. O’Daniel D. 
Dent Assist 42:26-7, May 73 

[Oral evacuation course. Training for teamwork. 1] 
Taugerbeck R. Quintessenz J 3: 19-24, Aug 73 (Ger) 


INSTRUMENTATION 


{Saliva aspirator] Maruitz L. 
Tidsskr Prakt Tandiaeg 3:47, Mar 73 (Dan) 
[Do it yourself. Make your high speed aspirator 
(surgical aspirator)] Labergerie A. 


Dentoscope 5:30, Jul-Aug 72 (Fre) 
DRAWINGS see under ART (K) 
DREAMS 
An experiment in dream + with “The Grateful 
Dead”. Krippner S, et 


3 Am Soc Psychosom Seas Med 20:9-17, 1973 
DRINKING, ALCOHOL see ALCOHOL DRINKING 
(F1) 
DROPOUTS see STUDENT DROPOUTS (F1, I, N1) 
DROPSY see EDEMA (C17) 


DRUG ABUSE 


The dentist connection. Dent Stud 51:38-9, 
Dental management of the drug abuser. Ra 

NY State Dent J 38:485-91, Oct 72 
Prescriptions in triplicate--a deluge of paper tigers. 
Tillis BP. NY State Dent J 29:136-7, Mar 73 


DRUG ADDICTION 


see also related 
NARCOTICS (D13) 


Mar 73 
SC. 


Management of the oral surgery patient with drug 
dependence. II. Pratt KT. 

Anesth Prog 20:8-15, Jan-Feb 73 

Management of the oral surgery patient with drug 
dependence. 1. Pratt KT. 

Anesth Prog 19:151-7, Nov-Dec 72 
Drug-dependent, alcoh dent, and mental 
Patients: clinical wae ny of oral surgery procedures. 
Williamson R, et al. J Am Dent Assoc 86:416-9, Feb 73 
Apparent drug addict seeks narcotic in dental office: a 
case report. Kleinhuzen MN. 

North West Dent 52:108-10, Mar-Apr 73 
(Treatment of drug addicts in general practice) 
Arntzen J. 

Tidsskr Prakt Tandiaeg 2:12 passim, Oct 72 (Dan) 
[Addiction to pain killing drugs] Schepper PJ de. 
Rev Belge Med Dent 27:345-58, 1972 (Dut) 
(New clinic in Malmé for dental care of infectious 
patients} Olund B. 

Tandiakartidmingen 65:713-4, 15 Jun 73 
[Dental care in spite of the risk of hepatitis? ]} 
L. Tandlakartidningen 65:265-8, 


DRUG ADULTERATION 


Particulate constamination > dental anesthetic 
cartridges. Lyon TC, et 
Pharmacol Ther Dent 1-906-98, Jun 71 


(Swe) 
Wikstrém 
1 Mar 73 (Swe) 


S-127 


BIOSYNTHESIS 

— 

| 

| 

— 


DRUG CONTAINERS AND 


DRUG CONTAINERS AND CLOSURES 


More than packaging. 

Bull San Diego Cty Dent Soc 43:14-5, Mar 73 
Mixing procedure saves time, cuts waste. Monett HL, et 
al. Dent Surv 49:50, Jun 73 

Particulate constamination in dental anesthetic 
cartridges. Lyon TC, et al. 

Pharmacol Ther Dent 1:216-26, Jun 71 


DRUG DEGRADATION see under DRUG 
STABILITY (E5) 

DRUG DEPENDENCE see under DRUG ADDICTION 
(F2) 

DRUG ERUPTIONS see under DERMATITIS 
MEDICAMENTOSA (C12, C14) 

DRUG HYPERSENSITIVITY 


Hypersensitivity to a dental impression material. A 
case report. Nally FF, et al. 

Br Dent J 134:244-6, 20 Mar 73 

Some aspects of drug allergy. Chambiras PG. 
Dent Anaesth Sedat 1:17-20, Aug 72 

Acute anaphylaxis from orally administered penicillin 
G: report of case. Booth DF. 

3 Am Dent Assoc 85:1367-9, Dec 72 

The role of the private practitioner in preventing SBE: 
a variation in the antibiotic coverage of 
penicillin-sensitive patients. Brown TA, et al. 
3 Ky Dent Assoc 25:18-22, Jan 73 

Iodide mumps following excretory = Imbur 
DJ, et al. J Urol 108:629-30, Oct 

Contact allergy to medicaments and materials used in 
dentistry. IV. Sensitizing effect of 
in surgical dressing. Koch G, 
Odontol Revy 24:109-14, 1973 
{Allergy to medications used in general practice: 
theoretical and clinical aspects] Radermecker M. 
Rev Belge Med Dent 27:195-208, Mar 72 (Fre) 
{Drug-induced diseases of the mouth ard jaw region] 
Nenning K. 

Dtsch Stomatol 22:897-903, Nov 72 (Eng. Abstr.) (Ger) 
{Adverse reactions of the topical application of local 
anesthetics, antibiotics and vasoconstrictors in the 
oral region] Diibi B, et al. 

Schweiz Monatsschr Zahnheilkd 83:543-67, May 73 


(Ger) 

Gyulavdri O, et al. 

Fogory Sz 66:13-8, Jan (Hun) 
[Drug allergy] Hajés M. 

Fogory Sz 66:97-102, Apr 73 (Hun) 
{Some explanations associated with the note by A. Zh. 

Petrikas in connection with the paper “Significance of 

Drug in Conservative Treatment of Pulpitis”] 

Ovrutskilf G 

(Mosk) 51:63, Nov-Dec 72 (Rus) 


ETIOLOGY 


4 may 


et al. 


Sensitivity to local anaesthetic. Harris R. 
Aust Dent J 17:333-4, Oct 72 


PREVENTION & CONTROL 


{Secondary effects of local anesthetics} Levy G. 
Rev Fr Odontostomatol 19:161-4, Mar-Apr 72 (Fre) 


DRUG INDUSTRY 


{Further step for self control] 
Zahbnaerztl Mitt 63:71-2, 16 Jan 73 


DRUG INTERACTIONS 


Diazepam...a comparison with other sedative drugs. 
Keep V. Dent Anaesth Sedat 2:22-4 passim, Jun 73 
Patients at risk. Jastak JT, et al. 

Dent Clin North Am _ 17:363-77, Jul 73 
Interactions involving drugs used in dental practice. 
Hussar DA. J Am Dent Assoc 87:349-58, Aug 73 
A dental viewpoint of drug interactions. Arthur J. 
3 Indiana State Dent Assoc 52:52-61, Feb 73 
Medication hazards in dentistry. I. “| Lw. 

3 Ir Dent Assoc 18:209-17, Sep-Oct 72 

(Drug interactions] Bogaert M. 
Rev Belge Med Dent 27:359-64, 


(Ger) 


1972 (Dut) 

DRUG PACKAGING see under DRUG CONTAINERS 
AND CLOSURES (E5, J) 

DRUG POTENTIATION see under DRUG 
SYNERGISM (G1) 


DRUG RESISTANCE, MICROBIAL 


see also related 
MICROBIAL SENSITIVITY TESTS (E5) 


[Studies on the problem of resistance in acute 
dentogenic suppurations) Markula K. 

Dtsch Stomatol 22:796-801, Oct 72 (Eng. Abstr.) (Ger) 
[Bacterial resistance] Zebral AA. 

Incisivo 1:26-8 72 (Por) 
(Microflora and its sensitivity to antibiotics in children 
with congenital cleft lip and palate] Zhevnov VN. 
Stomatologiia (Mosk) 52:79, May-Jun 73 (Rus) 


DRUG STABILITY 


Effect of extended storage on aqueous solutions of 
stannous fluoride. Shannon IL, et al. 
3 Indian Dent Assoc 45:59-64, Apr 73 


DRUG STORAGE 


Effect of extended storage on aqueous solutions of 
stannous fluoride. Shannon IL, et al. 
J Indian Dent Assoc 45:59-64, Apr 73 


DRUG SYNERGISM 


Effectiveness of various doses of premedicating drugs 
used for dental procedures in altering toxicity of 
procaine and lidocaine. Bennett CR, et al. 
Pharmacol Ther Dent 1:227-32, Jun 71 
[Clinical experience with synergic 
antibiotic--anti-inflammatory agent combination (114 
cases)} Benedetto GO, et al. 

Rev Circ Argent Odontol 35:51-9, Oct 72 (Spa) 


DRUG THERAPY 


een and use of the emergency tray. Elbaum 


Bull . wee Ocean Cty Dent Soc 31:14-5 passimf, 
Nov 

Planning drug doses for patients. Jelliffe RW. 
Dent Dimens 7:6-7 passim, Jan 73 

Annual Report of the Commission on Dental Materials, 
Instruments, Equipment and Therapeutics, 1971-72. 
Paffenbarger GC, et al. Int Dent J 23:390-1, Jun 73 

An introduction to clinical trials. Harry TV. 
SAAD Dig 2:38-40, Apr 73 


ADVERSE EFFECTS 


Emergencies and complications from sedation 
modalities. Trieger N. 

Dent Clin North Am _ 17:429-42, Jul 73 
Dentists urged to report all adverse drug reactions. 
3 Can Dent Assoc 39:21, Jan 73 

Medication hazard in dentistry. I. Kay LW. 

J Hosp Dent Pract 7:61-8, Apr-Jun 73 
Medication hazards in dentistry. I. Kay LW. 

J Ir Dent Assoc 18:209-17, Sep-Oct 72 

[Blood coagulation disorders of a toxic (alcoholism, 
drugs, poisoning) or iatrogenic (anticoagulants) 
nature] Minssart F. 

Rev Belge Med Dent 27:185-94, Mar 72 (Fre) 
(Mouth dryness as a side effect of drugs) Radowicki S, 


et al. 
Czas Stomatol 25:715-20, 1972 (Eng. Abstr.) (Pol) 


DRUG UTILIZATION 


Evaluation of drug utilization by dental patients. I. 
Drugs prescribed in a dental clinic for home use. 
Tilghman DM, et al. 

3 Baltimore Coll Dent Surg 27:70-8, Dec 72 


DRY SOCKET 


see also related 
TOOTH EXTRACTION (E4, E6) 


Pathogenesis of disturbed extraction wounds. Amber 
MH. J Oral Surg 31:666-74, Sep 73 

{Dry socket] Payidarol N. 
Dentoral (Istanbul) 4:172-9, Jul-Aug 72 (Tur) 
DRUG THERAPY 


The effect of Nivemycin on pain and swelling following 
lower third molar removal. MacGregor AJ, et al. 
Br J Oral Surg 10:321-5, Mar 73 

Antifibrinolytic effect of Apernyl in “dry socket”. Birn 
H. Int J Oral Surg 1:190-4, 1972 

(Treatment of alveolitis sicca dolorosa] Hovinga J. 
Ned Tijdschr Tandheelkd 79:451-2, Dec 72 (Eng. 
Abstr.) (Dut) 

[Preparation of acetylsalicylic acid tablets for the 
suppression against post-extraction pain] 
Moldenhauer H, et al. Pharm Prax 5:110, 1973 (Ger) 

~~ evaluation of Apernyl preparation] Banach J, 
et 
Czas Stomatol 26:861-4, Aug 73 (Eng. Abstr.) (Poi) 


INDEX DENTAL LITERATURE 


ETIOLOGY 


{Incidence of alveolitis}) Lehtinen R. 
Suom Hammaslaak Toim 68:315-7, 1972 (Eng. Abstr.) 
(Fin) 


[Residual ostitis} Kellner G, et al. 

Dtsch Zahnaerztl Z 28:683-7, Jun 73 (Ger) 
[Clinical statistic observation of patients who were 
admitted to our hospital during the last 12 years for 
acute suppurative inflammation after tooth 
extraction] Arai S, et al. 
Odontology (Tokyo) 61:391-5, Jun 73 (Jap) 


Kinines and pain in “dry socket”. Birn H. 
Int J Oral Surg 1:34-42, 1972 


MICROBIOLOGY 


infections. Nord CE, et 
Acta Odontol Scand 30:371-81, Sep 72 


OCCURRENCE 


Incidence of dry socket complication in third molar 
removal. Belinfante LS, et al. 
J Oral Surg 31:106-8, Feb 73 


PREVENTION & CONTROL 


Control of post-operative infection. A comparative 
evaluation of clindamycin and 
phenoxymethylpenicillin. Laird WR, et al. 

Br Dent J 133:106-9, 1 Aug 72 

Prevention of dry socket by local application of 
lincomycin in Gelfoam. Goldman DR, et al. 
Oral Surg 35:472-4, Apr 73 
[Postoperative wound infection and its prevention) 
Schulte W. Zahnarzt 17:29-34, Feb 73 (Ger) 
[Alveolitis: preventive and curative therapy] 
Gongalves RJ. 
Bol Fac Odontol Piracicaba 1-13, 1970 (Por) 


THERAPY 
(Treatment of the so-called “Dry Alveolus” by means of 


tation) Sotirov S. 
Stomatologiia ‘(Softia) 54:325-9, Jul-Aug 72 ox 


Abstr.) 
(Treatment for dry socket] Bassirian H. 

Inf Dent 55:35-7, 1 Mar 73 (Fre) 
(Wound healing in dental socket following anorganic 

bone implantation. Histological study in rats] Sanches 

MG, et al. 

Rev Fac Odontol Aracatuba 1:83-90, 1972 (Eng. eo 

‘or 

——— assessment = the treatment of alveolitis 
lasma} Kats AG, et al. 
(Mosk) 52: 36-9, Jan-Feb 73 (Eng. 
Abstr.) (Rus) 


DURA MATER 


TRANSPLANTATION 


Transplantation of homologous dura in yy eee 
of the orbital floor. Luhr HG, et al. 
Trans Congr Int Assoc Oral Surg 4:340-4, 1973 


DUST 
ANALYSIS 


(Demonstration and measurement of solid part‘cles 
produced during dental treatments] Durreau J, «t al. 
Rev Stomatoodontol Nord Fr 27:61-4, Jan-Mar 72 (re) 


DWARFISM 


The 8 gee (OPD) syndrome in females. 
Gorlin RJ, et al. Oral Surg 35:218-24, Feb 73 
Taurodontism, diminished root formation, and 
microcephalic dwarfism. Sauk JJ Jr, et al. 
Oral Surg 36:231-5, Aug 73 


DWARFISM, PITUITARY 
COMPLICATIONS 


(Change in microhardness and fluorescence of the hard 
dental tissues in patients with pituitary dwarfism 
with symptoms of hypothyroidism] Maksimovskii 
IuM, et al. 

Stomatologiia (Mosk) 52:19-21, Jul-Aug 73 (Eng. 
Abstr.) (Rus) 


DYES 


see also related 
STAINS AND STAINING (E5) 


Staining of collagenous and non-collagenous structures 


| 
| 
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The effect of pH on Alcian Blue staining of epithelial 
acid glycoproteins. I. Sialomucins and sulphomucins 
(singly or in simple combinations). Jones R, et al. 
Histochem J 5:9-18, Jan 73 


DIAGNOSTIC USE 
Toluidine blue staining as a malignancy test. Sigurdson 
A. Acta Otolaryngol (Stockh) 75:308, Apr 73 
Vitamin C test. Tasch GE, et al. 
Dent Assist 42:10-3, May 73 
Toludine blue test for detection of carcinoma of the 
oral cavity: an evaluation. Vahidy NA, et al. 
3 Surg Oncol 4:434-8, 1972 
Ceplak disclosing tablets--an aid for oral hygiene. 
Schienbein H. Quintessence Imt 4:29-33, Mar 73 
An evaluation of plaque disclosants: clinical 
significance. Edwards RC, et al. 
US Navy Med 62:28-30, Jul 73 
PHARMACODYNAMICS 
Relation between locally high concentration of 
chlorhexidine and staining as seen in the clinic. 
Heyden G. J Periodont Res 12:Suppl 12:76-80, 1973 
DYSARTHRIA see under SPEECH DISORDERS 
(C10, F2) 
DYSCHONDROPLASIA 
COMPLICATIONS 
Dyschondroplasia and haemangiomata (Maffucci’s 
syndrome). Report of a case with 
lesions. Kennedy JG. Br Dent J 135:18-21, 3 Jul 73 
DYSCHONDROSTEOSIS see under 
DYSCHONDROPLASIA (C3) 
DYSGEUSIA see under TASTE DISORDERS (C11) 
DYSKINESIA see under MOVEMENT DISORDERS 
(C10) 
DYSOSTOSIS, CLEIDOCRANIAL see 
CLEIDOCRANIAL DYSOSTOSIS (C3, C16) 
DYSOSTOSIS, CRANIOFACIAL see CRANIOFACIAL 
DYSOSTOSIS (C3, C16) 
DYSPHAGIA see under DEGLUTITION DISORDERS 
(C4) 
DYSTROPHIA BREVICOLLIS CONGENITA see 
KLIPPEL-FEIL SYNDROME (C16) 
EAR DEFORMITIES, ACQUIRED 


{Malformation of the external ear and angioleiomyoma 
of the parapharynx--syndrome of the ist and 2d 
branchial arch] Dvofdék J, et al. 

Cesk Stomatol 72:404-9, Nov 72 (Eng. Abstr.) (Cze) 


SURGERY 


{Surgical methods and results in 240 corrections of 
prominent ears] Tempel V. 
Dtsch Stomatol 22:773-8, Oct 72 (Eng. Abstr.) (Ger) 


EAR DISEASES 


see also related 
OTORHINOLARYNGOLOGIC DISEASES 
(C5, C11) 


The effect on middle ear disease of fracture of the 


pterygoid hamulus during a. Noone RB, et 
al. Cleft Palate J 10:23-33, Jan 


EAR, EXTERNAL 


(Reproduction of nasal and auricular protheses in 
acrylic resin. Technical application] Souza EW de. 
Bol Fac Odontol Piracicaba 1-8, 1971 (Por) 


SURGERY 


[Prosthetic restoration of the external ear] Benoist M. 
Actual Odontostomatol (Paris) 26:491-9, Dec 72 (Eng. 
Abstr.) (Fre) 


EATING BEHAVIOR see FEEDING BEHAVIOR (F1) 


ECHINOCOCCOSIS 


(Maxillo-facial hydatidosis}] Timosca G. 
Rev Stomatol Chir Maxillofac 73:359-68, Jul-Aug 72 
(Eng. Abstr.) (Fre) 


ECOLOGY 


The ecology of the dental suite. Jacobs MC, et al. 
Dent Stud 50:54-5, Oct 72 


ECOLOGY, SEALED CABIN see SEALED CABIN 
ECOLOGY (G3) 
ECONOMICS 


see also related 
SOCIOECONOMIC FACTORS (N1, I) 


Whatever peeeee to money? Crane GW. 
CAL 36:4-7, Sep 72 

Look to the future. Apr 73 
Gift--estate--and other taxes. Sarner 

CAL 36:2-4, Dec 72 

How to probate your estate without really dying. 
Balliett G. Dent Manage 13:51 passim, Aug 73 
Phasing out price controls: where the profits are. 
Hardy CC. Dent 13-4 passim, Mar 73 
If you died yesterday.... 


Inflation is an attitude. Teuscher GW. 

J Dent Child 40:172 passim, May-Jun 73 
Dentistry in the European Economic Community. Lee 
JB. J Ir Dent Assoc 19:155-7, Jul-Aug 73 
(Competition and trade in the European Common 
Market and the German Federal Republic} Hermanns 
F. Dent Echo (Heidelb) 42:15-9, Jun 72 (Ger) 


ECONOMICS, DENTAL 


see also related 
OFFICE MANAGEMENT (N4) 


see also specific 
COSTS AND COST ANALYSIS (N3) 


Demonstration of an incentive compensation plan for 
publicly funded group dental practices. Pelton WJ, et 
al. Ala J Med Sci 10:26-31, Jan 73 

Denturism--professional threat. Aull AE Jr. 

Ariz Dent J 19:28-30, May-Jun 73 

The economics of the Begg technique. Abbott RH. 
Aust Orthod J 3:17-20, Jun 72 

The structure of practice and financing of dental care 
with particular reference to orthodontic practice in 
Australia. I. Partnership — Mackie WJ. 
Aust Orthod J 3:50-4, Oct 

to orthodontic practice in Australia. 2. Newbury R. 
Aust Orthod J 3:55-61, 72 

The economic case for delegation in a Scarrott 
DM. Br Dent J 134:23-4, 2 Jan 

Group practice. II. Sarner H. CAL 04 Oct 72 

A study of dental care cost, time and treatment 
requirements of older persons in the community. 
Banting DW. 

Can J Public Health 63:508-14, Nov-Dec 72 

The money sickness ... have you got it? Brierly C. 
Dent Econ Oral Hyg 63:37-40 passim, May 73 

Start your own collection agency? Hellman V. 
Dent Econ Oral Hyg 62:36 passim, Nov 72 

A better way to buy your building. Markstein DL. 
Dent Econ Oral Hyg 63:65-6, Apr 73 

Collections ... keep more of your dollar. Otten WL. 
Dent Econ Oral Hyg 63:29-34, Aug 73 

Does money make you sick? Kuhn BL. 

Dent Manage 29-30 passim, May 73 

Office equipment: the real bargains. 
Dent Manage 13:52 passim, Sep 73 

Causes of increase in Medicaid costs in California. 
Gartside FE. Health Serv Rep 88:225-35, Mar 73 

Expanded-function auxiliaries in general dentistry: a 
computer simulation. Kilpatrick KE, et al. 
Health Serv Res 7:288-300, Winter 72 

Shall we weed out our patients? Dillion LB. 
3 Ala Dent Assoc 56:24-7, Oct 72 

Estimated reduction in dental expenditures for Iowans 
through preventive programs. RF, et al. 
3 Am Dent Assoc 86:627-34, Mar 73 

Economic implications of adding two expanded-duty 
dental assistants to a practice. Pelton WJ, et al. 
J Am Dent Assoc 87:604-9, Sep 73 

Economic implications of adding one therapist to a 
Practice. Pelton WJ, et al. 

J Am Dent Assoc 86:1301-9, Jun 73 
Survey of the dental laboratory industry, 1971. 3. Some 
Bureau of Economic 


3 Am Dent Assoc 85:914-20, Oct 72 
Cost of conducting a dental practice, 1958-1970. I. 


Bureau of Economic Research and Statistics. 
J Am Dent Assoc 86:167-72, Jan 73 

1971 survey of dental practice. 13. Summary. Bureau of 
Economic Research and Statistics. 

J Am Dent Assoc 85:1371-6, Dec 72 

Cost of conducting a dental practice, 1958-1970. II. 
Bureau of Economic Research and Statistics. 
J Am Dent Assoc 86:427-31, Feb 73 

Dental prepayment. Delta Dental Plans Association. 
DSPIC reaches full capitalization; intensifies 
admittance efforts to aid Delta system. 

3 Am Dent Assoc 87:533, Sep 73 

Survey of recent dental graduates. II. Factors related 
to selection of a practice location. 

3 Am Dent Assoc 87:904-6, Oct 73 
Expenditures on personal health care (a) Canada 
1965-70. McIntosh WG. 

3 Can Dent Assoc 38:347 passim, Oct 72 
Photocopy to protect and audit accounts receivable. 
Dragiff DA. J Clim Orthod 6:574-9, Oct 72 
The professional corporation. A 1973 appraisal. 
Haddieton RE, et al. 

3 Mass Dent Soc 22:77-81, Spring 73 
Economic controls on dentists and physicians. 
3 Md State Dent Assoc 16:101-12, Aug 73 
Dollars and dedication: how high is an honorarium? 
Goulding PC. J Mich State Dent Assoc 54:373-5, Dec 72 
Law and economics of dental practice. Lambright SK, 
et al. J Mo Dent Assoc 52:20-5, Aug-Sep 72 
Law and economics and dental practice. Lambright SK, 
et al. J Mo Dent Assoc 53:22-3, Jan 73 

Your dental office--what value? Russman SA. 

J Okla State Dent Assoc 63:8-9, Oct 72 

So you’ve been thinking about incorporating? Jensen 
AC, et al. J Oreg Dent Assoc 42:29-30, Jun 73 
The local dental dealer deserves our help. Selman AJ. 
NY J Dent 43:147-8, May 73 

Management firms and taxes. Asper IH. 

Ont Dent 50:34-5, Jun 73 

Dental costs and incomes rose in 1971. 

Probe (Lond) 14:368, Feb 73 

Practice management blind spot. Ashe HJ. 

Tic 31:10-1, Nov 72 

The dental department of a comprehensive health care 
Program could be self-supporting...fact or fiction. 
Jacobson AP, et al. Va Dent J 50:40-3, Aug 73 
[Dental practice--a kind of a business too] Hansen F. 
Tidsskr Prakt Tandlaeg 3:9 passim, May 73 (Dan) 
[Declaration of federal income tax for dentists) 
3 Can Dent Assoc 39:105-8, Feb 73 (Fre) 
{The dental trade shows signs of improvement] 
Kimmel K. Dent Echo (Heidelb) 43:8-9, May 73 (Ger) 
[Economic and technological future of dental 
laboratories] 

Dent Labor (Munch) 21:376-7, 17 Apr 73 (Ger) 
[Private practice as source of income] Chirstophersen 
C. Nor Tanniaegeforen Tid 83:19-24, Jan 73 (Nor) 
(Working in private practice for a living] Hauge P. 
Nor Tanniaegeforen Tid 83:144-8, Apr 73 (Nor) 
[Economical education of stomatological personnel) 
Belousov AZ, et al. 
Stomatologiia (Mosk) 52:93-5, Mar-Apr 73 (Rus) 
[It’s a bird--it’s a plane--it’s Denticare] Lewis DW. 
Can J Public Health 64:313-6, Jul-Aug 73 (Mul) 


ECONOMICS, MEDICAL 


see also related 
OFFICE MANAGEMENT (N4) 


see also specific 
COSTS AND COST ANALYSIS (N3) 


New evidence that private office care costs less. Paxton 
HT. J Calif Dent Assoc 1:19-20, Sep 73 


ECTODERMAL DEFECT, 
CONGENITAL 


Anodontia vera in hereditary ectodermal dysplasia. 
Galeone RJ. J Dent Child 39:440-2, Nov-Dec 72 


ECTODERMAL DYSPLASIA 


Dental management of a young adult with hereditary 
ectodermal dysplasia:: a case report. Layman TA, et 
al. Alumni Bull Indiana Univ Sch Dent 17-21, Fall 72 

(Christ-Siemens-Weech syndrome. 
contribution] Marenduzzo A, et 
Stomatol (Napoli) 11:291-301, 70 (mes. 

bstr.) (Ita 
mouth) Carvalho CA, et al. 
Trib Odontol (Guamabara) 5:13, May-Jun 73 (Por) 
case of ectodermal 
dysplasia) Cigman D, 

(Use of an orthodontic prosthesis in -_ 

ectodermal Ceballos Salobrena A. 


] 
Promot Dent 32-9, 1973 (Mal) 
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with picrosirius red F3BA. Weatherfora Tw 3c. [iy on 
Dent Manage 13:22-4 passim, Aug 73 “a 
Estate planning: what it’s all about. aie 
Research and Statistics. 


ECTODERMAL DYSPLASIA 


COMPLICATIONS 


(Hearing, speech and voice disorders in a form of 
ectodermal dysplasia not described as yet) 
Pruszewicz A, et al. 

Otolaryngol Pol 26:361-4, 1972 (Pol) 
{ Ectodermal dysplasia with total mandibular anodontia 
and partial extensive maxillary anodontia at the age of 
15] Polexe M, et al. 

Stomatologia (Bucur) 19:447-50, Sep-Oct 72 (Rum) 


FAMILIAL & GENETIC 
{Familial form of ectodermal dysplasia] Broniewski M, 
et 
Pol Tyg Lek 28:256-8, 12 Feb 73 (Eng. Abstr.) (Pol) 
ECZEMA 
CHEMICALLY INDUCED 
[A case of acute eczema of the face following the fitting 
of splint made of autopolymerizable resin) Ecuyer J, 
et al. 
Rev Stomatol Chir Maxillofac 73:311-7, Jun 72 ox. 
Abstr.) 
EDATHAMIL see EDTA (D13) 
EDEMA 
PREVENTION & CONTROL 
{Edema after amputation of the tooth apex and surgical 
extraction of lower wisdom teeth] Ochonsky P. 
Cesk Stomatol 73:60-6, Jan 73 (Eng. Abstr.) (Cze) 
{Postoperative medication in oral surgery] Schwenzer 
N. Zahnarzt 16:171-82, Aug-Sep 72 (Ger) 


THERAPY 


[Adjustable cold its postoperative administration) 
Schmid F, et 


Apr 73 (Eng. Abstr.) 


EDEMA, CARDIAC see under HEART FAILURE, 
CONGESTIVE (C8) 
EDETATES see EDTA (D13) 
EDTA 
METABOLISM 


Distribution of fluoride and a dilution indicator ( 51 
Cr-EDTA) in bacterial suspensions. Birkeland JM. 
Scand J Dent Res 81:42-6, 1973 


PHARMACODYNAMICS 


Experimental manipulation of desmosome structure. 
Borysenko JZ, et al. Am J Anat 137:403-21, Aug 73 
Solubility of calcified dental tissues and of calculus in 
EDTA and 2 percent NaF. Shiloah J, et al. 
J Dent Res 52:845, Jul-Aug 73 
Bone cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 
{Effect of EDTA compounds on root canal dentin] 
Holland R, et al. 
Rev Fac Odontol Aracatuba 2:127-31, 1973 (Por) 


EDUCATION 


see also related 
LEARNING (F1) 
RESEARCH SUPPORT (H, N3) 
TRAINING SUPPORT (H, N3) 


Timely topics--pre-planning your children’s education. 
Sarner H. CAL 36:1-3, Jun 73 

Cutting the high cost of higher education. Martinson R. 
Dent Manage 13:55-6 passim, Jul 73 

Proposed criteria for nationally recognized accrediting 
agencies and associations. J Dent Educ 37:17-20, Jun 73 

{Education in the German Democratic Republic] 
Brunner G. 
Zahnaerztl Mitt 62:1124-6 contd, 16 Nov 72 — 

{Multiprofessional teams in community programs in 
practice teaching in higher education] Cordon JA. 
Rev ALAFO 7:127-39, Jul 72 (Spa) 


EDUCATION, DENTAL 


A unique relationship--dental student-clinical 
instructor. Miller EL. Ala J Med Sci 10:119-21, Jan 73 
An integrated pain and anxiety control curriculum. 
Jastak JT, et al. 

Anesth Prog 19:159-61 passim, Nov-Dec 72 
The role of the dentist in anesthesia. Lawrence D. 
Anesth Prog 20:113-4, Jul-Aug 73 

Dental training on the West Coast of the U.S.A. 
Mitzman R. Anglo Contin Dent Soc 6-10, Apr 73 


S-130 


Friends, faculties, fluoridation, and faith. Porritt. 
Ann R Coll Surg Engl 52:207-15, Apr 73 
Multiple choice examination technique. Barnes IE. 
Apex 6:181-4, Nov 72 

Pre-clinical training. Harkness RD. Apex 7:5-7, Jan 73 
Proposals for planned change in dental education and 
practice. Allred H, et al. Br Dent J 133:173-9, Sep 72 
Bristol University Dental Expo’. Anderson DJ, et al. 
Br Dent J 133:201-2, Sep 72 

The use of audio-visual aids in dentistry. Hobkirk JA. 
Br Dent J 133:184-90, Sep 72 

Complete denture construction in dental schools and 
hospitals of the United Kingdom and Ireland. A 
survey. Murphy WM, et al. Br Dent J 133:179-84, Sep 72 
Teaching departments of community dentistry in the 
United States of America. Petterson EO. 

Br Dent J 133:193-7, Sep 72 

Answer cards. An aid to continuous assessment. Watt 
DM. Br Dent J 133:190-2, Sep 72 

Education for general dental practice. 

Br Dent J 133:165-6, Sep 72 

Sponsored reading schedule. Russell JG. 

Br J Med Educ 7:40-3, Mar 73 

What’s wrong with dental education today? Wilson WA. 
Bull Hudson Cty Dent Soc 42:16-9, Dec 72 . 
The responsibility and methods of teaching sedation 
and anesthesiology in the dental schools. Allison ML, 
et al. Dent Clin North Am _ 17:343-50, Apr 73 
Reseszch and training in dental anesthesiology. 
Driscoll EJ. Dent Clin North Am 17:351-7, Apr 73 
Future directions in dental education. Jerge CR. 
Dent Images 13:12-5, 1973 

Visual aid technics. Hurtgen TP. 

Dent Radiogr Photogr 46:40-4 passim, 1973 
Preventive dentistry--challenge to dental education. 
Barkley RF. Dent Stud 51:20-2, Nov 72 

A race between education and disaster. Emery B. 
Dent Stud 51:22-3, Mar 73 

The accelerated dental program. Fidler T. 

Dent Stud 51:14-5, Jan 73 

Minority-group dental students need a helping hand. 
Henry JL. Dent Stud 51:30 passim, Dec 72 
The 3 year program--why not? Hurt DF. 

Dent Stud 51:46-7 passim, 

How the three-year curriculum affects the dental 
student. Jones R, et al. Dent Stud 51:30 passim, Apr 73 
“Keep the faith”--on upholding the responsibilities of 
an alumnus to dental education. Newton DW Jr. 
Dent Stud 51:67, Apr 73 

Updating knowledge. Orfanos M. 

Dent Stud 50:38-9, 72 

Hospital dentistry: part of dental education? Popkin L. 
Dent Stud 51:31 passim, Apr 

What makes a good dental teacher? Richardson JT, et 


New money for student loans. Dent Stud 50:50-1, Oct 72 
More schools go to three-year programs. 

Dent Stud 51:58-9, Nov 72 

Week-long stint gives seniors a taste of hospital 
dentistry. Dent Stud 51:42-3, Mar 73 

Dental schools cooperate to produce educational 
materials. Dent Stud 51:16-8, Jan 73 

Workshop charts ways to make curriculum changes. 
Dent Stud 51:24 passim, Jan 73 

Clinics, caries and couples. 

Dent Stud 51:78 passim, Jun 73 

Ohio’s governor demands dental-education payback. 
Dent Stud 51:34-5, Apr 73 

Teaching ’group practice’ for tomorrow’s dentistry. 
Gunthorpe UD. Dent Surv 48:50-2, Nov 72 

A new era of dentistry for Florida. Allen DL. 
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(Ger) 


INSTRUMENTATION 


Assessment of recovery by means of the Phystester: 
pre report. Allen GD, et al. 
3 Oral Surg 31:592-4, Aug 73 


ELECTROPHORESIS 


Contact phenomena of epithelial cells. Neiders ME. 
Oral Sci Rev 1:69-101, 1972 


ELECTROPHORESIS, 
POLYACRYLAMIDE GEL 


Electrophoretic differentiation of radicular cysts and 
granulomas. Morse DR, et al. 
Oral Surg 35:249-64, Feb 73 


ELECTROSHOCK THERAPY see SHOCK THERAPY, 
ELECTRIC (F3) 

ELECTROSLEEP see under ELECTRONARCOSIS 
(E3) 

ELECTROSURGERY 


Electrosurgery for prevention. 
Dent Surv 48:26 

Possible electromagnetic interference with cardiac 
pacemakers from dental induction casting machines 
and electrosurgical devices. Council on Dental 
Materials and Devices. J Am Dent Assoc 86:426, Feb 73 
Electrosurgery as a useful member of the restorative 
dentist’s armamentarium. Laswell HR. 

3 Indiama State Dent Assoc 52:101-6, Mar 73 

Review of methods for exposing the gingival margin. 
Géransson P, et al. 

Sci Educ Bull Int Coll Dent 2:24-9, 1969 


INSTRUMENTATION 


The technical aspects of electrosurgery. Friedman J. 
Oral Surg 36:177-87, Aug P.. 

There’s nothing new under the sun--electrosurgery. 
Fischer CH. Quintessence Int 4:65-7, Jun 73 


ELEPHANTS 


Nieds WG. 
72 


of elephant —_ Miles AE. 
133:395-400, 7 Nov 
ELIMINATIVE BEHAVIOR see under BEHAVIOR, 
ANIMAL (F1) 


ELLIS-VAN CREVELD SYNDROME 


Healed 
Br Dent J 


{Ellis-van Crevald syndrome and its relations to 
asphyxiating thoracic dystrophy. Apropos of 3 further 


cases in infants} Neimann N, et al. 
Pediatrie 28:253-63, Apr-May 73 


COMPLICATIONS 


(Fre) 


The hip in heritable conditions of connective tissue. 
Stelling FH. Clin Orthop 90:33-49, Jan-Feb 73 
(Chondroectodermal dysplasia (ChED)]} Aalam M, et al. 
Arch Orthop Unfalichir 75:317-23, 7 May 73 (Eng. 
Abstr.) (Ger) 


DIAGNOSIS 


A retroperitoneal mesonephric cystadenoma with 
features of the adenomatoid tumor of the genital 
tract. Benisch BM. J Urol 110:44-6, Jul 73 

(Chondroectodermal dysplasia (ChED)] Aalam M, et al. 
Arch Orthop Unfalichir 75:317-23, 7 May 73 (Eng. 
Abstr.) (Ger) 

[Familial ting thoracic dystrophy (maladie de 
Jeune). A contribution on the differential diagnosis of 
disproportionate dwarfism] Kotte W, et al. 
Kinderaerzt! Prax 40:83-92, Feb 72 (Ger) 


FAMILIAL & GENETIC 


Behavior genetics: an evolutionary Cees. Schulz 
LS. J Gen Psychol 87:203-17, Oct 

[Ellis-van Crevald syndrome and its to 
asphyxiating thoracic dystrophy. Apropos of 3 further 
cases in infants} Neimann N, et al. 

Pediatrie 28:253-63, Apr-May 73 (Fre) 
(Chondroectodermal dysplasia (ChED) 


Arch Orthop Unfalichir 75:317-23, 7 73 (Eng. 

Abstr.) (Ger) 
PATHOLOGY 

——- dysplasia of the connective tissue. 
Discussion of 2 cases with uncertain classification] 

Ottolenghi G, et al. 

Minerva Med 64:711-9, 17 Mar 73 (Eng. Abstr.) (Ita) 
RADIOGRAPHY 


Difficulties — in differentiation between 
mal dysplasia (Ellis--van Creveld 
syndrome) and asphyxiating thoracic dystrophy. 
Kozlowski K, et al. Australas Radiol 16:401-10, Dec 72 
Intrinsic dwarfism presenting at birth. ae 
communication on nomenciature. Cremin BJ. 
S Afr Med J 47:1068-9, 23 Jun 73 
{Lethal neonatal — = h ctodermal 
dysplasia. Apropos of 5 cases] Le Marec B, et al. 
Ann Radiol (Paris) 16: 19-38, Jan-Feb 73 (Eng. Abstr.) 
(Fre) 
(Ellis-van Crevald syndrome and its relations to 
asphyxiating thoracic dystrophy. Apropos of 3 further 
cases in infants] Neimann N, et al. 
Pediatrie 28:253-63, Apr-May 73 (Fre) 
(Chondroectodermal dysplasia (ChED) etal. 
Arch Orthop Unfalichir 75:317-23, 7 May 73 (Eng. 
Abstr.) (Ger) 
(Radiodiagnosis of skeletal changes in the 
Ellis-van-Creveld syndrome during the growth period. 
(Analysis of the literature and report of 2 personal 
observations)} Biitzler HO, et al. 
Geb Nuklearmed 118:537-52, 
May 


Ottolenghi G, et 
Moa 17 Mar 73 (Eng. Abstr.) (Ita) 


EMBRYO 


see also related 
CELL DIFFERENTIATION (G1) 


(Chemically induced abnormalities of the masticatory 
skull in experimental animals. I. Effect of 
i ide and 6mercaptopurine on 
embryonic and fetal development of the rat] Schmitz 
R, et 
Dtoch Zaha Mune Kieferheilkd 59:385-98, Dec 72 


[Chemioaity induced abnormalities of the 
system in experimental animals. II. Teratologic 
studies using © in rats and 
mice] Schmitz R, et 

Dtsch Zahn Mund Kieferbelika 6:220-31, 
Abstr.) 


EMERGENCIES 


see also related 
FIRST AID (E2) 
HOSPITAL EMERGENCY SERVICE (N2) 


Emergency treatment of adverse effects of intravenous 
Premedicants. Howard RJ, et al. 
Anesth Prog 20:98-103, Jul-Aug 73 


> 
: 
= {Systemic dysplasia of the connective tissue. 
Discussion of 2 cases with uncertain — 
: 
DRUG EFFECTS 


An emergency drug cabinet for use in general dertal 
practice. Frame JW. Br Dent J 132:363-6, 2 May 72 
Emergencies during anaesthesia. 
Br Dent J 132:343-4, 2 May 72 
seen and use of the emergency tray. Elbaum 


ov 
Complications associated with office Ash 
HL. Dent Clin North Am 17:315-27, Apr 73 
Psychodynamics of dental emergencies. Dworkin SF. 
Dent Clin North Am 17:403-16, Jul 73 
Patients at risk. Jastak JT, et al. 
Dent Clin North Am 17:363-77, Jul 73 
Complications of local anesthesia. ot he et al. 
Dent Clin North Am 17:443-60, Jul 
Cardiopulmonary resuscitation in practice. 
O’Day RA, et al. Dent Clin North Am 17:329-41, Apr 73 
Cardiopulmonary crises in the dental office. Staples 
AF. Dent Clin North Am 17:473-81, Jul 73 
Emergencies and complications from sedation 
modalities. Trieger N. 

Dent Clin North Am 17:429-42, Jul 73 

Some medical conditions in relation to dentistry. Chan 
YF. Dent J Malaysia Singapore 12:35-8, May 72 
Medical emergencies and a standardized emergency kit 
for the dental office. Roberts MW, et al. 

3 Acad Gea Dent 20:36-9, Sep 72 
Availability--requisite of the professional man. Kerr 
JM. J Am Dent Assoc 86:488, 73 
Emergency kits. Council on Dental Therapeutics. 
3 Am Dent Assoc 87:909, Oct 73 

Emergency patients: source for learning oral diagnosis. 
Sharav Y, et al. J Dent Educ 37:31-4, Jun 73 
Emergencies in the dental surgery. Burford J. 
NZ Dent J 68:300-9, Oct 72 

[Preliminary precautions in general anesthesia, 
surgical incidents and their management] Bergeron 
AR. Rev Belge Mei Dent 28:57-60, Jan 73 (Fre) 
(The responsibility of the dental practitioner. The 
emergency bag] Pompians-Miniac L. 

Rev Belge Med Dent 27:227-41, Mar 72 (Fre) 
{Check list for emergencies in dental practice] 
Schlegel D. Bayer Zahnaerztebi 10:304-6, Sep 71 (Ger) 
[Prevention and therapy of anesthesia-induced 
emergencies in dentistry] Bergmann H 

Osterr Z Stomatol 68:435-44, Dec 71 (Ger) 
(Emergency situations in dental practice] Krianzl B, et 
al. Osterr Z Stomatol 70:274-9, Jul-Aug 73 (Ger) 
[Acute emergency situations with neurological and 
psychiatric symptoms in dental practice] Reisner H. 
Osterr Z Stomatol 69:318-23, Sep 72 (Ger) 
[ Advice from an experienced dental assistant] Scherer 
S. Quintessenz J 3:43-5, Jun 73 (Ger) 
[Acute emergency situation in dental practice with 
neurological and psychiatric symptomatology. Report 
of the continuous education performance of the BDZ 
in Salzburg and Meran) Reisner H. 

Zahnaerztl Mitt 63:484-6 passim, 16 May 73 (Ger) 
(Complications from swallowing and aspiration of 
foreign bodies} Schmid F. 
Zahnaerzt! Prax 24:78-9, 2 Feb 73 (Ger) 
{Emergencies in dentistry. Cephalic, circulatory, 
diabetic, respiratory, allergic changes, etc] Morayta 
M. Rev Odontol Costa Rica 19-47, Jan-Jun 72 (Spa) 


EMOTIONAL DISTURBANCES see AFFECTIVE 
DISTURBANCES (F2) 

EMOTIONAL STRESS see under STRESS, 
PSYCHOLOGICAL (F1) 

EMOTIONS 


see also related 
AFFE 


CTIVE DISTURBANCES (F2) 
MOTIVATION (F1) 


Emotionality, hunger, and normal eating: implications 
for interpretation of electrically induced behavior. 
Wise RA, et al. Behav Biol 8:519-31, Apr 73 

The use of emotional support in dentistry. Vosburg F. 
3 Can Dent Assoc 38:417-8, Nov 72 

The etiology of prolonged thumb sucking. Anke B. 
Scand J Dent Res 79:54-9, 1971 

In what situations are sucking habits practiced? Anke 
B. Sven Tandlak Tidskr 65:319-20, Jun 72 


EMPHYSEMA 


es emphysema: report of case. Martin PW, et 
Surg 30:901-2, Dec 72 

JL Jr, et al. Oral Surg 36:603-5, Oct 73 


ETIOLOGY 


fracture. Wallace L, et 
NY State Dent J 38: “34. Oct 72 
[Cervicofacial subcutaneous and mediastinal 
emphysema as a complication in dentistry] Skaug N. 


INDEX DENTAL LITERATURE 


Nor Tanniaegeforen Tid 82:400-8, Sep 72 (Eng. Abstr.) 
(Swe) 


Radiologic evidence of surgical emphysema. Report of 
a case. Poyton HG, et al. Oral Surg 35:129-31, Jan 73 


EMPLOYMENT 


Summer job opportunities for dental students. Young 
WoO, et al. J Dent Educ 37:42-6, Jun 73 


ENAMEL see DENTAL ENAMEL (A3) 
ENAMEL CUTICLE 


Electron microscopic evidence of a cellular attachment 
between junctional epithelium and dental calculus. 
Listgarten MA, et al. J Periodont Res 8:143-50, 1973 


ANALYSIS 


The gingival seal--a report on an histochemical 
investigation of the dental cuticle. Cran JA. 
Aust Dent J 

pellicle formed in 
two hours on cleaned human teeth in vivo. Rate of 
formation and amino acid analysis. Sénju T, et al. 

Caries Res 7:30-8, 1973 

A plaque-free zone on human and 
transmission electron microscopy. Brady JM. 

J Periodontol 44:416-28, Jul 73 


ANATOMY & HISTOLOGY 


Observations on the periodontium and acquired 
pellicle of adult germfree dogs. Listgarten MA, et al. 
J Periodontol 44:85-91, Feb 73 

Fine structure of the developing epithelial attachment 
of human teeth. Schroeder HE, et al. 
Monogr Dev Biol 2:1-134, 1971 


EMBRYOLOGY 
(Mechanism of formation of the dental cuticle] Hoppe 
Z 28:301-7, Feb 73 (Eng. Abstr.) 
(Ger) 
ENAMEL ORGAN see under TOOTH GERM (A3) 
ENDOCARDITIS, BACTERIAL 


Rotating dental interns. 
3 Hosp Dent Pract 7:12-6, Jan-Mar 73 


ETIOLOGY 


(Endocarditis caused » dentogenous factors) 
Z, et 
tomatol Croat 180-91, 1971 (Eng. -) 


PREVENTION & CONTROL 


Orthodontics, bacteremia, and the heart damaged 
patient. Degling TE. Angle Orthod 42:399-402, Oct 72 

Prevention of bacterial endocarditis. American Heart 
Association. J Am Dent Assoc 85:1377-9, Dec 72 

Endocarditis prophylaxis in the susceptible dental 
Patient. Shearer HT. 
North West Dent 51:335-9, Nov-Dec 72 

ENDOCARDITIS LENTA see ENDOCARDITIS, 
SUBACUTE BACTERIAL (C1, C8) 

ENDOCARDITIS, SUBACUTE 
BACTERIAL 


PREVENTION & CONTROL 


The role of the private 
a variation in the antibiotic coverage 
Penicillin-sensitive patients. Brown TA, A al. 
3 Ky Dent Assoc 25:18-22, Jan 73 
[Prophylaxis against bacterial endocarditis after 
dental treatment] Lokken P, et al. 

Nor Tanniaegeforen Tid 82:465-73, Oct 72 (Nor) 


ENDOCRINE DISEASES 


{Endocrine system and oral tisues] Konukman E. 
Dentoral (Istanbul) 3:209-15, Sep-Oct 71 (Tur) 


COMPLICATIONS 


{Hormonal disorders and arthropathies of the 
temporomandibular joints] Loewit K, et al. 
Osterr Z Stomatol 70:122-5, Apr 73 
(The effect of endocrine disorders on the gingiva] 
Miinch J. Zahnaerzt] Prax 24:5, 5 Jan 73 (Ger) 


DIAGNOSIS 


(Endocrinology and dentistry] Almeida JF de. 
Rev Assoc Paul Cir Dent 27:94-102, Mar-Apr 73 (Eng. 
Abstr.) (Por) 


THERAPY 


Medical conditions dental treatment 
planning. Sutherland KJ. Aust Dent J 17:169-77, Jun 72 


ENDODONTIC ENDOSSEOUS 
IMPLANTATION 


Gosseen FI. 
Dent Assist 42:14-5, May 73 

Endodontic implants for lower denture stabilization. 
Case report. Powell WD. 

3 Tenn State Dent Assoc 53:142-6, Apr 73 
Endodontic implant stabilizers. Feldman G, et al. 
NY J Dent 42:259-60 Oct 72 
Endosteal implants. Indications and contraindications 
for their use in general practice. Meyer S. 
NY State Dent J 39:353-8, Jun-Jul 73 
Vitallium endodontic implants: a scanning electron 
microscope, electron microprobe, and histologic 
study. Seltzer S, et al. Oral Surg 35:828-60, Jun 73 
Endodontic implants. Ehrmann EH. 

Quintessence Int —— Apr 73 

Endodontic Ehrmann 


Quin 

Endodontic implants. 3. 

Quintessence Int 4:11-4, Jun 73 

[Endodontic endosseous implant root stabilizers) 

Berger SI, et al. Promot Dent 37-43, 1972 (Fre) 

{Pin bolting of teeth--a method for closed 

implantation] Staegemann G. 

Dtsch Stomatol 23:162-72, Mar 73 (Eng. Abstr.) (Ger) 

{Late results in abutment implantation) Kanth L. 

Dtsch Zahmaerzti Z 28:561-5, Apr 73 (Eng. — 
(Ger 


[Implants from the viewpoint of the prosthodontist. 
Report of the continuous education performance of 
the BDZ in Salzburg and Meran) Béttger H. 
Zahmaerzt! Mitt 63:427-9, 1 May 73 (Ger) 

{Implantology subjectively seen] Richter H. 
Zahnaerzti Mitt 63:251-2, 16 Mar 73 (Ger) 

[Endedontic endosseous implants as a new dental 
discipline in Chile] Dietz J. 
Odontol Chil 20:18-22, Jul-Sep 72 (Spa) 

(Taking advantage of the lost tooth] Giro CM. 
Rev Argent Implantol Estomatol 1:25-9, Jul 72 (Spa) 


INSTRUMENTATION 


t 
Oral Surg 36:101-8, Jul 73 
STANDARDS 


Cement leakage and retention of 
non-threaded endodontic implants. Judy 
Oral Implantol 3:28-43, Summer 


ENDODONTICS 


see also related 
DENTAL PULP DISEASES (C4) 
DENTAL PULP TEST (E6) 
TOOTH DISCOLORATION (C4) 


(Radiographs for endodontia and periodontia. Latitude 
of exposure] Martins WD. 
Dens (Curitiba) 1:115-9, Jul-Dec 72 (Eng. Abstr.) (Por) 


EDUCATION 


Survey of instructional wee used in teaching 
endodontics. Dowson J, et al. 

Educ 37:47-8, Jul 73 

One answer to parochialism. Marshall FJ, et al. 
J Dent Educ 37:51-2, Feb 73 

Programmed simulation of clinical endodontic 
Problems. Mullaney TP, et al. 

3 Dent Educ 36:37-9, Nov 72 

The teaching of endodontics in Scandinavia. Treatment 
of permanent teeth. Molven O, et al. 


Sven Tandiak Tidskr 65:23-32, Jan 72 
MANPOWER 
Endodontic teaching manpower report. Beveridge EE. 
Oral Surg 34:965-70, Dec 72 
ENDOTOXINS 
ANALYSIS 


Endotoxin determinations in gingival inflammation. 
Shapiro L, et al. J Periodontol 43:591-6, Oct 72 
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An evaluation of the standardization of endodontic 
— 
and 
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ENDOTOXINS 


ISOLATION & PURIFICATION 


Isolation of a phenol-scluble endotoxin from 
Leptotrichia buccalis. Knox KW, et al. 
Arch Oral Biol 18:85-93, Jan 73 


PHARMACODYNAMICS 


The effects of endotoxin on cell detachment in vitro. 
Neiders ME, et al. Arch Oral Biol 18:499-504, Apr 73 

Vascular leakage resulting from topical application of 
endotoxin to the gingiva of the beagle dog. Ranney 
RR, et al. Arch Oral Biol 18:963-70, Aug 73 


ENDOXAN see CYCLOPHOSPHAMIDE (D4) 
ENTERITIS, REGIONAL 


Oral manifestations in Crohn’s disease. Report of a 
case. Eisenbud L, et al. Oral Surg 34:770-3, Nov 72 


ENVIRONMENT 


see also related 
ADAPTATION, PSYCHOLOGICAL (F1) 


Creating a favorable environment to condition 
apprehensive patients. Roberts MW. 

Dent Surv 48:82-3, Oct 72 

Use of compost instead of chemical fertilizer to avoid 
fluorine contamination of soil, water, and food. Schatz 
A, et al. J Nihon Univ Sch Dent 14:99-105, Sep 72 
{Science of work and improvement of the working 
environment] Arendt W. 

Dent Echo (Heidelb) 43:29-36, May 73 


ENZYME DEFECTS see under METABOLISM, 
INBORN ERRORS (C13) 


ENZYME REPRESSION 


(Ger) 


Enzyme reactions in dental plaque matrix. Modification 
of velocity by the presence of polymers. Kelstrup J, et 
al. Acta Odontol Scand 30:621-8, Dec 


ENZYMES 


Inhibition of enzymes by human salivary 
immunoglobulin A. Fukui Y, a al. 

Infect Immun 8:335-40, Sep 

{Enzymes and enzymopathies in : Goudaert 
M, et al. 

Rev Stomatoodontol Nord Fr 26:191-4, 1971 (Fre) 


ANALYSIS 


Identification and characterization of micro-organisms 
isolated from infected primary teeth. Edwards §, et al. 
3 Int Assoc Dent Child 3:15-8, Dec 72 

[Enzyme content of lysosomes from the submandibular 
gland of man and rat] Hochstrasser K, et al. 
Arch Klin Exp Ohren Nasen Kehikopfheilkd 203:41-7, 
1972 (Eng. Abstr.) (Ger) 


THERAPEUTIC USE 


{Clinical testing of the desensitization effect of 
Katryps and rapid-Lasul on painful cervical area of 
teeth] Meyer U. 

Schweiz Monatsschr Zahnheiikd 83:11-7, 1973 x 
Abstr.) 


EOSINOPHILIC GRANULOMA 


Eosinophilic ulcer of the tongue. Song M, et al. 
Arch Dermatol 108:133, Jul 73 

Histiocytosis *X’. Whitehead FI. 

Br J Oral Surg 10:199-204, Nov 72 
Eosinophilic granuloma of bone: report of case. Snyder 
SR, et al. J Oral Surg 31:712-5, Sep 73 
{Clinical aspects and therapy of the eosinophilic 
granuloma in the facial skull] Koppenfels R von, et al. 
Dtsch Zahnaerztl Z 28:514-9, Apr 73 (Eng. Abstr.) 


(Ger) 
{Eosinophilic granuloma of the jaws] Kittinger G, et al. 
Zahnaerzt! Prax 22:42, 15 Feb 71 (Ger) 
{Eosinophilic granuloma of bone. Report of a case] Dias 
AB, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:207-15, 
Jan-Dec 72 (Eng. Abstr.) (Por) 
{ Mandibular eosinophilic granuloma] Borello ED, et al. 
Acta Odontol Venez 10:95-113, Apr 72 (Eng. eat 
pa) 


DIAGNOSIS 
[Differential diagnosis of eosinophilic granuloma and 
deep marginal periodontitis) Hausamen JE, et al. 
Dtsch Z 28:270-5, Feb 73 (Eng. Abstr.) 
(Ger) 
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PATHOLOGY 


Eosinophilic granuloma of the lip. Johannessen TA, et 
al. J Laryngol Otol 87:171-5, Feb 73 


The radiological —~ of eosinophilic granuloma of 
the jaws. Trucchi 
Dentomaxillofac 1:7-8, 1972 

[Eosinophilic granuloma of the jaws] Mojseowicz K, et 
al. Wiad Lek 26:865-70, 1 May 73 (Pol) 


EPHEDRINE 


[Premedication with — in the dental care of 
children} Pautola A, et 
Hammasiaak Toim 


Suom Toim 68: 41-51, 1972 (Eng. Abstr.) 
(Fin) 


EPIDEMIOLOGIC METHODS 


see also related 
MASS SCREENING (El, N2) 


Report of the Commission on Classification and 
Statistics for Oral Conditions 1971-72. Emslie RD, et al. 
Int Dent J 23:385-7, Jun 73 

Oral cancer: an example of a descriptive epidemiologic 
approach to disease. NY J Dent 43:252-3, Oct 73 
[Evaluation of questionnaires in epidemiologic 
studies] Wodniecki J. 

Czas Stomatol 26:769-70, 1973 (Pol) 


EPIDERMAL CYST 


Implantation keratinizing epidermoid cysts. A review 
and case history. Ettinger RL, et al. 
Oral Surg 36:225-30, Aug 73 (27 ref.) 

{4 cases of oral lympho-epithelial cysts] Schiodt M, et 
al 


Tandlaegebladet 76:1075-81, Nov 72 (Eng. Abstr.) 
(Dan) 

[Intraosseous dermoid and epidermoid cysts in the jaw 

region) Heidsieck C. 

Kiefer Gesichtschir 15:220-4, 1972 one. 

bstr.) 

(Epidermoid cysts of the jaws] Nunes da A 

An Esp Odontoestomatol 32:21-34, Jan-Feb 73 (Spa) 

(Cysts. 2] Konukman E. 

Dentoral (Istanbul) 4:32-48, Jan-Feb 72 (Tur) 

[Epidermoid cysts of the mandible] KarapandZié M, et 


al. 
Stomatol Glas Srb 19:109-16, Mar-Apr 72 (Eng. Abstr.) 
(Cro) 


RADIOGRAPHY 


Sublingual epidermoid cyst. Gilbert RK. 
Dent Radiogr Photogr 46:60-2, 1973 


EPIDERMAL NECROLYSIS, TOXIC 


{Lyell ~— wens and its effect on oral cavity] Goranov 
K, et al. 
Stomatologiia (Sofiia) 54:315-8, Jul-Aug 72 Sk 


Abstr.) 


EPIDERMOLYSIS BULLOSA 


Epidermolysis bullosa dystrophica: report of two cases. 
Howden EF, et al. J Am Dent Assoc 85:1113-8, Nov 72 


COMPLICATIONS 


Genetic disorders affecting mucous membrane. (A 
journal report). Villanueva AE. 

J Philipp Dent Assoc 24:43-7, Jun 72 
[Epidermolysis bullosa and its oral form] Kinast H, et 
al. Osterr Z Stomatol 70:166-75, May 73 (Ger) 


CONGENITAL 
{Oral changes in congenital bullous epidermolysis] 
Jak6b-DoleZal K, et al. 
Czas Stomatol 26:227-36, Mar 73 (Eng. Abstr.) (Pol) 
FAMILIAL & GENETIC 
(Histological examination of teeth 
bullous epidermolysis) Szafraniec 
Czas Stomatol 25:1169-75, Dec 72 ie absts. ) (Pol) 


EPILEPSY 


(The need for organized dental care for epileptics] 
Iwifiski J. 


Czas Stomatol 25:921-3, Oct 72 (Eng. Abstr.) (Pol) 
DIAGNOSIS 


Faints and spells. Harrison 
Dent Clin North Am Jul 73 


DRUG THERAPY 
[Epileptic children as patients in a systematic school 


dental service] Lonberg B. 
Tandlaegebladet 77:46-58, San 73 (Eng. Abstr.) (Dan) 


EPILEPSY, EXPERIMENTAL see under 
CONVULSIONS (C10) 
EPINEPHRINE 


Degradation of bronchodilator agents in oxymix 
system. Kronberg GH, et al. 
3 Pharm Sci 62:823-5, May 73 


ADMINISTRATION & DOSAGE 


(epinephrine) in pulpotomy] 
Derg 2:67-9, Jan 71 


[Adverse reactions of the topical application of local 
anesthetics, antibiotics and vasoconstrictors in the 
oral region] Dibi B, et al. 

Schweiz Monatsschr Zahnheilkd 83:543-67, May 73 
(Eng. Abstr.) (Ger) 


Vinblastine and vincristine: a study of their action on 
tissue concentrations of epinephrine, 
norephinephrine and acetylcholine. Cheney DL, et al. 
Neuropharmacology 12:233-8, 73 


PHARMACODYNAMICS 


Enzyme secretion mediated by the epinephrine 
-receptor in rat parotid slices. Factors governing 
efficiency of the process. Batzri S, et al. 

J Biol Chem 248:356-60, 10 Jan 73 

Systemic effects of racemic epinephrine when applied 
to the bone cavity during periapical surgery. Besner 
E. Va Dent J 49:9-12, Oct 72 

[Effects of vasoconstrictor agents in jaw surgery under 
local anesthesia] Passler L, et al. 

Dtsch Stomatol 23:187-92, Mar 73 (Eng. Abstr.) (Ger) 

[Effect of adrenaline and acetylcholine on the 
linguo-maxillary reflex in cats] Teten’chuk EV, et al. 
Biull Eksp Biol Med 73:48-50, Nov 72 (Eng. “es 


EPITHELIAL ATTACHMENT see under 
PERIODONTIUM (A3) 


EPITHELIAL CELLS 


Fine structure of midline epithelium of the developing 
Palate. Jaques RW. 
Chron Omaha Dist Dent Soc 36:132-3, Jan 73 

The nature of the granules within sulcular epithelial 
cells. Innes PB. J Periodont Res 8:252-62, 1973 

Ultrastructural changes of basal lamina and anchoring 
fibrils of gingiva in vitro. Sugimoto A, et al. 
J Periodont Res 8:127-42, 1973 

Contact phenomena of epithelial cells. Neiders ME. 
Oral Sci Rev 1:69-101, 1972 

(Ultrastructure of the human palatal salivary glands. 2d 
report: The myoepithelial cells} Shimono M. 
Shikwa Gakuho 72:1-16, Jun 72 (Eng. Abstr.) (Jap) 
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membrane in children] Knychalska-Karwan 
Czas Stomatol 25:1051-4, Nov 72 (Eng. Abstr.) pm 


ANALYSIS 
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cells cultured in vitro. Thonard JC, et al. 
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CYTOLOGY 


Observations on the ultrastructure of the buccal 
epithelium of the rat. Appleton J, et al. 
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METABOLISM 
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Ann Otol Rhinol Laryngol 82:235-9, Mar-Apr 73 
Salivation testing in traumatic facial paralysis. May M. 
et al. Ann Otol Rhinol Laryngol 82:17-22, Jan-Feb 73 
Neurophysiology of facial nerve testing. Alford BR, et 
al. Arch Otolaryngol 97:214-9, Feb 73 
Practical application of clinical tests for facial 
Paralysis. Jongkees LB. 
Arch Otolaryngol 97:220-3, Feb 73 
Orbicularis oculi (blink) reflex in Bell’s palsy. 
Marinacci AA. 
Bull Los Angeles Neurol Soc 38:126-37, Jul 73 
Electrophysiological investigations of cephalic tetanus. 
Garcia-Mullin R, et al. 
J Neurol Neurosurg Psychiatry 36:296-301, Apr 73 
Prednisone treatment for idiopathic facial paralysis 
(Bell’s palsy). Adour KK, et al. 
N Engl J Med 287:1268-72, 21 Dec 72 
Some aspects of facial nerve paralysis. I. Introduction, 
aetiology, applied anatomy and topognosis, and 
degree of paralysis. Potgieter MG. 
8S Afr Med J 47:27-31, 6 Jan 73 (31 ref.) 
New test methods for estimation of facial weakness. 
Hozawa J, et al. Tohoku J Exp Med 109:377-83, Apr 73 
tic gustometry in 350 subjects] Le 


Ann Giaemenen Chir Cervicofac 89:659-69, Dec 72 
(Eng. Abstr.) (Fre) 
{The blinking reflex in primary facial hemispasm: 
electromyographic considerations] Caraceni T, et al. 
Electromyogr Clin Neurophysiol 12:85-9, Jan-Mar 72 
(Fre) 
[Radioisotope exploration of the salivary glands with 99 
M technetium during facial paralysis] Bernard AM, et 
al. J Fr Otorhinolaryngol 21:417-9, May 72 (Fre) 
(Pathophysiology of synkinesias and contractures 
following peripheral facial paralysis. (Review of 
literature including an attempt at interpretation on 
the basis of the adjustment principle) }] Grosch H, et al. 
Fortschr Neurol Psychiatr 40:339-69, Jul 72 (128 ref.) 
(Eng. Abstr.) (Ger) 
[Facial nerve lesions in otorhinolaryngological 
—— 1. Problem diagnosis “Bell’s palsy” ] Miehlke 


Monatsschr Ohrenheilkd Laryngorhinol 106: 
(Ger 


72 
Palsy) Takahashi A, et al. 
Clin Neurol (Tokyo) 12:441-8, Sep 72 (Eng. Abstr.) 
(Jap) 
{Clinical and experimental studies on prognosis of 
facial paralysis due to middle ear surgery] Takemura 
K. J Otolaryngol Jap 76:246-60, Feb 73 (Jap) 
(Conduction time by intra and extraotic stimulation in 
facial paralysis} Paolinelli L, et al. 
Acta Otorinolaryngol Iber Am 23:535-9, 1972 Gone. 
Abstr.) (Spa 
te 
Ried E, et al. 
Acta Otorinolaryngol Iber Am 23:527-32, 1972 ox 
Abstr.) 


PREVENTION & CONTROL 


The facial nerve in acoustic tumor surgery. Smyth GD. 
Arch Otolaryngol 97:152-3, Feb 73 

Facial nerve preservation in relation to tumour size in 
acoustic nerve tumour surgery. —? AW, et al. 
3 Laryngol Otol 87:327-32, Apr 

[Basal skull fractures from the . and otologic 
viewpoint] Kley W. 
Langenbecks Arch Chir 329:543-7, Dec 71 (Eng. Abstr.) 

(Ger) 


INDEX DENTAL LITERATURE 


[Anatomic preservation of the facial nerve and its 
function following total — of acoustic nerve 
neurinomas) Zlotnik EI, et 
Vopr Neirokhir 36:3-8, May-Jun 73 (Eng. Abstr.) (Rus) 


RADIOGRAPHY 


Some aspects of facial nerve paralysis. I. Introduction, 
aetiology, applied anatomy and topognosis, and 
degree of paralysis. Potgieter MG. 

S Afr Med J 47:27-31, 6 Jan 73 (31 ref.) 


REHABILITATION 
cen approach to facial paralysis] Chouard 


Ann Otolaryngol Chir Cervicotac89:27580, 


SURGERY 


Reconstructive operations for leprous disfigurement 
of the face. Daykhes AI. 

Acta Chir Plast (Praha) 14:101-11, 1972 
Complications in surgery for blephar 

Dortzbach RK. Am J Ophthalmol 75:142-7, Jan 73 
Grand rounds at the University of Iowa. 

Ann Otol Rhinol Laryngol 82:263-70, Mar-Apr 73 
Combined operation for facial palsy. Banuelos A. 
Arch Ophthalmol 89:329-31, Apr 73 

Surgical anatomy of the facial nerve. om BJ, et al. 
Arch Otolaryngol 97:201-13, Feb 

Cranial metaphyseal dysplasia. 
aspects. Stool SE, et al. 

Arch Otolaryngol 97:410-2, May 73 

Bell’s palsy. Arch Otolaryngol 97:224-6, Feb 73 
The early nonsurgical decompression of the facial 
nerve. Bryant FL. J La State Med Soc 125:85-9, Mar 73 
Herpes zoster of the head and neck. Payten RJ, et al. 
3 Laryngol Otol 86:1031-55, Oct 72 

Peripheral facial paralysis: diagnosis, pe vg and 
treatment. May M. J Natl Med Assoc 64:424-6, Sep 72 
Bell’s palsy--a clinical survey. McCafferty GJ. 

J Otolaryngol Soc Aust 3:410-3, 1972 

Bell’s palsy: results of surgery; salivation test versus 
nerve excitability test as a basis of treatment. May M, 
et al. Laryngoscope 82:1337-48, Jul 72 
Techniques and triumphs of muscle transplantation. 
Thompson N. Nurs Mirror 136:25-7, 25 May 73 
Facial reanimation in facial paralysis. Eberle RC. 
Otolaryngol Clin North Am 5:631-8, Oct 72 
Reconstruction of the nasolabial fold. Clodius L. 
Plast Reconstr Surg 50:467-73, Nov 72 

Late reconstruction of the lax oral sphincter in facial 
paralysis. Freeman BS. 

Plast Reconstr Surg 51:144-8, Feb 73 

Is plastic surgery effective in the rehabilitation of 
deformed delinquent adolescents? Meyer JK, et al. 
Plast Reconstr Surg 51:53-8, Jan 73 

Muscle grafts. Thompson N. 

Proc R Soc Med 65:1066, Dec 72 

Surgery of the facial nerve. Nickman NJ. 
Rocky Mt Med J 70:37-9, May 73 

Some of facial nerve paralysis. 3. 
Complications, prognosis and management. Potgieter 
MG. 8 Afr Med J 47:100-4, 20 Jan 73 (27 ref.) 
Some aspects of facial nerve paralysis. I. Introduction, 
aetiology, applied anatomy and topognosis, and 
degree of paralysis. Potgieter MG. 

S Afr Med J 47:27-31, 6 Jan 73 (31 ref.) 
Neurofibroma of the facial nerve. Sellars SL. 
S Afr Med J 46:1332-4, 16 Sep 72 

Advances in facial nerve repair. Smith JW. 
Surg Clin North Am 52:1287-306, Oct 72 (47 ref.) 
Management of penetrating wounds of the neck. De la 
Cruz A, et al. Surg Gynecol Obstet 137:458-60, Sep 73 
Adverse effects of facial nerve decompression for 
Bell’s palsy. Olson NR, et al. 

Trans Am Acad Ophthalmol Otolaryngol 77:or167-71, 
Mar-Apr 73 

The surgical management of seventh-nerve palsy. 
Taylor RF. Trans Aust Coll Ophthalmol 3:32-8, 1971 
Summary of recent abstracts. 8. Leprosy. Browne SG. 
Trop Dis Bull 69:863-71, Sep 72 

The surgical management of leprosy. Fritschi EP. 
Trop Doct 3:19-27, Jan 73 

(5-year experiences and results obtained in the surgical 
treatment of ischemic lesions of the seventh nerve) 
Steidl L, et al. 

Cas Lek Cesk 111:802-6, 25 Jul 72 (Eng. Abstr.) (Cze) 
(Use of human skin preserved in cialit in plastic 
surgery] Morel-Fatio D, et al. 

Ann Chir Plast 18:101-17, 1973 (Eng. Abstr.) (Fre) 
(Chordal neurolysis: new treatment of facial 

due to cold. Initial results] Chouard CH. 
Ann Otolaryngol Chir Cervicofac 87:455-63, Jul-Aug 70 


(Fre) 
{Results and indications of chordal neurolysis in & 
frigore facial paralysis] Chouard CH. 
Ann Otolaryngol Chir Cervicofac 89:507-15, Sep 
(Eng. Abstr.) 
(Cervico-cephalic zona with multiple 
complicated by facial treated 
by surgery] Lallemant Y, et al. 


Ann Otolaryngol Chir Cervicofac 90:214-9, Mar 73 


(Fre) 

[Dynamic closure of the eyelids in facial paralysis (G.H. 
Arion’s procedure)}] Muler H, et al. 

Ann Otolaryngol Chir Cervicofac 87:499-502, Jul-Aug 


(Fre) 

[Long-delayed surgery of “a frigore” facial paralysis. 

Natali 

e 

Ann Otolaryngol Chir Cervicofac 90:378-83, Jun 73 

(Fre) 

[Dynamic closing of the eyelids in facial paralysis (G. H. 

Arion’s technic)] Muler H. 

Cah Med 14:333-4, May 73 (Fre) 
[Present surgical treatment of essential facial 

Paralysis. Our simplified technic] Martin H, et al. 

3 Med Lyon 51:2001-2 passim, 20 Nov 70 (Eng. Abstr.) 


(Fre) 

[Nerve decompression in traumatic and a frigore facial 
Paralysis} Decroix G, et al. 
Lille Med 17:1237-41, Oct 72 (Fre) 
[Traumatic facial paralysis by damage of the Ist 
Portion. Total decompression of the Fallopian 
— 2 cases operated with success] Garcin M, 
et 
Rev Ot 1 44:305-8, May-Jun 72 (Fre) 
paralysis] Morrissette Y. 

Med Can Fr 2:534-40, Jun 73 
glean of the stapes footplate in drilling 
of the ear ossicle chain] Helms J. 


heal 


(Fre) 


(Ger) 
[Assessment of idiopathic and post-traumatic facial 
Paralysis in ENT practice: objective bases for 
surgery] Miindnich K, et al. 

HNO 21:12-4, Jan 73 (Eng. Abstr.) (Ger) 
[Basic principles of lid reconstruction] Schmid E. 
Klin Monatsbl Augenheilkd 162:296-305, Mar 73 oa. 
Abstr.) 

{Facial nerve lesions in otorhinolar a 

1. Problem diagnosis “Bell’s palsy” ] Miehlke 


Monatssen Ohrenheilkd Laryngorhinol 106: — 
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(Problems with facial nerve injuries in the 
otorhinolaryngologic practice. 2. On iatrogenic 
injuries of the facial nerve, medico-legal situation of 
the surgeon] Miehlke A. 
Monatsschr Ohrenheilkd Laryngorhinol 106:461-8, Oct 
Ger) 


72 
{Surgical treatment of facial paralysis in the 
Melkersson-Rosenthal syndrome] Cerny L, et al. 
Z Laryngol Rhinol Otol 51:525-32, Aug 72 (Eng. Abstr.) 
(Ger) 
(The emergency case in facial nerve surgery] Miehlke 
A. 


Z Laryngol Rhinol Otol 52:349-55, May 73 (Eng. Abstr.) 
(Ger) 
[Significance of decompression operation of the facial 


nerve--based on the changes in lymphatic flow in the 
nerve] Kumagami H, et al. 


J Otolaryngol Jap 76:39-41, Jan 73 ¢ 
(Surgery of the facial nerve] Naito T, et al 
3 Otolaryngol Jap 76:270-3, Feb 73 (Jap) 


[Topodiagnosis of intratemporal facial nerve palsy] 
Pietruski J. 
Otolaryngol Pol 26:619-24, 1972 = ref.) (Pol) 
[Electrogustometry in the diagnosis nerve 
Palsy] Pietruski J. 
Otolaryngol Pol 27:125-30, 1973 (Eng. Abstr.) } 4 
[Salivation test in the diagnosis and prognosis in Bell 
Palsy] Pietruski J, et al. 
Otolaryngol Pol 27:253-9, 1973 (39 ref.) (Eng. Abstr.) 
(Pol) 


(Hemifacial spasm: results of surgical treatment in 14 
cases] Carvalho RR, et al. 
Arq Neuropsiquiatr 31:91-5, Jun 73 (Eng. — 


vor Neirokhir 36:30-2, Nov-Dec 72 (Eng. 


(Indication for surgical decompression in om 
of the facial nerve] Andreevski A, et al. 

God Zb Med Fak Skopje 18:215-21, 1972 (Eng. Abstr.) 
(Ser) 


frigore Paralysis. Surgical De 
Acta Ovorinlaryngol Am 23:565-75, 1972 (Eng 


Abstr.) 
{Surgical therapy of irreparable paresis of the pant} 
—_. — of static and dynamic hinges) 
trovié S. 


Cesk Stomatol 72:410-4, Nov 72 (Eng. Abstr.) (Slo) 
THERAPY 


Lip splinting in a case of Bell’s palsy. Bearn EM. 
Apex 7:54-6, Mar 73 

Care of the eye in facial paralysis. Goren SB, et al. 
Arch Otolaryngol 97:227-8, Feb 73 

The early nonsurgical decompression of the facial 
nerve. Bryant FL. J La State Med Soc 125:85-9, Mar 73 


FACILITY DESIGN AND 


— palsy--a clinical survey. McCafferty GJ. 
J Otolaryngol Soc Aust 3:410-3, 1972 

Treatment of Bell’s palsy. Rowland LP. 

N Engl J Med 287:1298-9, 21 Dec 72 

Bell’s palsy and its treatment. Aminoff MJ. 


Postgrad Med J 49:46-51, Jan 73 
Bell’s palsy: the present status of electrodiagnosis and 
treatment. Wester I. Prog Phys Ther 1:367-73, 1970 
Congenital facial nerve palsy. Melmed EP. 
S Afr J Surg 11:92-3, Jun 73 
approach to facial paralysis} Chouard 


Ann Otolaryngol Chir Cervicotac 89:275-00, Apr-May 


(Fre) 

[Two cases of auricular tuberculosis with facial 
—— Lallemant Y, et al. 

Ann Otolaryngol Chir Cervicofac 90:232-8, Mar 73 

(Fre) 

(Assessment of idiopathic and post-traumatic facial 

Paralysis in ENT practice: objective bases for 
surgery] Miindnich K, et al. 

HNO 21:12-4, Jan 73 (Eng. Abstr.) (Ger) 

[Selective blocking of the facial nerve branch for the 

treatment of dysfunction of the facial muscle] 


Totsuka G, et al. 

J Otolaryngol Jap 75:1274-7, Nov 72 (Jap) 
FACIES see under FACIAL EXPRESSION (E1, F1) 
FACILITY DESIGN AND 

CONSTRUCTION 


An aid to surgery design. Davies MH. 

Br Dent J 134:500, 5 Jun 73 

Your office needs a woman’s touch. Magaziner HJ. 

Dent Econ Oral Hyg 62:42-7, Oct 72 

So you want to build a building: ee Zirkle TE. 
Dent Manage 47-8 passim, May 

Dent Manage 13:29-30 passim, Apr 73 

So you want to build a building: selling the property. 

Dent Manage 13:47-8 passim, Jul 73 

So you want to build a building. 3. 

Dent Manage 13:51-2 passim, Jun 73 

A purpose built dental surgery in Swindon. + 

Dent Pract (Ewell) 4:6-7 passim, 

Making your first office last. Doyle .. 

Dent Stud 51:30-1 passim, Jun 73 

Modern dental offices. Efficiency-plus: patients 

prepare themselves for dental ~~ eee Buhl RF. 

Dent Surv 48:52-5 passim, Dec 

Dentistry runs--and grows--in the eantty. O’Leary JT. 

Dent Surv 49:74 passim, May 73 

Creating a favorable environment to condition 

apprehensive patients. Roberts MW. 

Dent Surv 48:82-3, Oct 72 

Patient “isolation” yields to open look. 

Dent Surv 49:62-3, Feb 73 

Changing environment helps ease children’s fears of 

the unknown. Dent Surv 49:44 passim, Feb 73 

Historic firehouse fills a new preventive role--in 

dentistry. Dent Surv 48:40-2, Nov 72 

Expansion adds room for total dentistry. 

Dent Surv 48:60-1, Nov 72 

Modern offices. Dent Surv 48:72-3 passim, Oct 72 

For future re-design: no load-bearing walls. 

Dent Surv 49:64-6, Jul 73 

Modern offices: equipping the first office for economy 

in the long run. Dent Surv 49:69-70, Jun 73 

Disease-control program: success depends on follow 

through. Dent Surv 49:32-4, Jul 73 

Educational dental cubicle design. Custer F. 

Ti Dent J 42:381-6, Jun 73 

Group practice in suburban Chicago. 

Ti Dent J 42:371-6, Jun 73 

Style, efficiency, and convenience in a home-office. 

Klimen GR. J Am Dent Assoc 87:546-7, Sep 73 

Red office and operatory increase efficiency. 

Gansberg M. J Clim Orthod 7:508-13, Aug 73 

Solo orthodontic practice. Lindquist JT 


Hurdle RB. 


J Dent Child 40:327-8, Jul-Aug 73 

Current concepts of four handed dentistry. Schmid W 
Jr. J Tenn State Dent Assoc 53:153-6, Apr 73 
A general practitioner’s viewpoint of the team concept 
developed by the dental manpower center. Johnson 
DA. North West Dent 52:116-20, Mar-Apr 73 
Put pizzazz in your practice. Teitelbaum MJ. 
Tic 32:12, Feb 73 

(The modern dental laboratory--goods or ideas?] Beck 
E. Dent Dienst 24:8-10 concl, Jul 72 (Ger) 


pr 
Dent Echo (Heidelb) 42:21-8, Sep 72 (Ger) 
[Office addition as a hygiene center] Donath H. 
Quintessenz J 3:25-7, Aug 73 (Ger) 
[The design of a dental practice) Nilsson N. 
Sven Tandlak Tidskr 64:329-30, May 71 (Eng. Abstr.) 
(Swe) 
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Arch Klin Exp Ohren Nasen Kehikopfheilkd 4 
[Who knows the answer? Reflections on an unusual 
office design) Kimmel K. 
Dent Echo (Heidelb) 43:12-5, May 73 (Ger) 
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FACTOR VIII 


FACTOR VIII 
ADMINISTRATION & DOSAGE 


Non-sutured nerve transplantation. (A report on 
animal experiments). Matras H, et al. 
3 Maxillofac Surg 1:37-40, 


THERAPEUTIC USE 


A new approach to the surgical management of patients 
with von Willebrand’s disease. Westwood RM, et al. 
3 Oral Surg 31:483-6, Jun 73 

Tooth extractions in hemophiliacs after administration 
of a single dose of factor VIII or factor IX concentrate 
supplemented with AMCA. Bjérlin G, et al. 
Oral Surg 36:482-9, Oct 73 


FACTOR IX DEFICIENCY see CHRISTMAS 
DISEASE (C9) 
FACTOR XI 
THERAPEUTIC USE 


Tooth extractions in hemophiliacs after administration 
of a single dose of factor VIII or factor IX concentrate 
supplemented with AMCA. Bjérlin G, et al. 
Oral Surg 36:482-9, Oct 73 


FACTOR XI DEFICIENCY 


Plasma thromboplastin antecedent deficiency. 
Williams JL. Br J Oral Surg 10:126-32, Nov 72 


FACULTY, DENTAL 


A unique relationship--dental student-clinical 
instructor. Miller EL. Ala J Med Sci 10:119-21, Jan 73 

What makes a good dental teacher? Richardson JT, et 
al. Dent Stud 50:60-1, Oct 72 

Training technotherapists for use in an urban dental 
care program. Pelle ND, et al. 
Health Serv Res 88:181-6, Feb 73 

Survey of existing mechanisms for faculty governance 
at AADS member institutions. Barr JH. 
3 Dent Educ 37:35-8, Aug 73 

Endodontic teaching manpower report. Beveridge EE. 
Oral Surg 34:965-70, Dec 72 

{Recommendation for augmenting the resources for 
teaching personnel and physical plants in order to 
satisfy the demands for dentists for Latin America] 
Beltran R. Rev ALAFO 8:29-40, Jan 73 (Spa) 


SUPPLY & DISTRIBUTION 


Dental hygiene faculty: demand, sources of supply and 
recruitment. Keevil JM. 

3 Am Dent Hyg Assoc 47:219-24, Jul-Aug 73 
Location and evaluation of prospective faculty 
members. Till MJ. J Dent Educ 36:32-7, Oct 72 


UTILIZATION 


A survey of intramural dental practices in United 
States Dental Schools. Speed EM, et al. 
3 Dent Educ 37:26-9, Jan 73 


FAINTING see SYNCOPE, (C17) 
FAMILY 


All in the family. Teuscher GW. 
3 Dent Child 40:7-8, Jan-Feb 73 


FAMILY CHARACTERISTICS 


Educational, occupational, and marital status of cleft 
palate adults. McWilliams BJ, et al. 

Cleft Palate J 10:223-9, Jul 73 

Wives learn what their husbands are up to. 
Dent Stud 51:58, Apr 73 

Clinics, caries and couples. 

Dent Stud 51:78 passim, Jun 73 


FAMILY MEDICINE see under COMPREHENSIVE 
HEALTH CARE (N4) 


FAMOUS PERSONS 


The odontological identification of Adolf Hilter. 
Definitive documentation by x-rays, interrogations 
and autopsy findings. (Hitler A), Sognnaes RF, et al. 
Acta Odontol Scand 31:43-69, 1 

John Henry Holliday, DDS: Georgia’s most famous 
dentist. (Holliday JH), Looper JW. 

3 Am Dent Assoc 87:250-6, Aug 73 

Dentistry’s contribution to political history. Monica 
WS. J Am Dent Assoc 85:1081-3, Nov 72 

ao “family” at the dentist] (Brando 
M), Dwork HR. 

Dent Labor (Munch) 21:244-6, Mar 73 (Ger) 


INDEX DENTAL LITERATURE 


{In the beginning was Pasteur. On the 150 anniversary 
of the French chemists who marked the 
bacteriological era] (Pasteur L), Peitl W. 
Osterr Dent Z 25:120-2, Jun 73 (Ger) 


(Ger) 
sion moral figure of Horace Wells} (Wells H), Bobbio 


Trimest Odontoiatr 53:215-24, Oct-Dec 72 =. 
Abstr.) 


FATIGUE 


How to avoid those physical strains. Levine AH. 
Tic 32:1-2, Feb 73 

[Principles of ergonomy in dental practice] Krzywicki 
J. Czas Stomatol 25:777-84, Sep 72 (Eng. Abstr.) (Pol) 


FATTY ACIDS 


{Research on the harmlessness of triglycerides 
synthesized from odd and even fatty acids} Gontzea I, 
et al. Ann Nutr Aliment 26:209-20, 1972 (Fre) 


ANALYSIS 


Effect of diet deficient in essential fatty acid on fatty 
acid composition of enamel and dentine of the rat. 
Prout RE, et al. Arch Oral Biol 18:583-90, May 73 


Incorporation of sodium acetate-1-14C into fatty 
acid-14C in the gingiva of scorbutic guinea pigs. Otake 
S, et al. J Nihon Univ Sch Dent 14:138-40, Dec 72 


THERAPEUTIC USE 


The plaque-inhibiting activity of surface-active 
substances--sodium N-lauroylsarcosinate and sodium 
sulphoricinoleate. Van Betteray W, et al. 
Caries Res 7:85-8, 1973 


FATTY ACIDS, FREE see FATTY ACIDS 
NONESTERIFIED (D11) 
FATTY ACIDS, NONESTERIFIED 
ANALYSIS 


Effects of nutrition on the composition of tooth lipids 
and fatty acids in rats. II. Effects of restriction of a 
cariogenic diet on caries and lipid composition of 
molars and incisors. Alam SQ, et al. 

J Dent Res 52:229-35, Mar-Apr 73 


FATTY TISSUE see ADIPOSE TISSUE (A10) 
FATTY TUMOR see LIPOMA (C2) 


FEAR 


An unappreciated aspect of prevention. Pace LF. 
Anesth Prog 20:46-7, Mar-Apr 73 
A case for nitrous oxide-oxygen inhalation sedation: an 
aid in the elimination of the child’s fear of the 
“needle”. Sorenson HW, et al. 
Dent Clin North Am 17:51-66, Jan 73 
Make the dental clinic “a nice place to visit”. Gonzales 
L, et al. Dent Stud 51:26-7, Jan 73 
Origins and characteristics of fear of dentistry. 
Kleinknecht RA, et al. 
J Am Dent Assoc 86:842-8, Apr 73 
Use of visual imagery in needle phobic children. Ayer 
WA. J Dent Child 40:125-7, Mar-Apr 73 
Fear-provoking r dations, intentions to take 
Preventive actions, and actual ‘preventive actions. 
Krisher HP 3d, et al. 
3 Pers Soc Psychol 26:301-8, May 73 
The relationship between fear and intelligence in the 
child patient. DiBona MC. 
NY State Dent J 43:52-6, Feb 73 

pal lesions and shuttlebox avoidance 
behavior: a fear hypothesis. Antelman SM, et al. 
Physiol Behav 9:15-20, Jul 72 
{Intimate sphere of the mouth--a problem for the 
dental assistans?] Donath H. 
Quintessenz J 2:35-6, Nov 72 (Ger) 
(The dentist seen through - eyes of the anxious 
dental patient) Winnberg 
Tandlakartidningen ‘1s Jun 73 (Swe) 


PREVENTION & CONTROL 


Communications. Crane GW. 
CAL 37:12-5 passim, Aug 73 
yg aspects of conquering patients’ fear) 
T. Zahnaerztl Prax 24:287-9, 1 Jun 73 (Ger) 


FEEBLEMINDEDNESS see MENTAL 
RETARDATION (C10, F2) 


FEEDING BEHAVIOR 


Intraindividual sped of infants’ behaviour. 
Tautermannova 

Act Nerv nthy (Praha) 15:36-7, Mar 73 
Regulation of food intake. Physiologic-biochemical 
aspects (peripheral regulatory factors). Le Magnen J. 
Adv Psychosom Med 7:73-90, 1972 (73 ref.) 
Eating behavior and obesity in men and animals. 
Nisbett RE. 

Adv Psychosom Med 7:173-93, 1972 (34 ref.) 
Correction of infantile feeding habits. Holser-Buehler 
P. Am J Occup Ther 27:331, Sep 73 
Mouthpart sensilla of the tsetse fly and their function. 
I. Feeding patterns. Margalit J, et al. 

Ann Trop Med Parasitol 66:525-36, Dec 72 
Circadian pattern of the use of the incisor teeth by 
laboratory rats. Robins MW. 

Arch Oral Biol 18:641-5, May 73 

Dissociation of odor and taste in baitshyness. Hankins 
WG, et al. Behav Biol 8:407-19, Mar 73 
Importance of palatability in determining the feed 
intake of sheep offered ch d and pelleted hay. Van 
Niekerk AI, et al. Br J Nutr 30:95-105, Jul 73 
Baby bottle caries. Diagnosis and treatment. Berman 
MH. CDS Rev 66:32-3, Aug 73 

Physiologic control of food intake. Hamilton CL. 
3 Am Diet Assoc 62:35-40, Jan 73 

The nucleus basalis of the pigeon: a single-unit analysis. 
Witkovsky P, et al. J Comp Neurol 147:119-28, 1 Jan 73 
Area postrema damage and bait shyness. Berger BD, et 
al. J Comp Physiol Psychol 82:475-9, Mar 73 
Conditioned satiety in the rat. Booth DA. 

J Comp Physiol Psychol 81:457-71, Dec 72 
Contribution of ingestive behaviors to taste-aversion 
learning in the rat. Domjan M, et al. 

3 Comp Physiol Psychol 80:403-12, Sep 72 
Mother’s milk: a medium for transmission of cues 
reflecting the flavor of mother’s diet. Galef BG Jr, et 
al. J Comp Physiol Psychol 83:374-8, Jun 73 
Predation and feeding: comparisons of feeding 
behavior of killer and nonkiller rats. Paul L, et al. 
3 Comp Physiol Psychol 84:258-64, Aug 73 
Failure of recovered lateral hypothalamic rats to learn 
specific food aversions. Roth SR, et al. 

J Comp Physiol Psychol 83:184-97, May 73 
Epidemiologic study of dental caries experience and 
between-meal eating patterns. Bagramian RA, et al. 
3 Dent Res 52:342-7, Mar-Apr 73 

Rampant caries as a result of latent bottle feeding in 
young children. Miller JB. 

J Okla State Dent Assoc 63:9-11, Apr 73 
Analysis of diabetic hyperphagia and polydipsia. 
Hernandez L, et al. Physiol Behav 9:741-6, Nov-Dec 72 
Palatability and caloric density as determinants of food 
intake in hyperphagic and normal rats. Levison MJ, et 
al. Physiol Behav 10:455-62, Mar 73 
Differential effects of hypothalamic transections on 
the wood gnawing behavior of rats. Sclafani A, et al. 
Physiol Behav 10:451-4, Mar 73 

Incentive as a factor in the behaviors of = * 
lateral hypothalamic stimulation. Smith DA. 
Physiol Behav 8:1077-86, Jun 72 

The effect of VMH lesions, lateral cuts and anterior 
cuts of food intake, activity level, food motivation, 
and reactivity to taste. Storlien LH, et al. 
Physiol Behav 9:191-7, Aug 72 

Night-bottle syndrome. Castano FA. Tic 32:3-5, Feb 73 
[Baby bottle) Tuncer O. 

Dishekim Derg 2:57-8, Jan 71 (Tur) 


DRUG EFFECTS 
Specificity of feeding in Palythoa 


psammophilia (Zoanthidea, Coelenterata). Reimer 
AA. Comp Gen Pharmacol 2:383-96, Dec 71 


FEEDING PATTERNS see under FEEDING 
BEHAVIOR (F1) 

FEEDING THRESHOLD see under FEEDING 
BEHAVIOR (F1) 

FEELINGS see EMOTIONS (F1) 


FEES AND CHARGES 
ge ee for clinicians and essayists. Miller DI. 
Annu Manage Conf ADA 24:27-31 passim, 1973 


Honoraria-fees for clinicians and essayists. Nolen JG. 
Annu Manage Conf ADA 24:32-6, 1973 


{Quality and prices} Dens 2:3-4 passim, Nov 72 (Dan) 
FEES, DENTAL 


Oral surgeon stresses orthodontic care in dental health 
column. Grosby JS. Am J Orthod 63:166-7, Feb 73 
American Association of Orthodontists. Phase 3 


bulletin. Am J Orthod 63:319, Mar 73 


ee Fees for dental speakers. Christensen GJ. 
J Am Dent Assoc 86:545, Mar 73 
$-150 


INDEX DENTAL LITERATURE 


Usual and customary: philosophy and fees. Waldman 
HB. Ann Dent 31:36-40, Summer 72 

The financing of dental care with particular reference 
to orthodontic practice in Australia. 2. Newbury R. 
Aust Orthod J 3:55-61, Oct 72 

Start your own collection agency? Hellman V. 
Dent Econ Oral Hyg 62:36 passim, Nov 72 
Take your teeth to Eurupe? Hudson J. 

13:13-7, Feb 73 

For the general practitioner: 
*gotterdammerung’. Liebler RF. 

Dent Manage 12:53 passim, Nov 72 

Your fees: down she goes. Dent Manage 12:28-35, Nov 72 
Watch your fees and dues. 

Dent Stud 51:59 passim, Jun 73 

What every dentist should know about soft-sell 
collection. Arkin J. Dent Surv 48:41-2, Dec 72 
How to get along with patients: communicate frankly 
about fees and treatment, and be sympathetic. 
Dent Surv 49:38-9, May 73 

Causes of increase in Medicaid costs in California. 
Gartside FE. Health Serv Rep 88:225-35, Mar 73 
Quoting of fees. Mellion GL. 

3 Am Dent Assoc 86:294, Feb 73 

The gold pass-through. J Am Dent Assoc 85:761-2, Oct 72 
Aetna Life & Casualty statement of claim practices and 
procedures with respect to dental expense benefits. 
3 Am Dent Assoc 87:671-2, Sep 73 

Truth in lending. Gottlieb EL. 

3 Clin Orthod 6:522-3, Sep 72 

The key to dental care; money or motivation? Abrams 
WZ. J NJ Dent Assoc 44:6-7 passim, Summer 73 
Society objects to omission of dentists in Medicaid fee 
adjustment. NY State Dent J 29:141, Mar 73 
Peer review. Bronson HL. 

Orange Cty Dent Soc Bull 7-8, May 73 
Patient relations and local review committees. Kohn M. 
Pa Dent J (Harrisb) 40:25-8, Mar 73 

Dental costs and incomes rose in 1971. 

Probe (Lond) 14:368, Feb 73 

(The situation of the Austrian dental profession] 


Brenner W. 

Osterr Zahnaerzteztg 23:143-8, May 72 (Ger) 
FEES, MEDICAL 
Your fees: down she goes. Dent Manage 12:28-35, Nov 72 
FEES, PHARMACEUTICAL 


Quoting of fees. Mellion GL. 
3 Am Dent Assoc 86:294, Feb 73 


FELLOWSHIPS see under TRAINING SUPPORT 
(H,N3) 
FENTANYL 
ADMINISTRATION & DOSAGE 


Neuroleptanalgesia and dissociative drugs. Greenfield 
W. Dent Clin North Am 17:263-74, Apr 73 
Aclinical evaluation of fentanyl] for outpatient sedation 
in dentistry. Bennett CR. Oral Surg 34:880-5, Dec 72 
{Intralingual Leptofen in infantile anesthesia] 
Bolognesi L, et al. 
Minerva Anestesiol 36:622-4, Oct 70 (Eng. Abstr.) (Ita) 


ADVERSE EFFECTS 
Patients’ refusal of surgery after innovar 
premedication. Briggs RM, et al. 
Plast Reconstr Surg 51:158-61, Feb 73 
PHARMACODYNAMICS 
An evaluation of the analgesic activity of meperidine 
and fentanyl. Allen GD, et al. 
Anesth Prog 20:72-5, May-Jun 73 
FEP see under FLUOROCARBON POLYMERS (D13) 
FERMENTATION 


(pH analysis of the bacterial fermentation of sugar 
alcohol, maltitol and lactitol, in human whole saliva] 
Miyamura E. 

Odontology (Tokyo) 60:717-31, Feb 73 (Jap) 


FERRIC AND FERROUS COMPOUNDS see under 
IRON (D1, D7) 

FERTILIZERS 

Use of compost instead of chemical fertilizer to avoid 


fluorine contamination of soil, water, and food. Schatz 
A, et al. J Nihon Univ Sch Dent 14:99-105, Sep 72 


FETUS 


see also related 
MATERNAL-FETAL EXCHANGE (G1) 


ANALYSIS 


The strontium content of bones and teeth of human 
foetuses. Wolf N, et al. Arch Oral Biol 18:233-8, Feb 73 


BLOOD SUPPLY 


(Monthly changes in elastic fibers and collagen fibers 
distributed in fetal arterial walls] Nakagawa A. 
Shikwa Gakuho 72:1-31, Jul 72 (Eng. Abstr.) (Jap) 


induced abnormalities of the 

in experimental animals. I. Effect 

h ide and 6-mercaptopurine 

embryonie and fetal development of the rat] Schmitz 

. et al. 
r.) 

(Chemically induced abnormalities of the a 
system in experimental animals. II. Teratologic 
studies using N-methyl-N-nitrosourea in rats and 
mice] Schmitz R, et al. 

Mund Kieferheilkd 60:220-31, 
r. 


FEVER 


see also related 
ANALGESICS AND ANTIPYRETICS (D6) 


Fever and the postoperative patient. Weil TM. 
3 Oral Surg 31:201-2, Mar 73 


FIBER OPTICS 


The use of fibre lighting in oral surgery. Simpson W, et 
al. Trans Congr Int Assoc Oral Surg 4:229-31, 1973 


INSTRUMENTATION 


Dent Surv 48:38-41, Oct 

Indirect laryngoscopy using fiber 
J Am Dent Assoc 85:1336-7, 
(Transillumination of the oral cavity  aeeiesenenes 
optics] Friedman J. 

Med Hyg (Geneve) 30:1460-2, 11 Oct 72 (Fre) 


FIBRINOKINASE see STREPTODORNASE AND 
STREPTOKINASE (D9) 
FIBRINOLYSIN 
THERAPEUTIC USE 


A proposed drug treatment of oral wounds, infection. 
Depalma RA. Dent Surv 49:54 passim, Jul 73 


FIBRINOLYSIS 


see also related 
ANTIFIBRINOLYTIC AGENTS (D7) 


Fibrinolytic activity of squamous epithelium of the oral 
cavity and oesophagus of rat, guinea pig and rabbit. 
Myhre-Jensen O, et al. 
Arch Oral Biol 16:1099-107, Sep 71 

Fibrinolysis: a possible factor in the control of 
Postoperative hemorrhage in the patient with 
hemophilia. Bump RL, et al. 

Oral Surg 36:195-200, Aug 73 

Fibrinolytic activity in dental cysts. Harris M, et al. 
Oral Surg 35:818-26, Jun 73 

Fibrinolysis and wound infection. Schulte W, et al. 
Trans Congr Imt Assoc Oral Surg 4:111-5, 1973 

[Autonomic nerve function and fibrinolysis during oral 
surgery] Suzuki M. 

Jap J Oral Surg 17:472-500, 1971 (Jap) 

(Fibrinolysis in relation to tooth extraction during 
menstruation and the remainder of the cycle] 
Fukutake K, et al. 

Shikwa Gakuho 73:157-62, Jan 73 (Eng. Abstr.) (Jap) 

{The role of hemocoagulating and fibrinolytic 
components of saliva in the oral mucosa immunity) 
Belikov PP. 

Stomatologiia (Mosk) 52:88-90, May-Jun 73 (Rus) 


DRUG EFFECTS 
Activation of the fibrinolytic and natural anticoagulant 
Lucas ON, et 
Pharmacol Ther Dent 1:233-40, Jun 71 
FIBROCYSTIC DISEASE OF PANCREAS see 
CYSTIC FIBROSIS (C4, C5, C16) 
FIBROMA 


see also related 
TUBEROUS SCLEROSIS (C10, F2) 


FIBROSARCOMA 


The fibromatoses: a clinicopathological concept. 
Mackenzie DH. Br Med J 4:277-81, 4 Nov 72 (23 ref.) 
Atypical fibroxanthoma of the kin. A clinicopa’' 
study of LAO cases. Fretzin DF, et al. 
Cancer 31:1541-52, Jun 73 
Ossifying fibroma of mandible with a case report. 
Varma RK, et al. J Indian Dent Assoc 45:87-90, Apr 73 
Peripheral ossifying fibroma: report of case. 
Friedlander AH, et al. J Oral Surg 31:547-50, Jul 73 
Ossifying fibroma of the maxilla occurring with 
hyperthyroidism. Report of a case. Curry JT 34, et al. 
Oral Surg 35:28-34, Jan 73 
The histopathology of some central non-odontigenic 
tumors and tumor-like conditions of the jaws. Kramer 
IR. Trans Congr Int Assoc Oral Surg 4:28-32, 1973 
(Mandibular myxofibroma] Louyot P, et al. 
J Radiol Electrol Med Nucl 54:193-4, Feb 73 (Fre) 
(Central ossifying fibroma of the mandible) Waldhart 
E, et al. ZWR 82:226-8, 10 Mar 73 (Ger) 
[Odontogenic myoma or mixofibroma of the maxilla) 
De Borgarello LT, et al. 
Odontol Argent 61:175-8, May 73 
Ppa) 
(Peripheral giant cell granuloma) Goldring RM. 
Rev Asoc Odontol Argent 61:115-7, Apr 73 (Spa) 


DIAGNOSIS 


Fibrous dysplasia: a nosologic problem in the diagnosis 
of fibro-osseous lesions of the jaws. Eversole LR, et al. 
J Oral Pathol 1:189-220, 1972 (380 ref.) 

What’s your diagnosis? Fibroma. Appel BN, et al. 
Odontol Bull 52:14, Oct 72 

{Clinical and histopathological diagnosis in epulis] 
Konukman E. Dishekim Derg 3:441-50, Jul 72 (Tur) 


PATHOLOGY 


Differential diagnosis of fibro-osseous jaw lesions 
(fibrous dysplasia vs. ossifying fibroma). Meister HP, 
et al. Beitr Pathol 148:221-9, Mar 73 

Cranium bifidum occulta with juvenile fibromatosis of 
face. Bhatia PL, et al. J Laryngol Otol 87:587-92, Jun 73 

Calcifying fibroblastic granuloma. Andersen L, et al. 
3 Oral Surg 31:196-200, Mar 73 

Giant cemento-ossifying fibroma of the maxilla: 
of case and discussion. Small IA, et al. 

3 Oral Surg 31:113-9, Feb 73 

Experimental induction of benign mese jaw 
tumours. Eulderink F, et al. Pathol Eur 7:144-50, 1972 

[A case of epulis of uncommonly large size) Rajewski S. 
Czas Stomatol 26:503-5, 1973 (Eng. Abstr.) (Pol) 


THERAPY 


Therapy for central non-odontogenic lesions of the 
jaws. Bear SE. 
Trams Congr Int Assoc Oral Surg 4:33-9, 1973 


FIBROMATOSIS GINGIVAE 


Gingival fibromatosis, hypertelorism, anti-mongoloid 
obliquity, multiple telangiectases and cafe au lait 
Pigmentation; a unique combination of developmental 
anomalies. Giansanti JS, et al. 

3 Periodontol 44:299-302, May 73 

[Idiopathic gingival fibromatosis. A survey of the 
literature and report of five cases] Winther S, et al. 
Tandlaegebiadet 77:313-24, Mar 73 (19 ref.) (Eng. 
Abstr.) (Dan) 

(Diffuse gingival fibromatosis. Clinical and 
histopathological contribution] Di Lauro F, et al. 
Arch Stomatol (Napoli) 11:243-57, Oct-Dec 70 (Eng. 
Abstr.) (Ita) 


COMPLICATIONS 


[Fibromatosis gingivae] Bartoéov4 
Goch Mov (line. Abstr.) (Cze) 


PATHOLOGY 


Familial gingival fibromatosis: an unusual pathology. 
Farrer-Brown G, et al. J Oral Pathol 1:76-83, 1972 


RADIOGRAPHY 


mi at 
ver 


ic findings tosis of 
Hafner E, et 
Radiol Clin Biol 41:246-50, 1972 (Eng. Abstr.) (Ger) 


FIBROSARCOMA 


Fibrosarcoma of the mandible with pulmonary 
metastases: a case report. MacFarlane WI. 

Br J Oral Surg 10:168-74, Nov 72 

Tumors of the mandible and maxilla in children. II. A 
study of 14 primary and secondary malignant tumors. 
Dehner LP. Cancer 32:112-20, Jul 73 
Fibrosarcoma of the upper jaw with clinical 
resemblance to the common periodontal cyst. Frank! 
Z. Sei Educ Bull Imt Coll Dent _ 1972 
Fibrosarcoma--cheek. Sidhu SS, et 

Sci Ben tat Coll Dent 3:70-1, 1970 


8-151 


= 


FIBROSARCOMA 


{Fibrosarcoma. A tumor with a long evolution time. 

Report of 3 cases} Drut R, et al. 

Arch Fund Roux Ocefa 6:205-9, 1972 (Spa) 

Halmoé J, 

Cesk Stomatol 72:350-5, Sep 72 (Eng. Abstr.) (Slo) 
CHEMICALLY INDUCED 

Cytophotometric measurements of the DNA content 

and chromosomal features of -induced 

tumors in rats. Sakaki T, et al. 

3 Osaka Dent Univ 5:148-62, Oct 71 


IMMUNOLOGY 


Facilitation of macrophage-mediated destruction of 


allogeneic fibrosarcoma cells by tumor-enhancing IgG 
2 in vitro. Cruse JM, et al. 
Transplant Proc 5:961-7, Mar 73 


MICROBIOLOGY 


Evidence for naturally occurring murine sarcoma virus. 
JK, et al. Nature 241:272-5, 26 Jan 73 


PATHOLOGY 


Soft-tissue fibrosarcoma in children. Exelby PR, et al. 
3 Pediatr Surg 8:415-20, Jun 73 


SURGERY 


Central and peripheral fibrogenic and neurogenic 
sarcoma of the oral regions. Eversole LR, et al. 
Oral Surg 36:49-62, Jul 73 

Fibrosarcoma of the mandible. Report of a case. Wright 
JA, et al. Oral Surg 36:16-20, Jul 73 


THERAPY 


Therapy for central non-odontogenic lesions of the 
jaws. Bear SE 


Trans Congr Int Assoc Oral Surg 4:33-9, 1973 
FIBROUS DYSPLASIA, MONOSTOTIC see under 

FIBROUS DYSPLASIA OF BONE (C3) 
FIBROUS DYSPLASIA OF BONE 


Fibrous dysplasia of —' jaw bones. Analysis of five 
cases. Karja J, et al. 
Acta Otolaryngol (Stockh) 74:130-8, Jul-Aug 72 
Monostotic fibrous dysplasia of the maxilla: report of 
cases. Hayward JR, et al. J Oral Surg 31:625-7, Aug 73 
What’s your diagnosis? ge — Appel BN, et 
al. Odontol Bull 52:1 
Benign fibro-osseous the jaws: a 
clinical-radiologic-histologic review of sixty-five 
cases. II. Benign fibro-osseous lesions of periodontai 
ligament origin. Waldron CA, et al. 
Oral Surg 35:340-50, Mar 73 
Benign fibro-osseous lesions of the jaws: a 
clinical-radiologic-histologic review of sixty-five 
cases. Waldron CA, et al. Oral Surg 35:190-201, Feb 73 
The histopathology of some central non-odontigenic 
tumors and tumor-like conditions of the jaws. Kramer 
IR. Trans Congr Int Assoc Oral Surg 4:28-32, 1973 
[Essential fibrous dysplasia: several uniosseous forms 
of the temporal and superior maxillary bone] Mathieu 
L, et al. 
Ann Odontostomatol (Lyon) 29:87-105, May-Jun 72 


(Fre) 

(Case of mandibular fibrodysplasia] Fojudzka-Biela J, 

et al. Otolaryngol Pol 26:345-8, 1972 (Pol) 

[Fibrous dysplasia of the mandible. Report of a case] 
Carvalho F dos S, et al. 

Rev Assoc Med Bras 19:43-4, Feb 73 (Eng. oo 


‘or 
(The so-called diffuse osteomas of the jaws. A variant 
of fibrous dysplasia) Naddachina TA, et al. 
Stomatologiia (Mosk) 52:41-4, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 
[Fibrous hyperplasia with heterotopic ossification. (A 
case report)}) Timogin N, et al. 
Dishekim Derg 3:307-12, Jul 72 (Eng. Abstr.) (Tur) 


COMPLICATIONS 
Fibrous dysplasia of bone and 


Ehrig U, 


et al. 
Intern Med 77:234-8, Aug 72 


Fibrous dysplasia: a nosologic problem in the 

of fibro-osseous lesions of the jaws. Eversole LR, et al. 
3 Oral Pathol 1:189-220, 1972 (380 ref.) 

Case 3, Part 1. Albers SW, et al. 

3 Oral Surg 31:761-2, Oct 73 

[Problems of a diagnosis of fiborus 
jaws] Dutescu N, et al. 


dysplasia of the 


S-152 
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Stomatologia (Bucur) 19:419-28, Sep-Oct 72 
Abstr.) 


PATHOLOGY 


Vascular-type resorption of bone in cases of maxillary 
osteodysplasia. Hattyasy DL. 

Acta Morphol Acad Sci Hung 20:139-46, 1972 
Differential diagnosis of fibro-osseous jaw lesions 
(fibrous dysplasia vs. ossifying fibroma). Meister HP, 
et al. Beitr Pathol 148:221-9, Mar 73 
(Maxillofacial fibrous dysplasias (10 cases)} Bonne RE. 
Acta Stomatol Belg 69:281-99, 1972 (Fre) 


RADIOGRAPHY 


Clinical and radiographic aspects. Panders AK. 
Trans Congr Int Assoc Oral Surg 4:25-7, 1973 


FIBROUS DYSPLASIA, POLYOSTOTIC see under 
FIBROUS DYSPLASIA OF BONE (C3) 
FILES AND FILING 


The d.a.; your filing system. Peyraud AP. 
CAL 37:20-1 passim, Aug 73 
An information filing system for oral surgeons. 
McMahon RE, et al. Oral Surg 35:160-7, oo 73 
{A new system for viewing and filing intraoral 
radiographs) Roed-Petersen B. 
ebladet 76:755-60, Aug 72 (Eng. Abstr.) 
(Dan) 


FILLINGS, DENTAL see under DENTAL 
RESTORATION, PERMANENT (E6) 

FILLINGS, DENTAL see under DENTAL 
RESTORATION, TEMPORARY (E6) 

FILM COLLECTIONS see under MOTION PICTURES 
(L) 

FILTERS see under FILTRATION (H) 

FILTRATION 

INSTRUMENTATION 


Evaluation of airborne contamination in a dental school 
clinic. Pollok NL 3d, et al. 
J Baltimore Coll Dent Surg 27:4-20, Jul 72 


FINANCING, GOVERNMENT 


see also related 
SOCIAL WELFARE (1) 


The crunch: Federal Budget for FY 1974. Hillenbrand 
H. J Dent Educ 37:9, Feb 73 

Bits and pieces: dental programs in HEW. Hillenbrand 
H. J Dent Educ 37:8, Apr 73 
Recommendations to HEW from Advisory Committee 
on Dental Health. J Dent Educ 37:50-1 passim, Apr 73 
Federal role in dental care. Binder RE. 

3 NJ Dent Assoc 44:14-5, Summer 73 
Financial support for dental research in Canada. 
Blackmore RV. 

Sci Educ Bull Int Coll Dent 3:79-81, 1970 


FINANCING, ORGANIZED 


The young professionals. Dental student loan 
Programs. Bates MW. 

Annu Manage Conf ADA 24:48-52, 1973 

The young professionals. Dental student loan 
Programs. Scheingold SS. 

Annu Manage Conf ADA 24:53-7, 1973 

Why third-party dentistry is inevitable. The economic 
facts of life. Sarner H. CAL 37:1-3, Jul 73 
Credit cards ... the interest rate trap. Sarner H. 
CAL 37:1-2, Aug 73 

Third-party payors change the face of dentistry. Davis 
AR. Dent Stud 51:32-3, Mar 73 

Dental consultants to third party agencies. Keever E. 
Greater Milw Dent Bull 39:177, Jun 73 

A profession cares for its own: the ADA relief fund. 
Farrell E. J Am Dent Assoc 85:1085-6, Nov 72 
Third party funder. Roistacher SL. 

J Am Dent Assoc 86:293, Feb 73 

Dental prepayment. Delta Dental Plans Association. 
DSPIC reaches full capitalization; intensifies 
admittance efforts to aid Delta system. 

3 Am Dent Assoc 87:533, Sep 73 

Aetna Life & Casualty statement of claim practices and 
Procedures with respect to dental expense benefits. 
3 Am Dent Assoc 87:671-2, Sep 73 

Use of the American Dental Association Denta) Health 
Care Plan during 1969, 1970, 1971, and 1972. Bureau of 
Economic Research and Statistics. 

3 Am Dent Assoc 87:667-70, Sep 73 


HMO feature. II. Role of the insurance carrier. Fairty 
RA. J NJ Dent Assoc 44:42-5, Winter 73 

Use and abuse of HMO’s. Kay LA. 

3 NJ Dent Assoc 44:56 passim, Winter 73 
Must third party dentistry be mediocre? Barkley RF. 
J South Calif State Dent Assoc 41:307-10, Apr 73 
Editorial: the new dental service corporation. Fennelly 
WA. NY J Dent 43:243-4, Oct 73 

Dentistry under pretreatment review. Salzmann JA. 
NY J Dent 43:83, 

Third party health care. Phillips PT. 

NY State Dent J 39:211-7, pong 73 

Problems in prepayment. Taft L. 

NY State Dent J 39:209-10, Apr 73 

A report on dental care programs. A report on 
prepayment. Taft L. NY State Dent J 39:471-2, Oct 73 
The Dental Service Corporation--a pressing need. Tillis 
BP. NY State Dent J 39:463, Oct 73 


FINANCING, PERSONAL 


A better way to buy your building. Markstein DL. 
Dent Econ Oral Hyg 63:65-6, Apr 73 
So you want to build a building: ae Zirkle TE. 
Dent Manage 47-8 passim, May 

Ohio’s governor demands a Payback. 
Dent Stud 51:34-5, Apr 73 


FINGERPRINTS see under DERMATOGLYPHICS 
I) 
FINGERSUCKING 


Intraindividual variability of infants’ behaviour. 
Tautermannova M. 
Act Nerv Super (Praha) 15:36-7, Mar 73 
Malocclusion and sucking habits of four-year-old 
children. Koéhler L, et al. 
Acta Paediatr Scand 62:373-9, Jul 73 
Early behaviors in hand-reared squirrel monkeys 
(Saimiri sciureus). King JE, et al. 
Dev Psychobiol 2:251-6, 1970 
Orthodontic devices discussed with pediatricians. 
Galblum HS. J DC Dent Soc 47:12-4, Dec 72 
Effect of oral habits on the occlusion in preschool 
children. Nanda RS, et al. 
J Dent Child 39:449-52, Nov-Dec 72 
Experimental study on abnormal habits and 
malocclusion--disappearance of finger habits. Kawata 
T, et al. J Osaka Univ Dent Sch 12:81-9, Sep 72 
In what situations are sucking habits practiced? Anke 
B. Sven Tandlak Tidskr 65:319-20, Jun 72 
Prolonged sucking habits related to feeding methods in 
infancy. A literature review and own investigations 
concerning duration of breast-bottle feeding. Anke B. 
Sven Tandlak Tidskr 64:617-21, Sep 71 
Dummy- and finger-sucking habits with special 
attention to their significance for facial growth and 
occlusion. 1. Incidence study. Larsson E. 
Sven Tandiak Tidskr 64:667-72, Oct 71 
Dummy- and finger-sucking habits with special 
attention to their significance for facial growth and 
occlusion. 5. Improvement of malocclusion after 
termination of the habit. Larsson E. 
Sven Tandlak Tidskr 65:635-42, Dec 72 
Dummy- and finger-sucking habits with special 
attention to their significance for facial growth and 
occlusion. 4. Effect on facial growth and occlusion. 
Larsson E. Sven Tandiak Tidskr 65:605-34, Dec 72 
Dummy- and finger-sucking habits with special 
attention to their significance for facial growth and 
occlusion. 3. Weaning. Larsson E. 
Sven Tandiak Tidskr 65:1-5, Jan 72 
Dummy- and finger-sucking habits with special 
attention to their significance for facial growth and 
occlusion. 2. Background variables. Larsson E, et al. 
Sven Tandlak Tidskr 64:781-8, Nov 71 
(Thumb sucking from the various ee of child 
growth and development] Swaak AJ. 
Tijdschr Ziekenverpl 26:187-96, 20 Feb 73 (Dut) 
[Oral behavior of African mothers and children at 
weaning time] Dumas A. 
Chir Dent Fr 42:43-8, 18 Oct 72 (Fre) 
{Little known manifestations of neurodermatitis) 
Herzberg J. 
Arch Dermatol Forsch 244:350-2, 1972 (Ger) 
(Will the pacifier be used once again?) Geller L. 
Osterr Hebammenztg 20:6-7, Jan 73 (Ger) 
(Fingersucking and its effects on the alveolo-dental 
structures} Riccioli GA. 
Mondo Odontostomatol 14:446-58, May-Jun 72 (Ita) 
(Experimental study on abnormal habits and 
malocclusion--disappearance of finger habits] 
Nakagawa H, et al. 
J Jap Orthod Soc 31:137-43, Jun 72 (Eng. Abstr.) (Jap) 
{Relationship between deformities of dental arches 
and bad habits of preschool children] Zubkova LP. 
— (Mosk) 52:58-60, Jul-Aug 73 (Eng. 
) (Rus) 
(Dummy- and finger-sucking habits with 
attention to their influence on the development of 
face lusion) Larsson 


Ls 
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Sven Tandlak Tidskr 66:295-313, May 73 (Eng. Abstr.) 
(Swe) 


COMPLICATIONS 


Thumb- and finger-sucking: its relation to 
malocclusion. Popovich F, et al. 

Am J Orthod 63:148-55, Feb 73 

Chronic secretory otitis media: etiologic factors and 
pathologic mechanisms. Lamp CB Jr. 
Laryngoscope 83:276-91, Feb 73 


ETIOLOGY 


The etiology of prolonged thumb sucking. Anke B. 
Scand J Dent Res 79:54-9, 1971 


PREVENTION & CONTROL 


[Anomalies of dentition and 
Quintessenz J 2:47-9, Sep 72 (Ger) 
[ New preparation for the prevention of finger-sucking] 
Biittner M. Zahnaerzt!l Prax 22:170, 15 Jul 71 (Ger) 


THERAPY 


Psychological cconsiderations in the treatment of 
thumbsucking. Pinel JP, et al. — 

Can Dent Hyg 7:13-5, Spring 73 
{(“Broschim”-school for behaviorally disturbed 
children in Tel Aviv] Fuss A. 

Prax Kinderpsychol Kinderpsychiatr 22:68-78, 
Feb-Mar 73 (Ger) 
{Correction of habits by means of Ludido’s system of 
sophrology] Gimenez G. 

Bol Inf Dent (Madr) 32:44-52, Oct 72 


FIRST AID. 


Dr. James R. Hughes D.D.S. and the rescue patrol. 
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after administration of Neuzym, especially by the 
double blind method in combination with the use of 
neomycin] Kudo K, et al. 
Jap J Oral Surg 18:430-4, 1972 (Jap) 
[Clinical experience with the 
spiramycin-metronidazole combination] Garcia Perla 
A, et al. 
An Esp Odontoestomatol 32:239-42, May-Jun 73 (Spa) 
ETIOLOGY 


[Causes of focal infections] Gétsch R. 
Zahnaerztl Prax 24:181-9, 6 Apr 73 (Ger) 


IMMUNOLOGY 


{Allergy and focal infection] Tiirk R. 
Zahnaerztl Prax 24:67-8, 2 Feb 73 (Ger) 


MICROBIOLOGY 

[Endocarditis caused by dentogenous factors] 

Njemirovskij Z, et al. 

Acta Stomatol Croat 6:180-91, 1971 (Eng. Abstr.) 

(Cro) 

PATHOLOGY 

(Synopsis on the pathology of focal infection in 

dentistry] Schuh E. 

Osterr Z Stomatol 70:100-9, Mar 73 (Ger) 
PHYSIOPATHOLOGY 

(The major medical importance of focal infections of 

the head) Voll R. 

Freie 16:30 passim, Nov 72 (Ger) 
PREVENTION & CONTROL 

[How to prevent odontogenic focal infection from 

spreading] Miinch J. 

Zahnaerzt! Prax 8:201, 20 Apr 73 (Ger) 
RADIOGRAPHY 

Some aspects of equine dental radiology. Baker GJ. 

Equine Vet J 3:46-51, Jan 71 

[Role of radiographs in the detection of oral foci] Dajié 


, et al. 
Stomatol Glas Srb 19:96-102, Mar-Apr 72 (Eng. 7 


VETERINARY 


Some aspects of equine dental radiology. Baker GJ. 
Equine Vet J 3:46-51, Jan 71 


FOG see under WEATHER (G3) 
FOLIC ACID ANTAGONISTS 
THERAPEUTIC USE 


[Effectivennes of Bactrim and Rovamycine in 
Periodontitis] Triadan H, et al. 
Zahnheilkd 83:828-39, Jul 73 


(Eng. Abstr.) (Ger) 
FOOD 


[Osmotic pressure of Tarjan I, et al. 

Fogorvy Sz 66:45-7, Feb ( 

Tanniaegeforen Tid 82:615-8, Dec 72 (Nor) 


[Food impaction as etiological factor in periodontal 
diseases} Sykaras SN. 
Odontostomatol Proodos 27:121-35, May-Jun 73 (Eng. 
Abstr.) (Gre) 


ANALYSIS 


High sucrose snacks: are they doubly dangerous? 
Shannon IL, et al. Tex Dent J 91:8-10, Aug 73 


FOOD ADDITIVES 


Milk and prevention. Deakin P. 

3 Am Dent Assoc 87:539, Sep 73 

Phosphate additives in caries prevention. A review of 
the literature. Marquez ES. 

3 Philipp Dent Assoc 24:35-42, Jun 72 

[Active caries prevention by salt containing fluorides] 
Meulen YJ van der. 

Ned Tijdschr Tandheelkd 79:331-8, Aug-Sep 72 (Dut) 


FOOD HABITS 


Histochemical studies on the mucins of the vertebrate 
tongues. IV. Histochemical analysis of 
mucosubstances in lingual mucous glands of four 
varieties of bats differing in their feeding habits. 
Nalavade MN, et al. 

Ann Histochim 17:273-87, Oct-Dec 72 

Circadian rhythms of food intake and oral temperature 
in “morning” and “evening” groups of individuals. 
Ostberg O. Ergonomics 16:203-9, Mar 73 

Effect of the physical consistency of food on the 
*crevicular complex’ and the salivary glands. Sreebny 
LM. Int Dent J 22:394-400, Sep 72 

Nutritional problems of affluent populations. Stare FJ. 
S Afr Med J 46:1575-9, 21 Oct 72 (22 ref.) 

Dental caries and diet in an Alaskan Eskimo population. 
Bang G, et al. Scand J Dent Res 80:440-4, 1972 

[Age, and degree of Boéhlau V. 


Prax 23:664-5, 15 Dec (Ger) 
FOOT DERMATOSES 
Palmar-plantar hyperkeratosis and concomitant 


Periodontal destruction (papillon-lefévre syndrome). 

Giansanti JS, et al. Oral Surg 36:40-8, Jul 73 

(Juvenile periodontopathies and skin diseases) 

Herforth A, et al. 

Dtsch Zahnaerztl Z 28:242-6, Feb 73 (Eng. oe 


[Familial juvenile periodontosis associated with 
keratodermia palmaris et plantaris (Papillon-Lefévre 
syndrome)] D’Angelo M. 

Rass Int Stomatol Prat 23:111-24, Jul-Aug 72 (Ita) 

syndrome (report of 2 cases)] 


Cano Aug 73 (Eng. Abstr.) (Pol) 
= syndrome. Case report] Martins CR, 
et 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:147-51, 
Jan-Dec 72 (Eng. Abstr.) (Por) 
[A case of Papillon-Lefevre syndrome] Kunin AA. 
Stomatologiia (Mosk) 52:74-5, May-Jun 73 (Rus) 
(Clinico-laboratory data on Papillon-Lefévre 


syndrome] Pleshkova NM, et al. 
Stomatologiia (Mosk) 52:76-7, Sep-Oct 73 (Rus) 
COMPLICATIONS 


[A case of Papillon-Lefevre syndrome] Vazquez Ajuria 
F. An Esp Odontoestomatol 32:15-20, Jan-Feb 73 (Spa) 


FOREIGN BODIES 


FOREIGN BODIES 


A foreign body in the mandible. A case report. 
WH, et al. Br Dent J 133:391-3, 7 Nov 72 
An unusual complication of the extraction of a lower 
molar. A case report. Handley DF. 
Br Dent J 133:393-4, 7 Nov 72 
Impression materials as foreign bodies. Price C, et al. 
Br Dent J 133:9-14, 4 Jul 72 
Foreign bodies in root canals: report of two cases. 
Harris WE. J Am Dent Assoc 85:906-11, Oct 72 
Primary teeth--potential esophageal foreign bodies. 
Klein JL, et al. J Int Assoc Dent Child 1:11-3, Sep 70 
Inhalation of a tooth during maxillofacial injury: report 
of case. Gilliland RF, et al. 
J Oral Surg 30:839-40, Nov 72 
Penetrating nasal trauma: report of an unusual case and 
discussion of management. Apfelberg DB, et al. 
J Trauma 12:821-3, Sep 72 
Ingested wrench--an avoidable accident. Stokes AN. 
NZ Dent J 68:314-5, Oct 72 
Neurologic complications arising from overfilled root 
canals. Report of a case. Shochat S, et al. 
Oral Surg 35:684-8, May 73 
‘Foreign body in the maxillary sinus. Althaus H. 
Quintessence Imt 4:29-30, Feb 73 
[Tissue reactions in zinc oxide-eugenol cements] 
Hubdtkova J, et al. 
Cesk Stomatol 73:93-7, Mar 73 (Eng. Abstr.) —_ 
[Foreign body in the bronchus] Jensen KK, et al 
Tandlaegebladet 77:181-3, Feb 73 (Dan) 
(New method for extracting metallic fragments from 
canals} Masserann J. 
Inf Dent 54:3987-4005, 26 Oct 72 (Fre) 
{The inclusion of wind shield fragments in the 
tegument and soft tissue of the face] Aubry G, et al. 
Rev Stomatol Chir Maxillofac 73:575-8, Nov 72 ~ 
Abstr.) 
{Foreign body in the root canal] Nernst H. 
Quintessenz 23:26, Aug 72 (Ger) 
{Instruments fractured in the root-canal: prognosis of 
treatment and methods of removal of the fragment. 
Stasinopoulos E, et al. 
Odontiatrike 5:396-9, Nov-Dec 72 (Eng. Abstr.) (Gre) 
(Swallowing of the injection needle during irrigation of 
the root canal) Hanzély B. 
Fogorvy Sz 66:55-6, Feb 73 (Hun) 
[Occupational diseases of dentists. Visual disturbances 
from illumination and foreign object wounds. 
(Statistical study)] Gennari U, et al. 
Riv Ital Stomatol 26:747-55, Oct 71 (Eng. Abstr.) (Ita) 
(Experimental studies on the influence of upper 
denture planning on the sensation of the presence of a 
foreign body in the tongue] Sekizuka Y. 
Shikwa Gakuho 73:1044-66, Jun 73 (Eng. Abstr.) (Jap) 
[Local disturbances of eruption--look for 
supernumerary tooth germs and amalgam particles} 
V. Tandilakartidningen 65:197-202, Feb 73 (Swe) 
— reaction of amalgam in gingival tissue] Yarkut E, 
et al. 
Dishekim Derg 3:135-51, Apr 72 (Eng. Abstr.) (Ter) 
{Foreign bodies in orofacial region) Satko I, et al. 
Cesk Stomatol 73:266-72, 1973 (Slo) 


COMPLICATIONS 


Facial neuralgia caused by a foreign 
bodies: report of case. Talebian 

3 Oral Surg 31:139-40, Feb 73 

Retained deciduous tooth fragments and periodontal 
lesions: radiographic, clinical, and histologic 
observations. Mahan CJ, et al. 

Oral Surg 35:708-14, May 73 

(Complications from and aspiration of 
foreign bodies} Schmid 

Zahnaerzt! Prax 24:78-9, 4 Feb 73 (Ger) 


Aspirated and ingested teeth in children. 
R, et al. Clim Radiol 24:349-53, Jul 73 
paste artifact. Buller DL, et al. 
Oral Surg 35:716, May 73 
Foreign bodies in nasal fossae of — Goldstein E, 
et al. Oral Surg 36:446-7, Sep 
One in a million. Hope HF Jr. 96:900-4, Dee 72 
Foreign body simulating a fracture. Hopkissen B, et al. 
Oral Surg 36:447, Sep 73 
— foreign body. Shapiro L. 
Surg 36:288-9, Aug 73 
[asl irritating radiopaque foreign body] Poel AC van 
de. 


Tandheelkd 80:183-4, May 73 is. 

pasage of an instrument 
the digestive tract] Garcia al. 

Rev Asoc Odontol Argent oo:5n-8 Nov 72 (Spa) 


SURGERY 
Management of a broken hypodermic needle: report of 


a case. Kennett S, et al. 
Anesth Prog 20:48-50, Mar-Apr 73 
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FOREIGN PROFESSIONAL 


FOREIGN PROFESSIONAL 
PERSONNEL 


DDS degree program for foreign dentists. Hausmann E. 
3 Dent Educ 37:19-25, May 73 

{ The licensing of foreigners in America. New proposals 
by the American dental community] Schweisheimer 
W. Zahnaerzt! Mitt 62:977-8, 1 Oct 72 (Ger) 


FORENSIC DENTISTRY 


see also re 
(N3) 


The odontological identification of Adolf Hilter. 
Definitive documentation by x-rays, interrogations 
and autopsy findings. (Hitler A), Sognnaes RF, et al. 
Acta Odontol Scand 31:43-69, 1973 

The role of the R.A.F. dental branch in major aircraft 
accident investigation. Ashley KF, et al. 

Br Dent J 132:305-10, 18 Apr 72 

Persons or bodies found. Pepper DS. 
Br Dent J 134:100, 6 Feb 73 

Forensic odontology. Furness J. 

Community Health (Bristol) 4:14-22, Jul-Aug 72 

Forensic dentistry, a study of personal identification. 
Malkowski FS. Dent Stud 51:42-4, Dec 72 
Dental identification in the Rijeka air disaster. Haines 
DH. Forensic Sci 1:313-21, Sep 72 
Identification of dismembered parts: the medicolegal 
aspects of the Nagaraju case. Reddy KS. 
Forensic Sci 2:351-74, Aug 73 
Dental identification of Hitler’s deputy Martin 
Bormann. Bormann M, et al. 

3 Am Dent Assoc 86:305-10, Feb 73 

Forensic dentistry. Furst G. 
3 Am Dent Assoc 85:783-4, Oct 72 
Identification of US Air Force lost in action personnel. 
Jerman AC, et al. J Am Dent Assoc 85:1110-2, Nov 72 
The dentist, the forensic pathologist, and the 
identification of human remains. Sopher IM. 

J Am Dent Assoc 85:1324-9, Dec 72 

Marking of dentures. Dorion RB. 

3 Can Dent Assoc 38:365, Sep 72 

Marking of dentures--follow-up. Dorion RB. 
3 Can Dent Assoc 38:14, 

Factors in the identification of human skeletal remains. 
Dorion RB. J Cam Dent Assoc 39:626-9, Sep 73 
Society of Forensic Sciences establishes ist section. 
3 Can Dent Assoc 39:154, Mar 73 
There is a time to speak. Brownlie AR. 

3 Forensic Sci Soc 12:335-7, Apr 72 

Homicidal gunshot wound of mouth. Fatteh A. 
3 Forensic Sci Soc 12:347-9, Apr 72 
Dental evidence in forensic medicine. Lal RC. 
3 Indian Dent Assoc 45:91-3, Apr 73 
A case for adequate records. Dental identification. 
Gobetti JPP. 

3 Mich State Dent Assoc 55:216-8, Jul-Aug 73 

Identification of human remains. Bucklin R. 
Med Trial Tech Q 438-44, 

The dentist as a witness. Fierstein M. 

NY J Dent 43:81-2 passim, Mar 73 

Forensic assistance requested. Bennett WR. 
Ont Dent 49:344-5, Dec 72 

A case in forensic odontology: a bite-mark in a multiple 
homicide. Luntz LL, et al. Oral Surg 36:72-8, Jul 73 
The use of dental characteristics in the identification of 
human remains. A preliminary study. Singh IJ, et al. 
Oral Surg 35:275-81, Feb 73 
Some problems of identification. Stevens PJ. 
Practitioner 209:279-86, Sep 72 
The drowned men. Hutchinson CH. 

Proc Mine Med Off Assoc 49:74-9, Jan-Apr 70 

Identification of a women. Hordnes O. 
Quintessence Int 3:87-92, Dec 72 
Forensic odontology and criminal investigation. Suzuki 
K. Sci Educ Bull Int Coll Dent 3:62-6, 1970 
{Forensic dentistry] Berthelot G. 

Cah Odontostomatol Touraine 4:17-20, Oct-Dec 72 
(Fre) 

{Microscopic analysis and forensic dentistry] 
Nossintchouk RM. 

Chir Dent Fr 43:55-8, 30 May 73 (Fre) 

(Unknown victim) Dorion RB. 

3 Dent Que 10:6, Apr 73 (Fre) 

(Marking of dentures for identification] Klein W. 
Dent Labor (Munch) 21:364-5, 17 Apr 73 (Ger) 
(Identification of unknown cadavers] Schiibel F, et al. 
Dtsch Zahnaerzt! Z 28:640-4, May 73 (Eng. Abstr.) 

(Ger) 

[Diagnostic significance of denture findings and the 
schema of the International Dental Federation 
(LD.F.)] Hoffmann KF. 

Med Welt 23:1914-5, 9 Dec 72 (Ger) 

{Age determination in cadavers by the condition of 
their teeth (a review)] Freihofer HH. 
Schweiz Monatsschr Zahnheilkd 82:1015-25, Oct 72 
(Eng. Abstr.) (Ger) 
(Unusual suicide by electric current] Hilgermann R. 
Z Rechtsmed 71:68-71, 1972 (Eng. Abstr.) (Ger) 
(Criminal police in Bergen. Request for assistance] 
Rass Trimest Odontoiatr 53:205-13, Oct-Dec 72 (Ita) 
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INDEX DENTAL LITERATURE 


[A case of forensic medicine) 

Bol Inf Dent (Madr) 32:53-6, Oct 72 
{A filing system for dental records for forensic 
dentistry utilization] Medeiros EP, et al. 
Estomatol Cult 6:68-9, Jan-Jun 72 (Eng. Abstr.) (Por) 
(Dental study of the remains of Father Eusebio 
Francisco Kino] (Francisco Kino E), Bojorquez 


(Por) 


Peni6én G. ADM 29:436-43, Nov-Dec 72 (Spa) 
[Forensic application of a transferable system of 
human dental identification] Giovannangelo GS. 
Rev Cire Argent Odontol 35:27-31, Oct 72 (Spa) 
(The forensic dentist, the most important member of 
the identification team] Bengtsson B. 

Odontol Foren Tidskr 37:92-3, May 73 (Swe) 
(Computerized identification of persons based on 
intraoral photographs] Emilson CG, et al. 
Tandilakartidningen 65:31-7, 1 Jan 73 (Swe) 
[Identification task on Rhodes. Some forensic dental 
experiences} Frykholm KO. 
Tandiakartidningen 65:441-4, 15 Apr 73 (Swe) 
{Importance of the mouth and teeth for identification] 
Vasili¢ M, et al. 

Stomatol Glas Srb 19:132-8, Mar-Apr 72 (Cro) 


EDUCATION 


[Leopold Breit lization of the foundation 
of an institue] L), Wé6lkart N. 
Beitr Gerichtl Med 30:465-70, 1973 (Eng. Abstr.) (Ger) 


HISTORY 


[Problems and prospects for the development of 
forensic medical stomatology] Svadkovskii BS, et al. 
Sud Med Ekspert 16:9-13, Jan-Mar 73 (Eng. Abstr.) 


(Rus) 
FORM PERCEPTION 


Lingual preference among children. Weiss CE. 
Folia Phoniatr (Basel) 25:130-6, 1973 

Oral sensation and perception in dysarthric adults. 
Creech RJ, et al. Percept Mot Skills 37:167-72, Aug 73 

Oral form recognition training and articulation change. 
Shelton RL, et al. Percept Mot Skills 36:523-31, Apr 73 

{Studies on the tactility as part of the taste formation 
after insertion of complete dentures] Wagner IV. 
Dtsch Stomatol 23:284-7, Apr 73 (Eng. Abstr.) (Ger) 


FORMALDEHYDE 


Chemotherapy for an elective effect on mammalian 
tumour cells. Alderson T. 

Nature [New Biol] 244:3-6, 4 Jul 73 

(Host reactions provoked by implants, stored in 10 
formaldehyde, in the mandibles of albino rats] 
Gongalves RJ. 

Bol Fac Odontol Piracicaba 1-32, 1970 (Por) 


ADVERSE EFFECTS 


[Histological findings on reactions of the periapical 
tissue to some endodontic filling materials (Grossman 
and N2) in dogs] Stasinopoulos E, et al. 
Odontiatrike 198-203, May-Jun 72 (Eng. Abstr.) (Gre) 


ANALYSIS 


(Formaldehyde content of dental pulp of dog by y pulp 
devitalization using paraform. Okamoto 7 
3 Osaka Univ Dent Sch 12:67-79, Sep 72 


PHARMACODYNAMICS 


Periapical response to N2 and other paraformaldehyde 
compounds confined within or extruded beyond the 
apices of dog root canals. Barker BC, et al. 
Dent Pract Dent Rec 22:370-9, Jun 72 

Studies in lipid histochemistry. VII. Interference of 
protein-bound formaldehyde in the plasmal and some 
other reactions using Schiff’s reagent. Elleder M, et 
al. Histochemie 30:325-8, 

Inflammatory potential of root canal sterilizing agents. 
Desai BD, et al. J Indian Dent Assoc 45:71-8, Apr 73 

[Interaction of formaldehyde with proteins and other 
biological material] Gravenmade EJ. 

Ned Tijdschr Tandheelkd 79:327-31, Aug-Sep 72 po 
Abstr.) 

[Clinico-pathological study of direct pulp capping ees 
immediate root canal filling after vital pulp 
extirpation with N2 and “Calvital”) Asano S. 
Shikwa Gakuho 73:989-1043, Jun 73 (Eng. Abstr.) 

(Jap) 

[Reaction of periapical tissues to tricesol formalin. 
Histological study in dogs] Bernabe PF, et al. 
Rev Fac Odontol Aracatuba 1:45-55, 1972 (Eng. Abstr.) 

(Por) 


THERAPEUTIC USE 
[Advantages of the N2 root canal filling material in the 


treatment of pulpitis in deciduous molars] Melczer K. 
Fogory Sz 65:348-50, Nov 72 (Hun) 


FORMALIN see under FORMALDEHYDE (D2) 
FORMOCRESOLS 


Two appointment formocresol pulpotomy. Malgaard 
SA. Chron Omaha Dist Dent Soc 36:154, Feb 73 


PHARMACODYNAMICS 


Histologic evaluation of formocresol oxpara 
Pulpotomies in rhesus monkeys. motley 2 MA, et al. 
J Am Dent Assoc 86:123-7, Jan 73 

Formocresol pulpotomy in teeth of dogs with induced 
pulpal and periapical pathosis. Kennedy DB, et al. 
J Dent Child 40:208-12, May-Jun 73 

Biological effects of formocresol. Loos PJ, et al. 
J Dent Child 40:193-7, May-Jun 73 (15 ref.) 

Inflammatory potential of root canal sterilizing agents. 
Desai BD, et al. J Indian Dent Assoc 45:71-8, Apr 73 

A histopathologic evaluation of tissue reactions to the 
minimum effective doses of some endodontic drugs. 
Powell DL, et al. Oral Surg 36:261-72, Aug 73 


THERAPEUTIC USE 


Formocresol pulpotomy on (young) permanent teeth. 
Trask PA. J Am Dent Assoc 85:1316-23, Dec 72 
Formocresol: its application in endodontics. Gross MA. 
Outlook Bull South Dent Soc NJ 41:107-8, Oct 72 
{Formocresol in pulp therapy] Bjorvatn K, et al. 
Nor Tanniaegeforen Tid 83:59-61, Feb 73 (Nor) 


FOUNDATIONS 


American College of Dentists Foundation. 

J Am Coll Dent 40:12-3, Jan 73 

The American College of Dentists Foundation. 
3 Am Coll Dent 39:206-8, Oct 72 

Johnson Foundation makes landmark grant of 4 million 
to dental schools. Hillenbrand H. 

J Dent Educ 36:7, Dec 72 

Robert Wood Johnson Foundation grants 4 million to 
dental schools. J Dent Educ 36:44-5, Dec 72 
Distribute four million Johnson Foundation grant to 
dental schools. J Dent Educ 37:56, 73 


FRACTURE FIXATION 


Indirect skeletal fixation. Down GM. 

Br J Oral Surg 10:35-42, Jul 72 

An adjustable clamp for use during plating and grafting 

Procedures in the mandible. Harris AW. 

Br J Oral Surg 10:220-2, Nov 72 

The immobilization period for fractures of the 

mandibular body. Juniper RP, et al. 

Oral Surg 36:157-63, Aug 73 

Definitive treatment of mandibular fractures in young 

children. Leake DL, et al. Oral Surg 36:164-9, Aug 73 

Circumpalatal wiring. Madan DK. 

Oral Surg 36:2-5, Jul 73 

Self-setting acrylic as an ee — in 

mandibular fractures. Yaman P, et 

Oral Surg 36:459-66, Sep 73 

Open surgical management of naso-orbital-ethmoid 

facial fractures. Epker BN. 

Trans Congr Imt Assoc Oral Surg 4:323-9, 1973 

Orbital fractures treated with Teflon implants. Keen 

RR. Trans Congr Int Assoc Oral Surg 4:311-3, = 

Orbital floor repair with nasal septal 

Wiesenbaugh J, et al. 

Trans Congr Int Assoc Oral Surg 4:308-10, 1973 

(Treatment problem of fractures of the lower jaw 

condyle] Georgiev N. 

(Sofiia) 54:196-205, May-Jun 72 
r.) 

(Treatment of mandibular fractures with austin 

ligatures) Ivanov I. 

Stomatologiia (Sofiia) 54:90-4, Mar-Apr 72 yom 


Cesk ‘Stomatol 73:238-44, 1973 (Eng. Abstr.) (Cze) 
{Appliances and splints for conservative treatment of 

facial fractures] Kasiske K. 

Zahntechnik (Berl) 13:396-400, Sep 72 (Ger) 
{Intermaxillary fixation for jaw fractures] Chrysa‘ 

S. Stomatologia (Athenai) 29:361-5, Sep-Oct 72 (Gre) 
(Trial of new setting method using a linear splint for 

jaw fractures] Seto K, et al. 

J Jap Stomatol Soc 39:518-23, Sep 72 (Jap) 
(Tooth immobilization in mandibular fractures} Chaia 

A. Rev Bras Odontol 30:23-6, Jan-Feb 73 (Por) 
(Surgical method of fixation of fractures of the maxilla 

according to Adams] Bondar VS. 

Stoma (Mosk) 52:91-2, Jul-Aug 73 (Rus) 
[Application of quick-setting plastic for extraoral 

fixation of the zygomatic fracture] Gorkiiuk NM. 

Stomatologiia (Mosk) 52:88-9, Sep-Oct 73 (Rus) 
(Advantages and drawbacks of the method of fixation 

of fractures of the mandible by means of traction] 

Mushka K, et al. 

Stomatologiia (Mosk) 52:90-1, Jul-Aug 73 (Rus) 
[Osteosynthesis in fractures of the mandible by pins 

made of lyophilized homobone] Plotnikov NA, et al. 


| 
[Experience with “Rains” fixation method] Muégka K, 


INDEX DENTAL LITERATURE 


Stomatologiia (Mosk) 51:45-6, May-Jun 72 (Eng. 
Abstr.) (Rus) 
{The use of elastic silicon ee in Vankevivh’s 
splint] Shvartsman MS, et 
Stomatologiia (Mosk) 51:92, May-Jun 92 (Eng. Abstr.) 
(Rus) 
{Treatment of fractures and osteoplasty of the 
mandible using a suturing apparatus] Tikhonov ES. 
Stomatologiia (Mosk) 52:36-8, May-Jun 73 (Eng. 
Abstr.) (Rus) 
[Cranio-maxillary (mandibular) internal skeletal 
wiring with steel ligatures in jaw fractures] 
Nordenram A, et al. 
Sven Tandlak Tidskr 66:81-93, Jan 73 (Eng. Abstr.) 
(Swe) 
{Surgical arrangement of deformations of facial region. 
Mobilization fo facial bones] Petrovié S. 
Cesk Stomatol 73:232-7, 1973 (Eng. Abstr.) (Slo) 


ADVERSE EFFECTS 


Outward displacement of zygomatic arch fractures. 
Bloem JJ, et al. J Oral Surg 31:790-1, Oct 73 
Use of splints questioned. Goldberg JR. 

3 Oral Surg 31:326, May 73 


INSTRUMENTATION 


Quick-release locking plates. Seward GR, et al. 
Br Dent J 132:366-8, 2 May 72 

Lateral compression in the treatment of mandibular 
fractures. Kline SN. J Oral Surg 31:182-7, Mar 73 
[Plate osteosynthesis in mandibular fractures] 
Niederdellmann H, et al. 

Dtsch Zahnaerztl Z 28:638-9, May 73 (Ger) 
{Precision adaptation of osteosynthesis plates in the 
mandible with bone cement] Schilli W, et al. 
Dtsch Zahnaerzt! Z 28:637-8, May 73 (Ger) 
[A standard splint made of reinforced plastic material 
for the treatment of — of the jaws) 
Borimechkov LN, et 

Stomatologiia (Mosk) 787-8, May-Jun 72 (Eng. 
Abstr.) (Rus) 


FRACTURE FIXATION, INTERNAL 


An adjustable clamp for use during plating and grafting 
procedures in the mandible. Harris AW. 
Br 3 Oral Surg 10:220-2, Nov 72 
Percutaneous drilling technique for upper border 
wiring of fractures of the angle of the mandible. 
Seidin EB. J Oral Surg 31:720-1, Sep 73 
Lateral compression in the treatment of mandibular 
fractures. Kline SN. 
Trans Congr Int Assoc Oral Surg 4:330-2, 1973 
The use of the Morris splint in mandibular fractures. 
Seligman M. 
Trans Congr Int Assoc Oral Surg 4:333-5, 1973 
{Endodontal compression fixation by screws of tooth 
root fractures) Luhr HG. 
Dtsch Zahnaerzt! Z 27:927-8, 1972 (Ger) 
[Osteosynthesis with splints in mandibular fractures] 
Fischer R, et al. 
Osterr Z Stomatol 70:42-53, Feb 73 (Ger) 
(Treatment of fracture of the zygomatic arch by means 
of metallic osteosynthesis] Arlotta P, et al. 
Rass Int Stomatol Prat 23:189-203, Nov-Dec 72 (Eng. 
Abstr.) (Ita) 
+ intraoral approach in mandibular osteosynthesis] 
iani A. 


Rass Int Stomatol Prat 23:163-8, Sep-Oct 72 (Ita) 
{Surgical method of treatment of fractures of 
mandibular condyle] Mushka K, et al. 
Stomatologiia (Mosk) 52:89-90, Sep-Oct 73 (Rus) 
{Fracture of the mandible. Treatment by 
osteosynthesis by extraoral approach. Case report] 
Dossantos GM, et al. 
Rev Fac Odontol Sao Jose dos Campos 1:15-9, 1972 
(Spa) 


ADVERSE EFFECTS 


Corrosion of metal fracture fixation appliances. Byrne 
JE, et al. J Oral Surg 31:639-45, Aug 73 


INSTRUMENTATION 


Use of a metal intraosseous fixation device for 
treatment of fractures of atrophic edentulous 
mandibles. Block C, et al. 

J South Calif State Dent Assoc 40:996-1000, Nov 72 
{Percutaneous osteosynthesis as a therapeutic 
measure for jaw fractures) Frenkel G. 
Minerva Stomatol 21:103-5, May-Jun 72 


FRACTURES 


Blow-in fracture of the lateral wall of the orbit. Linz 
AM, et al. 

Trans Congr Int Assoc Oral Surg 4:306-7, 1973 
Fractures of the orbital floor. Rowe NL. 
Trans Congr Int Assoc Oral Surg 4:302-5, 1973 
(General theory on fractures. Mechanism of fracture] 


(Ita) 


Steinhilber W, et al. 

Zahnaerzt! Prax 24:119-20, 2 Mar 73 (Ger) 
{Healing of fractures] Pereira DS Jr. 

Rev Bras Odontol 30:45-8, Mar-Apr 73 (Eng. Abstr.) 


(Por) 
{Multiple fractures] Olander KJ, et al. 
Sven Tandlak Tidskr 65:373-82, Jul 72 (Swe) 
CLASSIFICATION 


(General ww, of fractures. Definitions] 
Steinhilber W, et 
Zahnaerztl Prax 20-90-1080, 16 Feb 73 (Ger) 


COMPLICATIONS 


{Trauma and fractures of the orbital region] 
Meulemans G. 
Chir Maxillofac 73:569-73, Nov 72 
r.) 


DIAGNOSIS 


(Fractures. 3. Clinical diagnosis] Steinhilber W, et al. 
Zahnaerzt! Prax 24:265 passim, 18 May 73 (Ger) 


SURGERY 


(Therapeutic urgency and necessity in injuries of the 
bony orbit] Pape K. 
Dtsch Stomatol 22:765-8, Oct 72 (Eng. Abstr.) (Ger) 
{Surgical treatment of facial fractures] Birke WP, et al. 
Zahntechnik (Berl) 13:443-9, Oct 72 (Ger) 


THERAPY 


Choice of treatment of orbital floor fractures as part of 

facial fractures. Herk W van, et al. 

J Oral Surg 31:600-3, Aug 73 

{Temporomandibular joint function after luxation 

fractures. Results of functional therapy in the years 

1961-1970] Pape HD, et al. 

Dtsch Zahmaerzt!l Z 27:246, 1972 (Ger) 

{Function of the temporomandibular joint following 

luxation fractures. Results of functual therapy in the 

years 1961-1970] Pape HD, et al. 

Dtsch Zahnaerztl Z 28:498-504, Apr 73 (Eng. Abstr.) 
(Ger) 

{Appliances and splints for conservative treatment of 

facial fractures] Kasiske K. 

Zahntechnik (Berl) 13:396-400, Sep 72 (Ger) 

{Procedure for treatment of facial fractures] 

Rev Bras Odontol 29:245-7, Jul-Aug 72 (Por) 


FRACTURES, SPONTANEOUS 


[Reticulosarcoma in the mandibular primary site] 
Dangelo M. 

Rass Trimest Odontoiatr 53:3-16, Jan-Mar 72 (Eng. 
Abstr.) (Ita) 


FRACTURES, UNUNITED 
SURGERY 


Use of titanium mesh and autogenous bone marrow in 
the repair of a nonunited mandibular fracture: report 
of case and review of the literature. Gargiulo EA, et al. 
3 Oral Surg 31:371-6, May 73 (5 ref.) 

Surgical correction of a malunited condylar fracture in 
a child. Kwapis BW, et al. J Oral Surg 31:465-8, Jun 73 


FRAGILITAS OSSIUM see OSTEOGENESIS 
IMPERFECTA (C3) 
FRAMYCETIN 
THERAPEUTIC USE 


(Clinical evaluation of Peridontone ointment for 
topical treatment of oral mucosa erosions and small 
ulcerations} Nowakowska A. 

Czas Stomatol 26:357-61, Apr 73 (Eng. Abstr.) (Pol) 


FREE FATTY ACIDS see FATTY ACIDS, 
NONESTERIFIED 
FREEZE DRYING 


Preservation of palatal mucosa. I. Ultrastructural 
changes and freezing technique. Korman M, et al. 
J Periodontol 44:464-9, Aug 73 
Preservation of palatal mucosa. II. A sequential 
histopathologic healing study. Korman M, et al. 
3 Periodontol 44:470-7, Aug 73 


FREEZING 


see also related 
CRYOGENIC SURGERY (E4) 
CRYOTHERAPY (E2) 


FUNGI 


{Clinical experimental results of selective tissue 
destruction by cold) Ernst FD, et al. 
Dtsch Stomatol 23:172-9, Mar 73 (Eng. Abstr.) (Ger) 
{Animal experimental studies on bone destruction and 
regeneration in the rabbit jaw following cryosurgery] 
Hausamen JE. 
Dtsch Zahnaerztl Z 28:836-43, Aug 73 (Eng. = 


FRIENDSHIP see under INTERPERSONAL 
RELATIONS (F1) 
FROGS 
PHYSIOLOGY 


{Responses of fungiform papilla of frog’s tongue to 
tactile and electrical stimulation--on the receptor 
synapse of taste organ] Katsuhata T. 

Shikwa Gakuho 72:139-54, Nov 72 (Eng. Abstr.) (Jap) 


FRONTAL BONE 
INJURIES 


Supraorbital emphysema: report of case. Martin PW, et 
al. J Oral Surg 30:901-2, Dec 72 


FRONTAL LOBE 
PHYSIOLOGY 


Properties of tongue and jaw movements elicited by 
stimulation of the orbital gyrus in the cat. Morimoto T, 
et al. Arch Oral Biol 18:361-72, Mar 73 


FROZEN SECTIONS see under MICROTOMY (E5) 
FRUCTOSE 


The effectiveness of some sugars in stimulating licking 
behavior in the rat. Davis JD. 
Physiol Behav 11:39-45, Jul 73 


METABOLISM 


Use of specifically labeled sucrose for comparison of 
extracellular glucan and fructan metabolism by oral 
streptococci. Schachtele CF, et al. 

Infect Immun 5:263-6, Feb 72 

Isolation of the sugar-binding protein from rat taste 

buds. Hiji Y, et al. Nature [New Biol] 244:91-3, 18 Jul 73 


PHARMACODYNAMICS 


{The effect of various sugar diets on the composition 
and chemical properties of dental plaque and oral 
fluid) Scheinin A, et al. 

Suom Hammasliaak Toim 68:98-104, 1972 (Eng. Abstr.) 
(Fin) 

[The effect of sucrose, glucose, fructose and xylitol on 
the composition and biochemical properties of dental 
Plaque and saliva] Scheinin A, et al. 

Suom Hammasliaak Toim 68:91-7, 1972 (Eng. Abstr.) 
(Fin) 


[Dental plaque and use of sucrose-containing soft 


drinks) Skjorland K, et al. 
Nor Tanniaegeforen Tid 83:133-5, Apr 73 (Nor) 


FRUIT 


Apples and gingival health. Report of a feasibility 
study. Longhurst P, et al. Br Dent J 134:475-9, 5 Jun 73 


FSH RELEASING FACTOR see under PITUITARY 
HORMONE RELEASING FACTORS (D8) 
FUMARATES 
THERAPEUTIC USE 
(Clinical evaluation of Bayer-4503 fumarate) 


in oral surgery) Kakizawa T, et 
Jap J Oral Surg 18:456-9, 1972 (Jap) 


FUNGI 
ISOLATION & PURIFICATION 

Investigations into the mycology of dental calculus in 
town-dwellers, agricultural workers and grazing 
animals. Clayton YM, et al. 
J Periodontol 44:281-5, May 73 

FUNGICIDES, THERAPEUTIC see ANTIFUNGAL 
AGENTS (D3) 


FUNGUS DISEASES see MYCOSES (C1) 
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FUROSEMIDE 


FUROSEMIDE 
PHARMACODYNAMICS 


The effect of a diuretic and antidiuretic on tooth 
eruption. Litvin PE, et al. Oral Surg 35:294-8, Feb 73 


FURUNCULOSIS 
COMPLICATIONS 


{Facial furuncle complicated with phlegmon and facial 
osteitis] Rowidka J, et al. 

Czas Stomatol 26:617-20, 1973 (Pol) 
(Furuncles of the face and their complications] 
Gordiiuk NM, et al. 

Stomatologiia (Mosk) 52:94-5, Jul-Aug 73 (Rus) 


FUSED TEETH see under TOOTH ABNORMALITIES 
(C16) 

GABA see under AMINOBUTYRIC ACID (D10) 

GAGGING 


Airway problems in the intensive care unit. Sellery GR. 
Int Anesthesiol Clin 10:173-213, Fall 72 (33 ref.) 
The unprotected airway. Spoerel WE. 
Int Anesthesiol Clin 10:1-36, Fall 72 


ETIOLOGY 


Mandibular hypoplasia and the late development of 
glossopharyngeal airway obstruction. Cosman B, et al. 
Plast Reconstr Surg 50:573-9, Dec 72 


GALACTOSAMINIDASE 
ANALYSIS 


A fluorimetric study of -glucuronidase and 
-acetylgalact inid wd the pulp of the rat 
incisor. Engstrém C, et 
Arch Oral Biol 17: ieee Oct 72 


GALLIUM 


[A basic study on gallium alloy for dental use] Saito C. 
J Jap Stomatol Soc 39:578-96, Dec 72 (Jap) 
[A basic study on gallium alloy for dental use] Saito C. 
J Jap Stomatol Soc 39:578-96, Dec 72 (Jap) 


DIAGNOSTIC USE 
Tumor scintigraphy with radiogallium and 
radiostrontium. Langhammer H, et al 
Dentomaxillofac Radiol 1:29-32, 1972 
GALLSTONES see CHOLELITHIASIS (C4) 
GALVANIC SKIN RESPONSE 
(Gehlen Standel’s electro-skin-test method] 
Glaser-Tiirk M. 
psec Prax 23:462 passim, 1 Sep 72 (Ger) 
GAMMA GLOBULIN DEFICIENCY see 
AGAMMAGLOBULINEMIA (C9, C14) 
GAMMA RAYS see under RADIATION (H) 
GANGLIA, AUTONOMIC 
PHYSIOLOGY 
Synaptic transmission in the submandibular ganglion of 


the rat. Suzuki T, et al. 
Bull Tokyo Dent Coll 13:145-64, Aug 72 


GANGRENE 


A case of cancrum oris associated with agranulocytosis. 

Hardman FG. 

Trans Congr Int Assoc Oral Surg 4:349-50, 1973 
GANTANOL see SULFAMETHOXAZOLE (D3) 
GARAMYCIN see GENTAMICIN (D3) 
GARGOYLISM see LIPOCHONDRODYSTROPHY 

(C3, C13) 
GASES 


{Problems with natural gas) Holtkamp P. 
Dent Labor (Munch) 21:485-7, 23 May 73 (Ger) 


ANALYSIS 


Effect of retainer margin and distribution of mercury 
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on dental amalgem mercury 
Svare CW, et al. J Dent ys 52:217-20, oder 73 


vaporization patterns. 


GASSERIAN GANGLION see under TRIGEMINAL 
NERVE (A8) 


GASTRIC JUICE 


(The use of gastric juice in the complex therapy of 
phlegmons of the perimaxillary region] Magarill ESh, 
et al. 

Stomatologiia (Mosk) 51:43-5, May-Jun 72 Ss. 
Abstr.) Rus) 


[Periodontal diseases and gastritis] Haim G, et al. 
Dtsch Zahnaerztl Z 28:481-5, Apr 73 (Eng. Abstr.) 
(Ger) 

[The effect of experimental missing of molars on the 
masticatory efficiency and gastric secretion in rats] 
Gyimesi J, et al. Fogorv Sz 66:136-9, 1973 (Hun) 


GASTRITIS 
COMPLICATIONS 


[Periodontal diseases and gastritis] Haim G, et al. 
Dtsch Zahnaerztl Z 28:481-5, Apr 73 (Eng. Abstr.) 
(Ger) 


GASTROINTESTINAL DISEASES 
OCCURRENCE 


[Occupational diseases of dentists. Internal diseases. 
(Statistical study)] Gennari U, et al. 
Riv Ital Stomatol 26:820-40, Nov 71 (Eng. Abstr.) (Ita) 


GEIGER-MUELLER COUNTER see under 
RADIOMETRY (ES) 
GELFOAM 
THERAPEUTIC USE 


Prevention of dry socket by local application of 
lincomycin in Gelfoam. Goldman DR, et al. 
Oral Surg 35:472-4, Apr 73 


GENERAL ADAPTATION SYNDROME see under 
STRESS (C17) 


GENERAL PRACTICE, DENTAL 


The significance of physical diagnosis, patient history, 
data, and medical screening in the dental office. Little 
JW, et al. Ann Dent 31:42-55, Fall 72 

An emergency drug cabinet for use in general dental 
practice. Frame JW. Br Dent J 132:363-6, 2 May 72 

Prevention for the individual practitioner. Miller J. 
Br Dent J 134:181-7, 6 Mar 73 

Assessment of the medical status of patients in general 
dental practice. A comparative survey of a 
questionnaire and verbal inquiry. Rothwell PS, et al. 
Br Dent J 133:252-5, Sep 72 

Prescribing and the dental practitioner. Walton JG. 
Br Dent J 134:45-50, 16 Jan 73 

Education for general dental practice. 

Br Dent J 133:165-6, Sep 72 

Continuing education for the general dental 
practitioner. Br Dent J 134:173-4, 6 Mar 73 

NHS reorganization. Br Med J 4:444, 25 Nov 72 

Orthodontic considerations for the general 
practitioner. Wade DB. 

Bull Columbus Dent Soc 33:8-9, Spring 73 

Doctor Problem. 

Bull Monmouth Ocean Cty Dent Soc 31:13, Nov 72 

I protest. For the general practitioner: 
*gotterdammerung’. Liebler RF. 

Dent Manage 12:53 passim, Nov 72 

Endosseous blade implants for the G.P.: case report. 
Pileggi GF. Dent Surv 49:24-6, Jul 73 

Orthodontics for the G.P.: problems and priorities. 
Stemm RM. Dent Surv 48:44-5, 72 

Orthodontics and the G.P.: what is proper role? 
Dent Surv 49:50, May 73 

Expanded-function auxiliaries in general dentistry: a 
computer simulation. Kilpatrick KE, et al. 
Health Serv Res 7:288-300, Winter 72 

Small city practice with specialized slant using 
multi-auxiliaries. Griffiths R. 
tll Dent J 42:362-70, Jun 73 

Elements of dietetics for the general practitioner. 
Enwonwu CO. Int Dent J 23:317-27, Jun 73 

The general practitioner and preventive orthodontics. 

Miura F. Int Dent J 23:289-91, Jun 73 

Baylor Orthodontic Department advises school 
principals on G.P. Orthodontic qualifications. Gaylord 
RE, et al. Int J Orthod 10:110-1, Sep 72 


Academy president voices concern on new dental era. 
Johnson VS. Int J Orthod 10:135, Dec 72 
Orthodontics and the general practitioner. Miller H. 
Int J Orthod 11:17-22, Mar 73 
Texas dentist answers charges of Baylor orthodontists. 
Wyatt WE. Int J Orthod 10:111-2, Sep 72 

A 4th year general dentistry program. Meklas JF, et al. 
3 Acad Gen Dent 21:22-3, Jul-Aug 73 
An historical essay on the Academy of General 
Dentistry. Weclew TV. 

3 Acad Gen Dent 20:25-32, Nov 72 

Increasing practice efficiency by linear programming. 
Doherty N. J Am Dent Assoc 85:1099-104, Nov 72 
Economic implications of adding two expanded-duty 
dental assistants to a practice. Pelton WJ, et al. 
J Am Dent Assoc 87:604-9, Sep 73 

Economic implications of adding one therapist to a 
Practice. Pelton WJ, et al. 

J Am Dent Assoc 86:1301-9, Jun 73 

1971 Survey of dental practice. XII. Patient education; 
attendance at dental meetings. Bureau of Economic 
Research and Statistics. 

J Am Dent Assoc 85:1125-30, Nov 72 
Cost of conducting a dental practice, 1958-1970. I. 
Bureau of Economic Research and Statistics. 
J Am Dent Assoc 86:167-72, Jan 73 
Cost of conducting a dental practice, 1958-1970. II. 
Bureau of Economic Research and Statistics. 
J Am Dent Assoc 86:427-31, Feb 73 

A survey of intramura! dental practices in United 
States Dental Schools. Speed EM, et al. 

3 Dent Educ 37:26-9, Jan 73 

The oral surgeon and the general practitioner: a 
difficult relationship. Blum RJ. 

J NJ Dent Assoc 44:13 passim, Winter 73 
Periodontics for the general practitioner. Manson JD. 
3 Periodontol 43:708-10, Nov 72 

The utilization of the dental health educator in private 
Practice. Masters DH. 

J Tenn State Dent Assoc 52:287-96, Oct 72 
Paedodontics in general practice. Hargreaves JA. 
Ont Dent 50:4-6, Jun 73 

The family practitioner services--future possibilities. 
(b). The general dental service. Green AG. 

R Soc Health J 92:236-41, Oct 72 : 
The general practice saves their teeth. Merker DB. 
Tic 32:3-5 passim, May 73 

The future shape and organisation of general practice 
in medicine and dentistry in Northern Ireland. 
Ulster Med J 42:92-9, Winter 73 
[Dentists--dental technicians. Dental practice] 
Tidsskr Prakt Tandiaeg 3:17-21, Mar 73 (Dan) 
[Check list for emergencies in dental practice] 
Schlegel D. Bayer Zahnaerztebi 10:304-6, Sep 71 (Ger) 
(Cost analysis of private dental practice] Reisinger H. 
Osterr Zahnaerzteztg 23:330-7, Oct 72 (Ger) 
[Clinical photography in dental practice. (IV)] 
Kirschner H, et al. Quintessenz 23:115-8, Aug 72 (Ger) 
[ Rational handling of radiographs in general practice] 
Schnobrich G. Quimtessenz J 2:35-6, Dec 72 (Ger) 
(The diagnosis of some orthodontic problems by the 
general practitioner] Charalampakes B, et al. 
Hell Stomatol Chron 16:161-70, Sep-Oct 72 (Eng. 
Abstr.) (Gre) 
[Private practice as source of income] Chirstophersen 
C. Nor Tanniaegeforen Tid 83:19-24, Jan 73 (Nor) 
(Working in private practice for a living] Hauge P. 
Nor Tanniaegeforen Tid 83:144-8, Apr 73 (Nor) 
{Private practice as an occupation) Karlsen E. 
Nor Tanniaegeforen Tid 83:95-7, Mar 73 (Nor) 
[Preventive and interceptive orthodontics in general 
dental practice] Moreno Gonzalez JP. 

Rev Esp Estomatol 20:343-58, Sep-Oct 72 (Spa) 
[ Basic routines in oral hygiene for a general practice] 


Tandlakartidningen 64:570-2, 1 Sep 72 (Swe) 
GENES 

[The modern concept of the gene] Robert JM. 
Orthod Fr 42:43-53, 1971 (Fre) 


GENES, DOMINANT 


Genetic disorders affecting mucous membrane. (A 
journal report). Villanueva AE. 
J Philipp Dent Assoc 24:43-7, Jun 72 


GENETIC COUNSELING 


[Genetic consultation. Model study] 
Zahnaerzt! Mitt 62:1101-2, 16 Nov 72 (Ger) 


GENETICS 


The heritability of attained facial growth. Balbach DR. 
Proc Found Orthod Res 79-90, 1971 
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GENETICS, HUMAN 


see also related 
ANTHROPOLOGY, PHYSICAL (1) 
CHROMOSOME ABNORMALITIES (C16) 
DISEASES IN TWINS (C17) 
HEREDITARY DISEASES (C16) 


The use of genetic data in the prediction of craniofacial 

dimensions. Nakata N, et al. 

Am J Orthod 63:471-80, May 73 

Letter to the editor. Effect of molecular genetics and 

genetic engineering on the practice of orthodontics. 

Pruzansky S. Am J Orthod 62:539-42, Nov 72 

Genetic variability of craniofacial dimensions. Arya BS, 

et al. Angle Orthod 43:207-15, Apr 73 

Genetic factors in the shape of the craniofacial 

complex. Harris JE, et al. 

Angle Orthod 43:107-11, Jan 73 

Inheritance of craniofacial morphology. Watnick SS. 

Angle Orthod 42:339-51, Oct 72 

[The study of eruption of teeth from the point of view 

of heredity] Bartogovd A. 

Cesk Stomatol 73:229-31, 1973 (Eng. Abstr.) (Cze) 

[Genetics and odontostomatology] Danhiez P. 

Rev Stomatoodontol Nord Fr 26:195-203, 1971 (Fre) 

{Genetic burden and medicine] Boesiger E. 

Schweiz Monatsschr Zahnheilkd 83:634-52, Jun 73 
(Fre) 

{Genetics and its influence on the cranio-facial bone 

structure] Reufflet B. 

Soc Odontostomatol Nord Est Rev Ann 126-46, 1971 
(Fre) 

{Problem and methodology in human genetics research 

in the scope of orthodontics--II}] Schulze C. 

Dtsch Zahnaerztl Z 28:474-80 contd, Apr 73 (Ger) 

{Human heredity, its hazards and incertitudes) 

Bascones Martinez A. 

An Esp Odontoestomatol 31:307-18, Sep-Oct 72 (Spa) 


GENETICS, POPULATION 


Genealogy of the Skolt Lapps. Lewin T. 
Suom Hammaslaak Toim 67:Suppl 1:55-62, 1971 


GENICULATE GANGLION see under FACIAL 
NERVE (A8) 
GENTAMICIN 
THERAPEUTIC USE 


{Gentalline in stomatology] Cadenat H, et al. 
Rev Odontostomatol Midi Fr 29:274-82, 1971 (Fre) 


GEOGRAPHIC TONGUE see GLOSSITIS, BENIGN 
MIGRATORY (C4) 
GEOTRICHOSIS see under MYCOSES (C1) 
GERBILS 
GROWTH & DEVELOPMENT 


The rate of weight gain of the Mongolian gerbil. 
(Meriones unguiculatus). Gartner LP, et al. 
3 Baltimore Coll Dent Surg 27:66-8, Dec 72 


GERIATRIC DENTISTRY 


Examination of patients for prosthesis: especially the 
aging patients. Katulski 4 

Ann Dent 31:87-91, Winter 72 

Dentistry and the elderly. Ritchie GM. 

Apex 6:165-6, Nov 72 

A survey of the dental status of partially dentate 
geriatric patients. Ritchie GM. Apex 7:41-6, Mar 73 
A survey of oral pathology present in 300 patients of 
geriatric age. Ritchie GM. Apex 7:85-90, Jun 73 
The elderly patient. Aust Dent J 17:391-2, Oct 72 
Communication impairments in the chronically ill and 
aged. Kerman PC. 

Bull Dent Guid Counc Cereb Palsy 12:5-11, Winter 72 
A study of dental care cost, time and treatment 
requirements of older persons in the community. 
Banting DW. 

Can J Public Health 63:508-14, Nov-Dec 72 
Acute in the young: chronic in the old. Elfenbaum A, et 
al. CDS Rev 66:30-1, Jul 73 

Intravenous sedation used on the very young and very 
old dental patient. Litchfield NB. 

Dent Anaesth Sedat 2:7-8, Jun 73 

A dental survey of people living in residential homes 
for the elderly in Cardiff. Gerrish JS, et al. 
Dent Pract Dent Rec 22:433-5, Jul 72 

The masticatory performance and dietary intake of 
elderly edentulous patients. Neill DJ, et al. 
Dent Pract Dent Rec 22:384-9, Jun 72 

Diet, nutrition and the elderly edentulous patient. 
Ettinger RL. Edinb Dent Hosp Gaz 12:24-9, Summer 72 
Gerodontics: a new specialty. Radke FW. 

3 Ala Dent Assoc 57:16-8, Jan 73 


Geriatric dentistry: the social context and challenge. 
Carpenter JO. J Am Soc Geriatr Dent 8:4-5, Apr 73 
Alveolar bone resorption in two edentulous 
Populations. Harrison A. J Dent 1:77-82, Dec 72 
A report of dental findings in a survey of geriatric 
Patients. Ritchie GM. J Dent 1:106-12, Feb 73 
The prosthetic treatment of the elderly. Lawson WA. 
J Ir Dent Assoc 19:10-21, Mar-Apr 73 

Age changes in the periodontium and oral mucous 
membranes. Courtney 2M. 

J Mich State Dent Assoc 54:335-42 Nov 72 
The dry mouth adverse reaction syndrome in the 
geriatric patient. Lyons DC. 

J Oral Med 27:110-1, Oct-Dec 72 


MODS squad brings dental care to nursing homes. . 


Downey GW. Mod Nurs Home 29:65-7, Nov 72 
“Store-bought” or natural, teeth need proper care. 
Walker E. Mod Nurs Home 31:12 passim, Jul 73 
Gerodontics. Wickham N. 
NZ Soc Periodontol Bull 12-5, Aug 72 
Dentistry and the aging. Levine AH. 
Odontology (Tokyo) 60:1-3, Aug 72 
*Sans teeth’: changes in oral tissues with advancing age. 
Miles AE. Proc R Soc Med 65:801-6, Sep 72 
Growth, disease and ageing: a unified approach. Burch 
PR, et al. Z Alternsforsch 26:1-28 passim, 1972 
[Role of the stomatologist in the complex health care 
for citizens in the retirement age] David V. 
Z Alternsforsch 26:287-91, 1972 (Ger) 
[Age, disease and degree of activity] Béhlau V. 
Zahnaerztl Prax 23:664-5, 15 Dec 72 (Ger) 
{Plastic surgery for the aged] Ploner L. 
Zahnaerzt!l Prax 22:1-2, 1 Jan 71 (Ger) 
(Treatment of purulent wounds of the maxillofacial 
region in elderly and senile patients) Grigorchik IuF. 
Stomatologiia (Mosk) 51:81-2, May-Jun 72 (Eng. 
Abstr.) (Rus) 
[Peculiarities of the masticatory apparatus and 
nutrition in the elderly and senile persons] Grigorov 
IuG, et al. 
Stomatologiia (Mosk) 51:51-3, May-Jun 72 (Eng. 
Abstr.) (Rus) 
{Report from a gerontologic-geriatric meeting in 
Gothenburg. Every day problems in long term care] 
Lakartidningen 70:957-69, 7 Mar 73 (Swe) 
[Radiographic study of edentulous jaws of 67 year-olds 
in Dalby county] Lysell L. 
Tandlakartidningen 844:588-94, 15 Sep 72 (Swe) 


GERIATRICS 


Modern trends in geriatric medicine. Anderson WF. 
Dent Pract Dent Rec 22:456-8, Aug 72 


GERM-FREE LIFE 


Observations on the periodontium and acquired 
Pellicle of adult germfree dogs. Listgarten MA, et al. 
3 Periodontol 44:85-91, Feb 73 


GERMICIDES see under ANTI-INFECTIVE 
AGENTS, LOCAL (D3) 
GERMICIDES see under DISINFECTANTS (D3) 


GIANT CELL TUMORS 


A destructive giant cell lesion of the mandible. Curtis 
ML, et al. J Oral Surg 31:705-9, Sep 73 

Experimental giant cell granulomas (tumors) in jaws of 
albino rats. Chan WC, et al. 
3 Periodontol 44:511-8, Aug 73 

A review of hyperparathyroidism and an interesting 
case presenting with a giant cell lesion. Chapnick P. 
Trans Congr Int Assoc Oral Surg 4:44-8, 1973 

The histopathology of some central non-odontigenic 
tumors and tumor-like conditions of the jaws. Kramer 
IR. Trams Congr Int Assoc Oral Surg 4:28-32, 1973 

mone problems of giant cell tumors in the jaw] Seela 


meet Stomatol 23:213-6, Mar 73 (Eng. Abstr.) (Ger) 
{Giant cell bone tumors] Bagi I, et al. 

Orv Hetil 113:2281-3, 17 Sep 72 (Hun) 
(Giant cell central granuloma. Case report] De Diaz de 
Leon CE. ADM 29:444-56, Nov-Dec 72 (Spa) 
(Peripheral giant cell granuloma] Goldring RM. 
Rev Asoc Odontol Argent 61:115-7, Apr 73 (Spa) 


OCCURRENCE 
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et al. Fogorvy Sz 66:193-8, Jul 73 (Hun) 
[Incidence of superficial changes in the periodontium 
of children and the state of oral hygiene] Walczak A. 
Czas Stomatol 25:1013-8, Oct 72 (Eng. Abstr.) (Pol) 
[Examination of the masticatory organ in diabetic 
children] Otto-Buczkowska E, et al. 
Wiad Lek 26:5-8, 1 Jam 73 (Eng. Abstr.) (Pol) 
[Prevalence of gingivitis in school children of urban 
areas with different fluoride concentrations in the 
drinking water] Toledo BE, et al. 
Rev Fac Farm Odontol Araraquara 4:189-94, Jul-Dec 
72 (Eng. Abstr.) (Por) 


PATHOLOGY 


A previously unreported cytoplasmic granule in the 
epithelium of inflamed human gingiva. Listgarten 
MA. Arch Oral Biol 17:1721-9, Dec 72 

Correlated morphometric and biochemical analysis of 
gingival tissue in early chronic gingivitis in man. 
Schroeder HE, et al. Arch Oral Biol 18:899-923, Jul 73 

Lymphocyte-fibroblast interaction in the pathogenesis 
of inflammatory gingival disease. Schroeder HE, et al. 
Experientia 28:1228-30, 15 Oct 72 

Transmigration and infiltration of leucocytes in human 
junctional epithelium. Schroeder HE. 

Helv Odontol Acta 17:6-18, Apr 73 

Experimental gingivitis in the monkey. Relationship of 
leukocyte counts in junctional epithelium, sulcus 
depth, and connective tissue inflammation scores. 
Listgarten MA, et al. J Periodont Res 8:199-214, 1973 

Premitotic labeling and inflammation in the gingiva of 
Rhesus monkeys. Demetriou NA, et al. 

J Periodontol 43:606-13, Oct 72 

Alteration of mast cell densities in experimentally 
inflamed human gingivae. Robinson LP, et al. 
J Periodontol 43:614-22, Oct 72 


PREVENTION & CONTROL 


The effect of chewing gum on the incidence of dental 

diseases in Greek children. A 3-year study. Slack GL, 

et al. Br Dent J 133:371-7, 7 Nov 72 

A 4month study on the effect of chlorhexidine 

mouthwashes on 50 soldiers. Flétra L, et al. 

Fasett 6:56-61, Dec 71 

The effect of an alexidine mouthwash on human plaque 

and gingivitis. Lobene RR, et al. 

3 Am Dent Assoc 87:848-51, Oct 73 

Long term effect of chlorhexidine on developing 

gingivitis in the Beagle dog. Hamp SE, et al. 

J Periodont Res 8:63-70, 1973 

Inhibitory effect of a synthetic antibiotic mouthwash 

(QR-711) on dental plaque and gingivitis in young 

adults. Carlson HC, et al. J Periodontol 44:225-7, Apr 73 

A new method for assessing inhibition of gingivitis by 

potential therapeutic agents. Fischman S, et al. 

3 Periodontol 44:535-9, Sep 73 

The effects of waxed and unwaxed dental floss on 

interdental plaque accumulation and interdental 

gingival health. Hill HC, et al. 

3 Periodontol 44:411-3, Jul 73 

Effect of topical vancomycin on plaque and chronic 
val inflammation. Kaslick RS, et al. 

J Periodontol 44:366-8, Jun 73 

{Polishing the margins of restorations) Mannerberg F. 

Tandilakartidningen 65:26-30, 1 Jan 73 (Swe) 


RADIOGRAPHY 


ostitis) Staaf 


[Radiographs of periodontitis--marginal 
Tandilakartidningen 65:316-25, 15 Mar 73 (Swe) 


V, etal. Tand 
SURGERY 


Pedicle and free mucosal grafts--a case report 
illustrating these procedures. Clynes JT. 
J Periodontol 43:640-2, Oct 72 


THERAPY 


Treatment of gingivitis with Cavitron or hand 
instruments: a comparative study. Donzé Y, et al. 
Helv Odontol Acta 17:31-7, Apr 73 

Dental disease control, home treatment program: case 
report of patient with severe gingivitis and rampant 
caries. VandeVoorde HE, et al. 

Ti Dent J 42:231-7, Apr 73 

A study of the effects of antiseptic agents and a 
pulsating irrigating device on plaque and gingivitis. 
Lobene RR, et al. J Periodontol 43:564-8, Sep 72 
(Operative dentistry. II. Treatment of gingivitis) 
Dent Dienst 24:23-4 passim, Apr 72 (Ger) 
{Aims and ways of local therapy] Rateitschak KH. 
Dtsch Zahnaerztl Z 28:137, Feb 73 (Ger) 
(Our experiment with the treatment of pariodontosis 
in the specific conditions of Kirghizia] Saburova LB, 
et al. Sov Zdravookhr Kirg 4:46-9, Jul-Aug 72 (Rus) 
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GINGIVITIS, NECROTIZING 
ULCERATIVE 


Acute necrotising ulcerative gingivitis. Segal T. 
Diastema 3:15-9, 1972 

Acute necrotizing ulcerative gingivitis: a survey of 218 
cases. Barnes GP, et al. J Periodontol 44:35-42, Jan 73 

Differentiation between necrotic ulcerative gingivitis 
and primary herpetic gingivostomatitis. Klotz H. 
NY State Dent J 39:283-94, May 73 (81 ref.) 
(Uleeromembranous necrotizing gingivitis] Olsina de 
Garcia M, et al. ADM 29:408-17, Nov-Dec 72 (Spa) 
{Ulcerative necrotizing gingivitis in a 5-year-old child] 
Aquino BA, et al. 

Rev Asoc Odontol Argent 61:123-4, Apr 73 (Spa) 


CHEMICALLY INDUCED 


On methotrexate treatment of psoriasis. Model of a 
cytostatics treatment. Schnitzer A. 
Dermatologica 145:115-20, 1972 


DIAGNOSIS 


Evaluation of pain of dento-alveolar origin. Dickey DM. 
Dent Clin North Am _ 17:391-402, Jul 73 
The management of oral ulceration. Macalister AD. 
Drugs 5:453-61, 1973 
[Disseminated histoplasmosis with adrenal 
~ ‘rrcreemed diagnosed by oral lesions) Cernéa P, et 


(Eng. Abstr.) 
DRUG THERAPY 


Rev Stomatol Chir Maxillofac 73:387-401, Jul-Aug 72 
(Fre) 


Boosted dose metronidazole therapy in acute 
necrotising ulcerative gingivitis. Rajasekher A, et al. 
3 Indian Dent Assoc 45:36-43, Feb-Mar 73 
{Metronidazole treatment of ulcerative 
gingivo-stomatitis] Bocskay S, et al. 
Stomatologia (Bucur) 19:307-12, Jul-Aug 72 ome. 
Abstr.) (Rum 
(The treatment of acute necrotizing “a, 
gingivitis} Onan U. 

Dishekim Derg 3:403-6, Jul 72 (Eng. Abstr.) (Tur) 


ETIOLOGY 


Acute fusospirochaetal stomatitis associated with a 
partial upper denture. Stephens AP. 
Dent Pract Dent Rec 22:305-6, Apr 72 
{Vincent’s angina] Jacquemin A. 
Acta Otorhinolaryngol Belg 26:171-5, 1972 poe 
Abstr.) 


IMMUNOLOGY 


Food antibodies in oral disease: a study of serum 
antibodies to food proteins in aphthous ulceration and 
other oral diseases. Thomas HC, et al. 

3 Clin Pathol 26:371-4, May 73 

Acute ulcerative gingivitis: immune complex. Dolby 

AE. J Dent Res 51:1639-41, Nov-Dec 72 


Endotoxin determinations in gingival 


tion. 
Shapiro L, et al. J 


inflamma 
tol 43:591-6, Oct 72 
MICROBIOLOGY 


(Vincent’s angina] Jacquemin A. 
Acta Otorhinolaryngol Belg 26:171-5, 1972 (Eng. 
Abstr.) (Fre) 


Epidemiological and biochemical studies of necrotizing 
ulcerative gingivitis and noma (cancrum oris) in 
Nigerian children. Enwonwu CO. 

Arch Oral Biol 17:1357-71, Sep 72 

Necrotizing ulcerative gingivitis in mongoloid and 
non-mongoloid retarded individuals. Brown RH. 
3 Periodont Res 8:290-5, 1973 

{Incidence of ulcerative gingivitis and stomatitis in 
patients in various age and sex groups during various 
seasons} Wedler A. 

Czas Stomatol 25:1027-32, Oct 72 (Eng. Abstr.) (Pol) 

[Ulcerative necrotizing gingivitis. Statistical analysis 
of different parameters] Barletta BO, et al. 
Rev Asoc Odontol Argent 60:505-8, Nov 72 (Spa) 


PATHOLOGY 
[Vincent’s angina) Jacquemin 
Acta Belg 96:171-5, 1972 = 
Abstr.) 

VETERINARY 


Infectious diseases of reptiles. Marcus 
3 Am Vet Med Assoc 159:1626-31, vet.) 
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GINGIVOPLASTY 


Pedicle graft repair of an endodontic defect: report of 
case. Holman CM, et al. 

3 Am Dent Assoc 85:1362-6, Dec 72 

The distal wedge operation in periodontal ieee: a 
two year evaluation. Sussman HI, et 

J Oral Med 27:106-9, Oct-Dec 72 

Pedicle and free mucosal grafts--a case report 
illustrating these procedures. Clynes JT. 

J Periodontol 43:640-2, Oct 72 

Coronally repositioned flap: report of for cases. 
Restrepo OJ. J Periodontol 44:564-7, Sep 73 
Surgical treatment of juvenile nasopharyngeal 
angiofibroma. Jafek BW, et al. 

Laryngoscope 83:707-20, May 73 

Periodontal surgery--edentulous area. Kieser B, et al. 
Probe (Lond) 13:500-8, Jun 72 

gingival grafts in periodontology] Bernimoulin 


Actual Odontostomatol (Paris) 26:165-73, 1972 (Eng. 
Abstr.) (Fre) 
[Effects of heterotopic connective tissue 
transplantation on epithelium regeneration) 
Bernimoulin JP, et al. 
Dtsch Zahnaerztl Z 28:202-5, Feb 73 (Eng. Abstr.) 
(Ger) 
(Modification of a lateral displacement patch for 
covering exposed tooth roots] Stich E. 
Dtsch Zahnaerztl Z 28:183, Feb 73 (Ger) 
[Results of treatment of certain periodontal conditions 
by increasing the depth of the vestibule and widening 
of the gingival area] Kaczmarczyk-Stachowska A, et 
al. Czas Stomatol 26:783-5, 1973 (Eng. Abstr.) (Pol) 
= technics used for free gingival grafts} Carvalho 


Rev Fac Odontol Sao Paulo 10:121-6, Jan-Jun 72 (Eng. 
Abstr.) (Por) 


GINGIVOSIS see GINGIVAL DISEASES (C4) 

GLANDULAR FEVER see INFECTIOUS 
MONONUCLEOSIS (C1, C9) 

GLASS 


Studies on addition of glass filler to adhesive sealant 
for prevention of dental caries. Oishi T. 
Bull Tokyo Dent Coll 13:165-84, Aug 72 

Studies in occupational dentistry. The effect of 
glass-blowing on conditions of the oral cavity. 
el-Hadary MS, et al. Egypt Dent J 18:267-80, Jul 72 

GLOBOSIDES see under GLYCOLIPIDS (D11) 

GLOBULOMAXILLARY CYST see under 
NONODONTOGENIC CYSTS (C2) 

GLOMUS JUGULARE TUMOR see under 
PARAGANGLIOMA, NONCHROMAFFIN (C2) 

GLOSSALGIA 


[Etiopathogenesis and treatment of glossalgia] Bendik 
AL. Stomatologiia (Mosk) 52:76, Jul-Aug 73 (Rus) 


DIAGNOSIS 
[Differential diagnosis of the “ ”) Jung 
H. Fortschr Med 90:1043-6, 19 Oct 72 (Ger) 


[Diagnosis and therapy of glossopharyng 
Szabé G, et al. Orv Hetil 114:1041-3, 6 May 73 (Hun) 


DRUG THERAPY 
{Treatment of glossodynia with Ambosex] 


Joéb-Fancsaly G. Fogory Sz 66:185, Jun 73 (Hun) 
ETIOLOGY 

[Differential diagnosis of the “ tongue”) Jung 

H. Fortschr Med 90:1043-6, 19 Oct 72 (Ger) 
THERAPY 

[Glossodynia and its treatment) Georgieva E. 

Vutr Boles 10:63-9, 1971 Abstr.) (Bul) 


GLOSSECTOMY 


see also related 
TONGUE (Al, A3) 


Cancer of the tongue. Jeppsson PH, et al. 
Acta Otolaryngol (Stockh) 75:314-5, Apr 73 
Total glossectomy for advanced carcinoma of the base 
of the tongue. Sessions DG, et al. 
Laryngoscope 83:39-50, Jan 73 

Partial glossectomy in preprosthetic surgery. Tenzer 
JA. Oral Surg 35:616-8, May 73 


of the oral cavity. Myers EN. 
ol Clin North Am 5:413-33, Oct 72 
Use of a pterygoid muscle sling to provide glossomimic 
function after total glossectomy. Washio H. 
Plast Reconstr Surg 51:497-500, May 73 
Cancer of the tongue. Southwick HW. 
Surg Clin North Am 53:147-58, Feb 73 
Primary rehabilitation after total glossectomy and 
laryngectomy with mandibulectomy for advanced 
cancer of the mouth. Terz JJ, et al. 
Surg Gynecol Obstet 136:276-8, Feb 73 
[Corticotomy and wedge-shaped tongue excision as 
supporting therapy in late orthodontic cases] 
Machtens E, et al. ZWR 81:1070-4, 25 Nov 72 (Ger) 
{Growth anomaly of the tongue, its relation to jaw 
anomalies and its surgical treatment] Gasparini F, et 
al. 


Riv Ital Stomatol 26:160-84, Mar 71 (Eng. Abstr.) (Ita) 
GLOSSITIS 
CHEMICALLY INDUCED 


A controlled trial of gold salt therapy in rheumatoid 
arthritis. Arthritis Rheum 16:353-8, May-Jun 73 


COMPLICATIONS 
(Differential diagnosis of the “ tongue”] Jung 
H. Fortschr Med 90:1043-6, 19 Oct 72 (Ger) 


DIAGNOSIS 


White lesions of the mouth. 
Clin Symp 25:2-32, 1973 


DRUG THERAPY 


Krull EA, et al. 


Glossitis of military working dogs in South Vietnam: 
history and clinical characteristics. Stedham MA, et 
al. J Am Vet Med Assoc 163:272-4, 1 Aug 73 

Oral lesions in pregnancy. Iyengar L. 

Lancet 1:680-1, Mar 73 


ETIOLOGY 
Intramural esophageal diverticulosis. A case report. 
Lane JW. J Arkansas Med Soc 69:87-90, Aug 72 
What is your diagnosis? Idiopathic gingivostomatitis. 
3 Ga Dent Assoc 46:13 passim, Winter 73 
OCCURRENCE 


A coding system for the epidemiological study of 
military dog diseases in Vietnam. Jennings PB, et al. 
Am J Public Health 62:1317-23, Oct 72 


SURGERY 


Median rhomboid glossitis. Case report. Schwartz AW. 
Plast Reconstr Surg 52:91-2, Jul 73 


VETERINARY 

Septicaemia in the foal. A review of 61 cases. Platt H. 
Br Vet J 129:221-9, May-Jun 73 

Glossitis of military working dogs in South Vietnam: 
history and clinical characteristics. Stedham MA, et 
al. J Am Vet Med Assoc 163:272-4, 1 Aug 73 

GLOSSITIS AREATA EXFOLIATIVA see 
GLOSSITIS, BENIGN MIGRATORY (C4) 


GLOSSITIS, BENIGN MIGRATORY 


Stomatitis areata migrans. Saprio SM, et al. 
Oral Surg 36:28-33, Jul 73 


OCCURRENCE 
The incidence of fissured 


tongue among 
dental outpatients. Aboyans a et 
Oral Surg 36:34-8, Jul 73 


GLOSSODYNIA see under GLOSSALGIA (C4, C17) 
GLOSSOPHARYNGEAL NERVE 
PATHOLOGY 
Clinical trial of carbamazepine in the management of 
trigeminal and glossopharyngeal neuralgia. Kaul AK, 
et al. J Indian Dent Assoc 45:8-13, Jan 73 
PHYSIOLOGY 
The effects of transection of the glossopharyngeal 
nerve on the taste buds of the circumvallate papilla of 
the rat. Kennedy JG. 
Arch Oral Biol 17:1197-207, Aug 72 


GLUCIDES see under CARBOHYDRATES (D11) 
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GLUCIDES see under GLYCOSIDES (D11) 
GLUCOCORTICOIDS 
PHARMACODYNAMICS 


{Mutual effects of corticosteroids and genetic cell 

system] Romanenko GF, et al. 

Allerg Immunol (Leipz) 18:161-2, 1972 (Eng. Abstr.) 
(Ger) 


{Effect of gl ti oids on blood and 

epithelium mucosa in man] Romer TE. 

Endokrynol Pol 23:253-65, May-Jun 72 (Eng. Abstr.) 
(Pol) 


PHYSIOLOGY 


On the mechanism of action of carbohydrate active 
steroids on tastant detection and recognition. Henkin 
RI, et al. UCLA Forum Med Sci 15:339-53, 1972 


THERAPEUTIC USE 


Vital pulpotomy in primary molars. A clinical and 
histologic investigation of the effect of zinc 
oxide-eugenol cement and Ledermix. Hansen HP, et 
al. Scand J Dent Res 79:13-25, 1971 
[Treatment of periapical osteitis with a new multi-drug 
paste] Yulis Modak J, et al. 
Odontol Chil 20:29-33, Jul-Sep 72 


GLUCOCORTICOIDS, TOPICAL 
THERAPEUTIC USE 
[Treatment of pulpitis with antibiotics in combination 
with glucorticoids and calcium hydroxide] Lefbur EE. 
Stomatologiia (Mosk) 51:28-31, Nov-Dec 72 (Eng. 
Abstr.) (Rus) 
GLUCONATES 


THERAPEUTIC USE 


(Spa) 


Microscopic evaluation of topically applied 
chlorhexidine gluconate on gingival wound healing in 
dogs. Hirst RC, et al. 

J South Calif State Dent Assoc 41:311-7, Apr 73 


GLUCOSAMINE 
ANALYSIS 


{Analysis of glucosamine gluronoglucans in dental 
enamel and dentin of non-erupted pig teeth with 
undifferentiated roots] Tomarficzyk W, et al. 
Czas Stomatol 26:825-8, Aug 73 (Eng. Abstr.) (Pol) 


GLUCOSAMINIDASE 
ANALYSIS 


{The heterogeneity of exo-type 
beta-N-acetylglucosaminidase from human parotid 
saliva] Watanabe T, et al. 

3 Hiroshima Univ Dent Soc 5:41-5, 1973 (Jap) 


GLUCOSE 


The effectiveness of some sugars in stimulating licking 
behavior in the rat. Davis JD. 
Physiol Behay 11:39-45, Jul 73 


ANALYSIS 


Saliva glucose: a useful criterion for determining the 
time of fertility in women. Davis RH, et al. 
Am J Obstet Gynecol 115:287-8, 15 Jan 73 
[Glucose and saliva] Bascones Martinez A. 

An Esp Odontoestomatol 32:167-238, May-Jun 73 (Spa) 


Micropuncture and microperfusion study of glucose 
excretion in rat parotid saliva. Mangos JA, et al. 
Am J Physiol 224:1260-4, Jun 73 

Effect of fluoride on carbon dioxide and acid formation 
in salivary sediment mixtures incubated with glucose. 
Sandham HJ, et al. Arch Oral Biol 18:211-25, Feb 73 

Depression of gustatory sweet response by alloxan. 
Zawalich WS. 

Comp Biochem Physiol [A] 44:903-9, 1 Mar 73 

Use of specifically labeled sucrose for comparison of 
extracellular glucan and fructan metabolism by oral 
streptococci. Schachtele CF, et al. 

Infect Immun 5:263-6, Feb 72 

Preferential utilization of the glucosyl moiety of 
sucrose by a cariogenic strain of Streptococcus 
mutans. Schachtele CF, et al. 

Infect Immun 5:531-6, Apr 72 


PHARMACODYNAMICS 
The mechanism of insulin secretion after oral glucose 
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administration. 3. Investigations on the mechanism of 
a reflectoric insulin mobilization after oral 
stimulation. Fischer U, et al. 
Diabetologia 8:385-90, Dec 72 
Effects of glucose and urea on dental deposit pH in 
dogs. Loux JJ, et al. J Dent Res 51:1610-3, Nov-Dec 72 
(The effect of sucrose, glucose, fructose and xylitol on 
the composition and biochemical properties of dental 
Plaque and saliva] Scheinin A, et al. 
Suom Hammaslaak Toim 68:91-7, 1972 (Eng. Abstr.) 
(Fin) 


(Gustatory allachesthesia for sugar: complementary 
study on the nature of the internal signal] Cabanac M, 
et al. J Physiol (Paris) 65:Supp! 3:370A, 1972 (Fre) 

[Dental plaque and use of sucrose-containing soft 
drinks] Skjorland K, et al. 

Nor Tanniaegeforen Tid 83:133-5, Apr 73 (Nor) 


GLUCOSEPHOSPHATE 
DEHYDROGENASE 
ANALYSIS 
Immunoglobulin and glucose-6-phosphate 
dehydrogenase as markers of cellular origin in Burkitt 
lymphoma. Fialkow PJ, et al. 
3 Exp Med 138:89-102, 1 Jul 73 
METABOLISM 
-Glycerophosphate dehydrogenase activity in buccal 
smear from psychiatric patients and normal controls. 
Ishino H, et al. 
Folia Psychiatr Neurol Jap 26:285-90, 1972 
Activity of gl phate dehydrogenase and 
acid phosphatase in nonkeratinized and keratinized 
oral epithelium and epidermis in the rabbit. Gerson S. 
3 Periodont Res 8:151-63, 1973 
GLUCOSIDASE 


Dextranglucosidase activity in val plaque 
Gold W, et al. J Dent Res 52:779-81, Jul-Aug 73 


GLUCOSIDES see under GLYCOSIDES (D11) 

GLUCOSIDURONATES see GLUCURONATES 
(D2,D11) 

GLUCOSYLTRANSFERASES 


ANALYSIS 


Antibodies to an extract of Streptococcus mutans, 
containing glucosyltransferase activity, related to 
dental caries in man. Challacombe SJ, et al. 
Arch Oral Biol 18:657-68, Jun 73 


GLUCURONATES 
ANALYSIS 


{Analysis of glucosamine gluronoglucans in dental 
enamel and dentin of non-erupted pig teeth with 
undifferentiated roots] Tomaficzyk W, et al. 
Czas Stomatol 26:825-8, Aug 73 (Eng. Abstr.) (Pol) 


GLUCURONIDASE 
ANALYSIS 


A fluorimetric study of -glucuronidase and 

-acety from the pulp of the rat 

incisor. Engstrém C, et al. 

Arch Oral Biol 17:1421-30, Oct 72 

[Acid phosphatase, beta glucuronidase and cathepsine 

D in microquantities of gingival fluid] Valazza A, et al. 
Zahnheilkd 


Schweiz Monatsschr 83:123-32, 1973 (Eng. 
Abstr.) (Fre) 
METABOLISM 


[Histochemical and biochemical research on hyper- and 
hypovitaminosis A in rats] Modis L, et al. 
Acta Anat (Basel) 83:481-504, 1972 (Eng. Abstr.) (Fre) 

GLUCURONIDES see under GLUCURONATES 

(D2,D11) 
GLUTAMIC-OXALOACETIC TRANSAMINASE see 
ASPARTATE AMINOTRANSFERASE (D9) 
GLUTAMIC-PYRUVIC TRANSAMINASE see 
ALANINE AMINOTRANSFERASE (D9) 


GLYCANS see POLYSACCHARIDES (D11) 


GLYCOLYSIS 


GLYCERALDEHYDE 
PHARMACODYNAMICS 


The effect of erythrose and related compounds on the 
and 
W. J Dent 1:19-24, Oct 72 


GLYCERIN 
THERAPEUTIC USE 
Weingarten CZ. 


Posterior 
Trans Am Acad Ophthalmol Otolaryngol 76:932-7, 
Jul-Aug 72 


GLYCEROPHOSPHATES 
PHARMACODYNAMICS 


(Cariostatic effects of organic —y - in animal 
experimental studies] Plathner CH, et al. 
Dtsch Stomatol 23:417-21, Jun 73 (Eng. Abstr.) (Ger) 


GLYCERYL TRINITRATE 

THERAPEUTIC USE 
(Rheographic indices in patients with trigeminal 
neuralgia} Reva VD. 
Stomatologiia (Mosk) 52:32-6, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


GLYCINE 
PHARMACODYNAMICS 


[Effect of lathyrogen on the eruption rate of the 
mandibular incisor of the rat) Tsuruta M. 
J Jap Stomatol Soc 39:432-41, Sep 72 (Jap) 


GLYCOGEN 
ANALYSIS 


A histochemical investigation into the presence and 
role of glycogen in human odontogenic cysts and 
Periapical ulomas. Summers L. 

Arch Oral Biol 18:577-82, May 73 

Glycogen-rich adenoma of the parotid gland. An 
uncommon benign clear-cell tumor resembling 
certain clear-cell carcinomas of salivary origin. 
Goldman RL, et al. Cancer 30:749-54, Sep 72 

Glycogen-like granules in the apical area of young 
human and monkey pulps. Skogedal O, et al. 
Scand J Dent Res 81:74-9, 1973 

(Histochemical detection of glycogen and RNA in 
inflammatory hyperplasia of the palatal mucosa) 
Philipp J, et al. 

Arq Cent Estud Fac Odontol (Belo Horiz) 9: ro} 
Jan-Dec 72 (Eng. Abstr.) 


ISOLATION & PURIFICATION 
Glycogen, its chemistry and morphologic appearance in 
the electron microscope. I. A modified OsO 4 fixative 
which selectively contrasts glycogen. Bruijn WC de. 
J Ultrastruct Res 42:29-50, Jan 73 
METABOLISM 
Histochemical and mechanical properties 
muscles of the cat. 
Exp Neurol 38:99-109, Jan 
GLYCOLATES 


see also related 
POLYGLYCOLIC ACID (D13) 


PHARMACODYNAMICS 


of the jaw 


growth and acid production of streptococci and 
lactobacilli. Sims W. J Dent 1:19-24, Oct 72 


GLYCOLIPIDS 
METABOLISM 


Fabry’s disease (ceramide trihexosidase deficiency): 
diagnostic confirmation by analysis of dental pulp. 
Desnick SJ, et al. Arch Oral Biol 17:1473-9, Oct 72 

Supernumerary teeth associated with 
Fabry-Anderson’s syndrome. Regattieri LR, et al. 
Oral Surg 35:432-3, Mar 73 


GLYCOLYSIS 


Effect of salivary supernatant on the glycolytic activity 
of the bacteria in salivary sediment. Kleinberg I, et al. 
Arch Oral Biol 18:787-98, Jul 73 
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METABOLISM 


GLYCOLYSIS 


A study of the enhancement of glycolysis in human 
saliva. Molan PC, et al. Arch Oral Biol 17:1671-8, Dec 72 


DRUG EFFECTS 


Effect of phosphate and pH or Streptococcus mutans 
acid production and growth. Handelman SL, et al. 
3 Dent Res 52:651-7, Jul-Aug 73 


GLYCOPROTEINS 


Glycoprotein heterogeneity in mucoepidermoid 
carcinoma. A histochemical evaluation. Eversole LR. 
Arch Otolaryngol 96:426-32, Nov 72 
Glycoproteins and blood group activity. I. 
Oligosaccharides of serologically inactive hog 
submaxillary glycoproteins. Baig MM, et al. 
J Biol Chem 247:6111-8, 10 Oct 72 


ANALYSIS 


Alcian blue staining of glycoproteins in acrylamide disc 
electrophoresis. Wardi AH, et al. 
Anal Biochem 49:607-9, Oct 72 

The isolation from human parotid saliva and partial 
characterization of the protein core of a major parotid 
glycoprotein. Levine MJ, et al. 
Arch Oral Biol 18:827-37, Jul 73 

The acid and enzymic hydrolysis of O-acetylated sialic 
acid residues from rabbit Tamm-Horsfall 
glycoprotein. Neuberger A, et al. 
Biochem J 129:683-93, Sep 72 

The effect of pH on Alcian Blue staining of epithelial 
acid glycoproteins. I. Sialomucins and sulphomucins 
(singly or in simple combinations). Jones R, et al. 
Histochem J 5:9-18, Jan 73 

Ultrastructure of the dental plaque and acquired 
pellicle formed on the artificial tooth surface 
(Araldite plate). Kandarkar SV. 
3 Indian Dent Assoc 45:122-9, May 73 

{Biochemical and physiological 
glycoproteins in mucous secretions] Pigman W, et al. 
—_ Anat Pathol (Paris) 17:227-50, Jul-Sep 72 =~ 

itr.) 

[Glycopeptides obtained by proteolysis of a ~« 
glycoprotein in human parotid saliva] Degand P, et al. 
C R Acad Sci [D) (Paris) 276:415-8, 15 Jan 73 (Fre) 


Synthesis and fate of glycoprotein in rat oral mucosa 3 
as observed by light electron microscopic 
radioautography with L-fucose-H. Susi FR. 
Oral Surg 36:148-54, Jul 73 

[Glycoproteins in salivary glands of mammals] 
Szymezyk T. 

Czas Stomatol 26:111-6, Feb 73 (Eng. Abstr.) (Pol) 


Blood group A active glycoproteins of respiratory 
mucus and their synthesis by an 
N-acetylgalactosaminyltransferase. Baker AP, et al. 
3 Biol Chem 248:880-3, 10 Feb 73 

Glycosaminoglycan turnover and synthesis in the rat 
incisor pulp. Linde A. Scand J Dent Res 81:145-54, 1973 


GLYCOSAMINOGLYCANS see under 
MUCOPOLYSACCHARIDES (D11) 

GLYCOSIDASE see GLUCOSIDASE (D9) 

GLYCOSIDE HYDROLASES 


Enzymes that destroy blood group specificity. V. The 
oligosaccharase of Clostridium perfringens. Huang 
CC, et al. J Biol Chem 247:6737-42, 10 Nov 72 

Human amniotic fluid isoamylases. Functional 
development of fetal pancreas and salivary glands. 
Wolf RO, et al. Obstet Gynecol 41:337-42, Mar 73 


Formation of glycoside-hydrolases by oral streptococci. 
Nord CE, et al. Arch Oral Biol 18:391-402, Mar 73 


ISOLATION & PURIFICATION 
Isolation and characterization of 
beta-N-acetylglucosaminidase from human parotid 
saliva. Watanabe T, et al. 
3 Dent Res 52:782-90, Jul-Aug 73 


METABOLISM 


Hydrolysis of glycol chitin by an endo-and exo-type of 
beta-N-acetylglucosaminidase from human parotid 
saliva. Watanabe T, et al. J Dent Res 52:846, Jul-Aug 73 

{ Histochemical and biochemical research on hyper- and 
hypovitaminosis A in rats) Modis L, et al. 
Acta Anat (Basel) 83:481-504, 1972 (Eng. Abstr.) (Fre) 
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GLYCOSIDES 


Reaction of dextrans with antisera to teichoic acids. 
Knox KW, et al. Arch Oral Biol 17:1491-4, Oct 72 

Antibodies to teichoic acids in man. Markham JL, et al. 
Arch Oral Biol 18:313-9, Mar 73 


GNATHOSONICS see under DENTAL OCCLUSION 
(E6, G1) 
GNOTOBIOTICS see GERM-FREE LIFE (G1) 


GOAL see under MOTIVATION (F1) 
GOITER 


Double lip and double lip with blepharochalasis 
(Ascher’s syndrome). Barnett ML, et al 

Oral Surg 34:727-33, Nov 72 

Ascher’s syndrome. Report of a case. Papanayotou PH, 
et al. Oral Surg 35:467-71, Apr 73 


GOLD 


Condenser selection for pure gold compaction. Smith 
GE. J Am Acad Gold Foil Oper 15:52-63, Sep 72 

Comparison of various maxillary Class 3 direct gold 
cavity designs. Snyder DE. 

J Am Acad Gold Foil Oper 15:78-84, Sep 72 
The gold pass-through. J Am Dent Assoc 85:761-2, Oct 72 
Use of mat gold in gingival third cavities on buccal and 

labial surfaces (class V). Maston E, et al. 

J Seattle King Cty Dent Soc 11:11-5, Jan 73 
Gold foil closure of oroantral fistulas. Meyerhoff W, et 

al. Laryngoscope 83:940-4, Jun 73 
Apicoectomy with retrograde gold foil: a new 

technique. Kopp WK, et al. 

NY State Dent J 39:8-11, Jan 73 
A histological study of the influence of galvanic current 

between metal alloys in connective tissue in the rat. 

Parvinen T, et al. Proc Finn Dent Soc 69:1-6, 1973 
Powdered gold restorations. Hooker JB. 

Tex Dent J 91:4-5, Jun 73 
[Behavior of a synthetic resin, baked to gold, after 

dipping in particular experimental solutions. 8. 

Absorption and corrosion after dipping in artificial 

saliva acidified with butyric acid] Valletta G, et al. 

Arch Stomatol (Napoli) 11:211-8, Oct-Dec 70 (Ita) 
(Gold electroplating in dentistry] Calvo MF. 

Divulg Cult Odontol 33-4, Nov-Dec 71 (Spa) 


STANDARDS 


Physical properties vs. clinical performance of pure 
gold restorations. Richter WA, et al. 
J Prosthet Dent 29:434-8, Apr 73 


THERAPEUTIC USE 


A controlled trial of gold salt therapy in rheumatoid 
arthritis. Arthritis Rheum 16:353-8, May-Jun 73 


GOLD ALLOYS 


Structure and properties of dental casting gold alloys. I. 
Determination of ordered structures in solid solutions 
of gold, silver, and copper by interpretation of 
variations in the unit cell length. Bergman M, et al. 
Acta Chem Scand 26:2817-31, 1972 

Heat treatment of soldered joints in dental casting gold 
alloys. An electron microprobe analysis. Bergman M, 
et al. Acta Odontol Scand 30:415-39, Oct 72 

Holographic investigation of the elastic deformation of 
defective gold solder joints. Wictorin L, et al. 
Acta Odontol Scand 30:659-70, Dec 72 

Gold-amalgam galvanic cells. The measurement of 
corrosion currents. Von Fraunhofer JA, et al. 
Br Dent J 132:357-62, 2 May 72 

Comparison of base metal alloys and Type IV gold alloys 
for removable partial denture frameworks. 
Cunnigham DM. Dent Clin North Am 17:719-22, Oct 73 

Thermally induced stresses and rapid temperature 
changes in teeth. Barker RE Jr, et al. 

J Biomed Mater Res 6:305-25, Sep 72 

A simple light-microscope technique for the 
examination of cell surfaces. Ross A, et al. 
J Cell Sei 13:317-9, Jul 73 

Comparison of Brinell and Vickers hardness tests on 
dental casting gold alloys. Barton JA Jr, et al. 
3 Dent Res 52:163-9, Jan-Feb 73 

An investigation of the surface smoothness of wax 
Patterns and the resultant gold castings. Gupta HD. 
J Indian Dent Assoc 44:219-28, Nov 72 

The gold inlay and plaque control. Roberts DL. 
J NJ Dent Assoc 44:14-5 passim, Spring 73 

Bond strength of two types of cement to gold casting 
alloy. Ady AB, et al. J Prosthet Dent 29:217-20, Feb 73 

Gold occlusal surfaces and organic occlusion in denture 
construction. Elkins WE. 

3 Prosthet Dent 30:94-8, Jul 73 

Surface roughness of castings made by various casting 
techniques. Fusayama T, et al. 

3 Prosthet Dent 29:529-35, May 73 


Comparative study of three coating agents and their 
influence on bond strength of porcelain-fused-to-gold 
alloys. Goeller I, et al. 

J Prosthet Dent 28:504-11, Nov 72 

Radiographic detection of defects in soldered _ of 
dental gold alloys. Henrikson CO, et al. 
Odontol Revy 24:161-72, 1973 

A histological study of the influence of galvanic current 
between metal alloys in connective tissue in the rat. 
Parvinen T, et al. Proc Finn Dent Soc 69:1-6, 1973 

Parallel pins in gold restorations. Géransson P, et al. 
Sci Educ Bull Int Coll Dent 3:10-5, 1970 

(Combined metallic-ceramic crowns and bridgework]) 
Jerlang P. Tandlaegebladet 76:840-8, Sep 72 (Dan) 

(Comparative study of how the fit of a cast gold crown 
was ~~. by 3 methods of impression and casting] 
Arola 
Proc Finn Dent Soc 69:24-9, 1973 (Eng. | nd (Fin) 

[Gold casting restorations] Balastik 
Quintessenz J 3:37-8, Jul 73 (Ger) 

(The modification of metal-ceramic constructions with 
reference to dental trephining) Dusey M. 
Schweiz Monatsschr Zahnheilkd 83:346-51, Mar 73 

(Ger) 

[The combined use of gold- and silver-palladium alloys 

in prosthetics} Laetzsch E, et al 


Zahntechnik (Berl) 13:431-5, Oct 72 (Ger) 
[Saving on gold alloys) Riedel G. 
Zahbntechnik (Berl) 13:547, Dec 72 (Ger) 


{A removable bridge in the porcelain-fused-to-gold 
technic] Bauer F, et al. ZWR 82:674-7, 10 Jul 73 
[Porcelain-fuses-to-gold technic] Weissmann 


ZWR 82:703-5 concl, 25 Jul 73 ener? 
{The porcelain-fused-to-gold technic] Weissmann H. 
ZWR 82:669-73, 10 Jul 73 (Ger) 


[Behavior of a synthetic resin (Diamon-D), baked to 
gold, after dipping in parituclar experimental 
solutions. 8. Absorption and corrosion after dipping in 
artificial saliva acidified with butyric acid] Valletta G, 
et al. 

Arch Stomatol (Napoli) 12:85-94, Apr-Jun 71 (Eng. 
Abstr.) (Ita) 
(Behavior of a synthetic resin (Diamon-D), baked to 
gold, after dipping particular experimental solutions. 
Il. Absorption and corrosion after dipping in 
potassium + we added to artificial saliva] 

Valletta G, et 
Arch Stomatol 12:13-22, Jan-Mar 71 
Abstr.) 

{Behavior of a synthetic resin (Diamon-D), pened i 
gold, after dipping in particular experimental 
solutions. IV. Absorption and corrosion after dipping 
in artificial saliva acidified with acetic acid] Valletta 
G, et al. 

— Stomatol (Napoli) 12:45-53, Jan-Mar 71 yom 
Abstr.) 

(Behavior of a synthetic resin, baked to gold, pool 
dipping in particular experimental solutions. IV. 
Absorption and corrosion after dipping in artificial 
saliva acidified with acetic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:107-14, Apr-Jun 70 (Eng. 
Abstr.) (Ita) 

[Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. II. 
Absorption and corrosion after dipping in potassium 
added to artificial saliva] Valletta G, et 


Son Stomatol (Napoli) 11:85-92, Apr-Jun 70 (Eng. 
Abstr.) (Ita) 

{Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. VI. 
Absorption and corrosion after dipping in artificial 
saliva acidified with lactic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 11:135-42, Jul-Sep 70 (Eng. 
Abstr.) (Ita) 

(Behavior of a synthetic resin, baked to gold, after 
dipping in particular experimental solutions. X. 
Corrosion after dipping in ethyl alcohol] Valletta G, et 
al 


Arch Stomatol (Napoli) 11:235-41, Oct-Dec 70 (Eng. 

Abstr.) (Ita) 
[Behavior of a synthetic resin (Diamon-D), baked to 

gold, after dipping in particular experimental 

solutions. X. Corrosion after dipping in ethyl alcohol] 

Valletta G, et al. 

Arch Stomatol (Napoli) 12:103-10, Apr-Jun 71 (Eng. 

Abstr.) (Ita) 
{Behavior of a synthetic resin (Diamon-D), baked to 

gold, after dipping in particular experimental 

solutions. VI. Absorption and corrosion after dipping 

. artificial saliva acicified with lactic acid] Vallettas 

et al. 
Stomatol (Napoli) 12:65-73, Apr-Jun 71 (Eng. 
itr.) 

[Gold alloy and its long periodical structure} Yasuda K x 

J Jap Stomatol Soc 39:813, Dec 72 (Jap) 
(Crowns and bridges of porcelain fused to gold] 

Valderhaug JP. 

Nor Tanniaegeforen Tid 82:601-8, Dec 72 (Nor) 
[Gold teeth. Behavior of the adjacent gingival tissue) 

Mazzonetto SF, et al. 

Rev Bras Odontol 30:49-54, Mar-Apr 73 (Por) 
(Compensatory properties of some investment 
materials for casting dental prostheses from gold 
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alloys] Serova GA, et 
Med Tekh 4:9-11, ya 72 


ADVERSE EFFECTS 


{A case of contact stomatitis and phenomena of 
intolerance in using prostheses made of gold alloys) 
Burvikov NM, et al. 

Stomatologiia (Mosk) 52:80, Jul-Aug 73 (Rus) 


STANDARDS 


Porcelain and gold--problems and answers. Tunick G. 

CDT Dig 4:2-18, Jul 73 

The influence of repeatable castings and melting 

procedures on volume fraction of voids and corrosion 

products in case of specified dental and non specified 

gold alloys. El-Sadeek M, et al. 

Egypt Dent J 19:1-16, Jan 73 

Influence of contamination by mercury and by fresh 

amalgam on some properties of amalgam and gold 

alloy. Lima Navarro MF de. 

Estomatol Cult 5:186-201, Jul-Dec 71 

Attritional characteristics of types A and D cast gold. 

Burnell SC, et al. Ill Dent J 42:80-4, Feb 73 

Characteristics of two gold alloys used in fabrication of 

porcelain-fused-to-metal restorations. et al. 

3 Am Dent Assoc 85:1309-15, Dec 

Study of the electrochemical behavior of ? gold dental 

alloys. Brugirard J, et al. 

J Dent Res 52:828-36, Jul-Aug 73 

Gold inlay failures and some causes. Fayle HE. 

J Prosthet Dent 29:439-41, Apr 73 

Preparation design and margin distortion in 

porcelain-fused-to-metal restorations. Shillingburg 

HT Jr, et al. J Prosthet Dent 29:276-84, Mar 73 

[Corrosive behaviour of amalgams, silver-tin and gold 

alloys as filling materials} Todorov IV. 

Stomatologiia (Sofiia) 54:300-4, Jul-Aug 72 (Bul) 

{Hardness measurement and cast structure 

determination of the crown margin in vacuum 

pressure casting] Fuchs P, et al. 

Dtsch Zahnaerztl Z 28:406-10, Mar 73 (Eng. Abstr.) 
(Ger) 


[Gold alloys in dentistry] Heise D. 
Zahntechnik (Berl) 14:44-50, Feb 73 (Ger) 
{The new hardening Goplat alloy] Zukunft D. 

Zahntechnik (Berl) 14:100-6, Mar 73 (Ger) 
(Weight loss of dental castings in the mouth] 
Wakumoto S. 


J Jap Res Soc Dent Mater Appliances 30:1-6, Mar 73 
(Jap) 


(Changes in dental metal in oral cavity] Kanatake T. 
3 Korea Res Soc Dent Mater 6:8-10, Dec 72 (Eng. 
Abstr.) (Kor) 

GOLGI-MAZZONI CORPUSCLES see under 
MECHANORECEPTORS (A8) 

GONADAL DYSGENESIS see TURNER’S 
SYNDROME (C6, C7, C16) 


GOVERNMENT 


What is the ideal form of student government? 
Dent Stud 51:50 passim, Feb 73 

The future role of government in dental practice and 
education. Wilson WA. J Am Coll Dent 40:111-6, Apr 73 
The Federal Government. Christensen HM. 

Va Dent J 49:18-25, Oct 72 


GOVERNMENT AGENCIES 


National Coordinating Agency for accreditation in 
Canada. McIntosh WB. J Dent Educ 36:25, Nov 72 


GRADUATE RECORDS EXAMINATION see under 
EDUCATIONAL MEASUREMENT (1) 


GRAFT VS HOST REACTION 


{Host reactions provoked by implants, stored in 10 
formaldehyde, in the mandibles of albino rats) 


Gongalves RJ. 

Bol Fac Odontol Piracicaba 1-32, 1970 (Por) 
GRAM NEGATIVE BACTERIA 
Lysis of certain organisms by the synergistic action of 
complement and lysozyme. Bladen H, et al. 

3 Dent Res 52:371-6, Mar-Apr 73 

GRAM POSITIVE BACTERIA 
Lysis of certain organisms by the synergistic action of 
complement and lysozyme. Bladen H, et al. 

3 Dent Res 52:371-6, Mar-Apr 73 

GRANTS see under RESEARCH SUPPORT (H, N3) 


GRANTS see under TRAINING SUPPORT (H, N3) 


GRANULATION TISSUE 
CYTOLOGY 


[Control of the cell proliferation in vivo] Sasaki T. 
3 Jap Stomatol Soc 39:236, Jun 72 (Jap) 


GRANULOCYTES see under LEUKOCYTES (A11) 

GRANULOCYTOPENIA see AGRANULOCYTOSIS 

(C9) 

GRANULOMA 

Calcifying fibroblastic granuloma. je L, et al. 

in edentulous jaws. Adkins KF. 

NZ Dent J 68:209-12, Jul 72 

(Malignant granulomatoses}] Mohr U, et al. 

Zahnaerztl Prax 22:73-5, 1 Apr 71 (Ger) 

[Giant cell central granuloma. Case report] De Diaz de 

Leon CE. ADM 29:444-56, Nov-Dec 72 (Spa) 
PATHOLOGY 


J Oral Pathol 1:133-43, 1972 

GRANULOMA, EOSINOPHILIC see EOSINOPHILIC 
GRANULOMA (C3, C9, C17) 

GRANULOMA GANGRAENESCENS see 
GRANULOMA, LETHAL MIDLINE (C5, C17) 

GRANULOMA, see HODGKIN’S 
DISEASE (C2) 

GRANULOMA, LETHAL MIDLINE 

DIAGNOSIS 


(Wegener’s granulomatosis and malignant midline 
facial granuloma. Differential signs. Apropos of 2 

cases} Roobaert N, et al. 

Sem Hop Paris 49:947-53, 14 Mar 73 (Eng. Abstr.) (Fre) 

[Reticulum cell sarcoma of the nose--its relationship 

with necrotic rhinitis] Watanabe Y, et al. 

J Otolaryngol Jap 76:853-64, Jul 73 (Jap) 


DRUG THERAPY 
[Progressive gangrenous rhinitis successfully treated 
with immunosuppresive agents] Tanahashi T, et al. 
3 Otolaryngol Jap 75:1210-1, Oct 72 (Jap) 
MICROBIOLOGY 
[Virus-like endoplasmatic structures in lupus 
erythematosus and in various other diseases 
unknown etiology) Kerl H, et al. 
Hautarzt 24:95-105, Mar 73 


PATHOLOGY 


(Ger) 


(Wegener’s granulomatosis and malignant midline 
facial granuloma. Differential signs. Apropos of 2 
cases] Roobaert N, 


Sem Hop Paris 49:947-53, 14 Mar 73 (Eng. Abstr.) (Fre) 
GRANULOMA, MALIGNANT see HODGKIN’S 
DISEASE (C2) 
GRANULOMA, PERIAPICAL 


{Periapical granulomas and cysts. Clinical, 
histopathological evaluation and surgical 
considerations} Marzola C, et al. 

Arq Cent Estud Fac Odontol (Belo Horiz) 8:127-40, 
Jul-Dec 71 (Eng. Abstr.) (Por) 


COMPLICATIONS 


Vascular-type resorption of bone in cases of maxillary 
osteodysplasia. Hattyasy DL. 
Acta Morphol Acad Sci Hung 20:139-46, 1972 
Dentoalveolar fistulas of the cervical region. Singleton 
EF. Laryngoscope 83:906-14. Jun 73 


DIAGNOSIS 


Periapical lesions--types, incidence and clinical 
features. Shteyer A, et al. 

Isr J Dent Med 21:100-3, Jul 72 
Electrophoretic differentiation of radicular cysts and 
granulomas. Morse DR, et al. 

Oral Surg 35:249-64, Feb 73 

Radicular cysts or periapical 
granulomas--radiographic versus histopathological 


GRANULOMA, 


examinations) Casati-Alvares L, et al. 
Rev Gaucha Odontol 20:317-22, Oct-Dec 72 (Eng. 


Abstr.) (Por) 
DRUG THERAPY 
[Ocalexic therapy. Melica VM. 


Six years later) 
Dent Cadmos 40:1329-50, 72 (Ita) 


A histochemical investigation into the presence and 
role of glycogen in human odontogenic cysts and 
periapical granulomas. Summers L. 

Arch Oral Biol 18:577-82, May 73 

Factors related to cholesterol formation in cysts and 
granulomas. Trott JR, et al. 

3 Can Dent Assoc 39:550-5, Aug 73 


MICROBIOLOGY 


[Bacteriology of inflammatory granuloma] Cavanha 
AO. Trib Odontol (B Aires) 56:186-90, Jul-Sep 72 (Por) 


PATHOLOGY 


Vascular-type resorption of bone in cases of maxillary 
osteodysplasia. Hattyasy DL. 
Acta Morphol Acad Sci Hung 20:139-46, 1972 
A histologic study of experimentally induced radicular 
cysts. Valderhaug J. Int J Oral Surg 1:137-47, 1972 
Preservation and demonstration of mast cells in human 
apical granulomas and radicular cysts. Mathiesen A. 
Scand J Dent Res 81:218-29, 1973 
{Dental inflammatory granuloma. Formolic pigment] 
Cavanha AO. 
Trib Odontol (B Aires) 56:268-72, Oct-Dec 72 (Spa) 
(Histological changes in chronic periapical 
inflammations. 1. Organization of periapical chronic 
Processes in untreated teeth] NajZar-Fleger D, et al. 
Acta Stomatol Croat 7:23-30, 1972-73 (Eng. Abstr.) 
(Cro) 


RADIOGRAPHY 


[Radiographic study of the frequency of periaptical 
lesions] Nicodemo RA, et al. 
Rev Fac Odontol Sao Jose dos Campos 1:5-13, 1972 
(Eng. Abstr.) (Spa) 


SURGERY 


Modes of healing histologically after endodontic 
surgery in 70 cases. Andreasen JO, et al. 

Int J Oral Surg 1:148-60, 1972 

[Volumetric calculation of infected periodontal tissues 
in periodontitis and the en technic of 
Periapical granuloma] Lehmans 

Rev Stomatol Chir Maxillofac 73: 300-74, Jul-Aug 72 
(Eng. Abstr.) (Fre) 


THERAPY 


[Evaluation of late results of surgical and conservative 
treatment of chronic periapical periostitis] 
Maliszewska 


Czas Seomatel 20:151-7, Feb 73 (Eng. Abstr.) (Pol) 
GRANULOMA, REPARATIVE GIANT 
CELL 


Central giant cell lesion in the angle of the mandible: 
review of the literature and report of a case. Richter 
KJ, et al. J Oral Surg 31:26-30, Jan 73 (17 ref.) 

The histopathology of some central non-odontigenic 
tumors and tumor-like conditions of the jaws. 

IR. Trans Congr Int Assoc Oral Surg 4:28-32, 1973 

(Giant cell epulis in a partially edentulous maxilla) 


ov D. 
Stomatologiia (Sofiia) 468-71, Nov-Dec 72 (Eng. 
Abstr.) (Bul) 
(Skeletal manifestation of primary 
hyperparathyroidism] Meffert O, et 
Bruns Beitr Klin Chir 219:650-7, 1972 (hes. Abstr.) 


(Ger) 
{Giant cell bone tumors) Bagi I, et al. 
Orv Hetil 113:2281-3, 17 Sep 72 (Hun) 
[Giant cell lesions of the jaws: possibilities and 
limitations of histologic diagnosis) Ebling H, et al. 
Rev Fac Odontol P Alegre 12:51-67, 1970 (Por) 


CHEMICALLY INDUCED 


Some observations on the pathogenesis and 
morphology of giant cell granulomas. Soskolne WA. 
Proc R Soc Med 65:1131-4, Dec 72 

(Changes in the gingiva during aw with 
contraceptive hormones] Zaun H. 

Med Klin 68:720, 25 May 73 (Ger) 
(The effect of bone-meal on bone formation] Horn V, et 
al. Z Orthop 110:325-30, Jun 72 (Eng. Abstr.) (Ger) 
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GRANULOMA, 


COMPLICATIONS 


Giant cell lesions of the temporal bone. With a case 
report. Wolfowitz BL, et al. 
S Afr Med J 47:1397-9, 11 Aug 73 


ETIOLOGY 


Some observations on the pathogenesis and 
morphology of giant cell granulomas. Soskolne WA. 
Proc R Soc Med 65:1131-4, Dec 72 


Mucosubstances in giant cells of the so called central 
and peripheral giant cell granuloma: histochemical 
analysis. Birman EG, et al. 

Ann Histochim 17:117-22, Apr-Jun 72 

Release of fibrinolytic activators from human tumours 
cultured in vitro. Bjérlin G, et al. 
Experientia 28:833-4, 15 Jul 72 


PATHOLOGY 


Some observations on the pathogenesis and 
morphology of giant cell granulomas. Soskolne WA. 
Proc R Soc Med 65:1131-4, Dec 72 

[Pulseless disease (Takayasu’s disease) (postmortem 
examination)] Temelkov I, et al. 
Vuir Boles 10:114-8, 1971 (Bul) 
{Giant cell epulis} Pricha M. 

Cesk Stomatol 73:137-41, Mar 73 (Eng. Abstr.) (Cze) 


RADIOGRAPHY 


Clinical and radiographic aspects. Panders AK. 
Trans Congr Int Assoc Oral Surg 4:25-7, 1973 
{Lymphangiography in the diagnosis of malignant 
primary lymphoma] Beltz L. 

Minerva Med 64:672-4, 14 Mar 73 (Ita) 


SURGERY 


Conjunctivitis ligneosa combined with a dental 
affection. Report of a case. Frimodt-Moller J. 
Acta Ophthalmol (Kbh) 51:34-8, 1973 

{Partial jaw resection in central giant cell granulomas] 
Mehnert H, et al. Zahnaerztl Prax 23:433-4, 18 Aug 72 
{Hemorrhage during extirpation of peripheral giant 
cell epulis in oral cavity] Priicha M, et al. 
Cesk Stomatol 73:186-92, 1973 (Eng. Abstr.) (Cze) 


THERAPY 


Therapy for central non-odontogenic lesions of the 
jaws. Bear SE. 


Trans Congr Int Assoc Oral Surg 4:33-9, 1973 
GRAPHITE see under CARBON (D1) 
GRAVITATION 


Significance of gravity on the passage of bolus through 
the human pharynx. Ingervall B, et al. 
Arch Oral Biol 18:351-6, Mar 73 


GRIPPE see INFLUENZA (C1) 
GROOMING 


Chimpanzee dentistry. McGrew WC, et al. 
3 Am Dent Assoc 85:1198-204, Dec 72 


GROUP PRACTICE 


The relevance of health maintenance organizations. 
Diefenbach V. 

Annu Manage Conf ADA 23:75-79C, 1972 

Is there an HMO in dentistry’s future? Hendrickson 
RM. Dent Econ Oral Hyg 63:24-6, Feb 73 
Disadvantages of HMOs and capitation. Riley LC. 
3 Calif Dent Assoc 1:40-7, Sep 73 

The HMO and dental service. MacLeod GK. 

3 Mass Dent Soc 22:87-93, Spring 73 

HMO feature. II. Role of the insurance carrier. Fairty 
RA. 3 NJ Dent Assoc 44:42-5, Winter 73 

Use and abuse of HMO’s. Kay LA. 

3 NJ Dent Assoc 44:56 passim, Winter 73 
Health maintenance organizations. Esselstyn C. 
Ohio Dent J 47:24-33, May 73 

(Group practice in the central point. New methods for 
further development of health securing] Reckort HP. 
Zahnaerzt!l Mitt 63:475-8, 16 May 73 (Ger) 
[Young physicians seek the group. Symposium on 
group medicine cf the German physicians’ association 
(Hartmannbund)} Reckort HP. 
Zahnaerzt! Mitt 63:571-4, 16 Jun 73 


GROUP PRACTICE, DENTAL 


Demonstration of an incentive compensation plan for 
publicly funded group dental practices. Pelton WJ, et 
al. Ala J Med Sci 10:26-31, Jan 73 

Observation of selected dental services under two 
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Prepayment mechanisms. Schoen MH. 

Am J Public Health 63:727-31, Aug 73 
Proposals for planned change in dental education and 
Practice. Allred H, et al. Br Dent J 133:173-9, Sep 72 
Group practice. II. Sarner H. CAL 36:2-4, Oct 72 
New concept in group practice. Rowe H. 

Dent Econ Oral Hyg 63:38-42, Apr 73 
Corporate practice ... avoiding the pitfalls. 3. Zirkle TE. 
Dent Econ Oral Hyg 63:36-9, Aug 73 

The corporations that stumble. Balliett G. 

Dent Manage 12:41-2 passim, 72 
Incorporate now: the reasons why. Rusley RL. 
Dent Manage 12:15-6 passim, Dec 72 

A new kind of group practice. Pittman RE. 
Dent Stud 51:24 Mar 73 

Teaching ‘group practice’ for tomorrow’s dentistry. 
Gunthorpe UD. Dent Surv 48:50-2, Nov 72 
Group practice in suburban Chicago. Hurdle RB. 
Ill Dent J 42:371-6, Jun 73 

The Assiniboine dental group practice. Shortill WW. 
3 Can Dent Assoc 38:449-52, Dec 72 

Group orthodontic practice. Mayerson M. 

3 Clin Orthod 7:24-59, Jan 73 

The professional corporation. A 1973 appraisal. 
Haddleton RE, et al. 

3 Mass Dent Soc 22:77-81, Spring 73 

The future of group practice. Kaswiner B. 

3 NJ Dent Assoc 44:9 passim, Spring 73 
Closed panels, professionalism, and the American 
Dental Association. Waldman HB. 

Med Care 11:156-61, Mar-Apr 73 

The New York Dental Service Corporation. Harding 
CD. NY J Dent 43:16, Jan 73 


The New York Dental Service Corporation. A report. 

Harding CD. NY State Dent J 38:598-9, Dec 72 
An up-date on franchised dental practices, denturists, 

and the A.D.A. Relief Fund. AA. 

NY State Dent J 38:536-40, Nov 72 
Management firms and taxes. Asper IH. 

Ont Dent 50:34-5, Jun 73 
[Joint office] 

Tidsskr Prakt Tandlaeg 3:39 passim, Apr 73 (Dan) 
{Organization of an orthodontic group practice] 

Benauwt A. 

Trans Eur Orthod Soc 393-7, 1971 (Eng. Abstr.) (Fre) 
(Organization of an orthodontic group practice] 

Trans Eur Orthod Soc 393-7, 1971 (Eng. Abstr.) (Fre) 
{Dental group practice] Kéthe F. 

Freie Zahnarzt 16:18 passim, Sep 72 (Ger) 
[Is there any way to go from private practice through a 

Partnership to group practice?) Thiel K. 

Quintessenz 23:141-5, Sep 72 (Ger) 
(Growth of a group practice as seen by the senior dental 
assistant] Kretschmer B. 

Quintessenz J 3:29-31, Jul 73 (Ger) 
[The practice team concept of the FDI. International 

discussions as basis of further development] Kimmel 

K. Zahnaerztl Mitt 63:110-4, 1 Feb 73 (Ger) 
[Dental group practice. General overview on the topic 

of group practice] Kirchhoff W. 

Zahnaerztl Mitt 63:611-5 contd, 1 Jul 73 (Ger) 
[Dental group practice. 2s of the present type of 

practice] Kirchhoff W, et 

Zahnaerztl Mitt 63:674-9, 1. Jul 73 


GROWTH 


see also related 
CHILD DEVELOPMENT (F1) 


(Ger) 


Growth and behavior of integumental profile. Braun M. 
Proc Found Orthod Res 282-4, 1971 
Cranial growth forecast and treatment planning as 
related to the growth and development of the 
individual child. Warren C. 
Proc Found Orthod Res 273-81, 1971 
The significance of growth research for orthodontics. 
Van der Linden FP. Trans Eur Orthod Soc 61-8, 1971 
A new look at studies of growth and development. 
Kuftinec MM, et al. Va Dent J 50:23-5, Apr 73 
[Effects of excision of the submaxillary glands on 
growth in young male rats] Loussouarn D. 
Rev Stomatol Chir Maxillofac 73:627-31, Dec 72 (Eng. 
Abstr.) (Fre) 
{Indices of physical development and the state of 
respiratory system in children with congenital cleft 
lip and cleft palate] Kovalenko AF, et al. 
Stomatologiia (Mosk) 52:110-2, Mar-Apr 73 (Rus) 


GROWTH DISORDERS 


see also related 
BONE DISEASES, DEVELOPMENTAL (C3) 
DWARFISM (C3, C7) 


(Morphology, bone and dental age in children with 
growth retardation (nanismus)] Goranov K, et al. 
Stomatologiia (Sofiia) 54:283-6, Jul-Aug 72 (Bul) 


GUILFORD-MARTIN INVENTORY see under 
PERSONALITY INVENTORY (F3) 

GUILLAIN-BARRE SYNDROME see 
POLYRADICULITIS (C10) 

GUM-RESINS see under RESINS (D13) 

GUMS see GINGIVA (A3) 

GUTTA-PERCHA 


A custom cone technique for endodontic treatment of 
immature root canals. Christensen G. 

Chron Omaha Dist Dent Soc 36:155-6, Feb 73 
Thermally induced stresses and rapid temperature 
changes in teeth. Barker RE Jr, et al. 

J Biomed Mater Res 6:305-25, Sep 72 

Gutta percha techniques for filling canals of young 
Permanent teeth after induction of apical root 
formation. Simpson TH, et al. 

3 Br Endod Soc 6:35-9, Summer 72 

The multiple gutta percha point technique for filling 
anterior root canals. Calvert JM. 

3 Can Dent Assoc 38:360-3, Oct 72 
Filling root canals with gutta percha. Wakai WT, et al. 
3 Hawaii State Dent Assoc 6:8-13, Feb 73 
Apical sealing procedures. Soltanoff W. 

3 NJ Dent Assoc 44:36-8 passim, Winter 73 
Warm what? Grimes EW. 

J Okla State Dent Assoc 63:4-5, Oct 72 
Gutta-percha root canal fillings. An in vitro analysis. I. 
Brayton SM, et al. Oral Surg 35:226-31, Feb 73 
[A technique of lateral condensation for filling root 
canals with gutta-percha points] Bramante CM, et al. 
Estomatol Cult 6:70-2, Jan-Jun 72 (Por) 


THERAPEUTIC USE 


A follow-up study of 1,000 cases treated by endodontic 
surgery. Rud J, et al. Int J Oral Surg 1:215-28, 1972 
Radiographic criteria for the assessment of healing 
after endodontic surgery. Rud J, et al. 
Int J Oral Surg 1:195-214, 1972 


HABITS 


Betel chewing in ceylon. Senewiratne B, et al. 
Am J Trop Med Hyg 22:418-22, May 73 

Repeat after me. How to break old habits and teach new 
ones, to bring home the message of prevention? Your 
best tool is repetition. Mittelman JS. 
Dent Manage 13:23-8, Jul 73 

Relation of reverse smoking and other habits to the 
development of stomatitis nicotina. Reddy CR, et al. 
Indian J Cancer 9:223-30, Sep 72 

Frequency of oral precancerous conditions in 407 
Malaysians--with correlation to oral habits. 
Ramanathan K, et al. Med J Malaysia 27:173-81, Mar 73 

An obscure habit and its resulting malocclusion. 
Goldman RJ, et al. NY State Dent J 29:153-5, Mar 73 

(Suggestion in state of hypnotic sleep for breaking of 
certain harmful habits in children] Dekova L. 
Stomatologiia (Sofiia) 54:329-33, Jul-Aug 72 (Eng. 
Abstr.) (Bul) 

{Harmful oral habits of children from the viewpoint of 
Pediatric psychiatry] Kontogoures G. 
Hell Stomatol Chron 16:193-6, Sep-Oct 72 (Eng. 
Abstr.) (Gre) 

{[Neuro-psychic disturbances in children and 
> rmmaaes with so-called bad habits] Maslova GI, et 


Stometetagite (Mosk) 51:66-9, May-Jun 72 (Eng. 
Abstr.) (Rus) 


HAEMOPHILUS 
PATHOGENICITY 


Lack of association between haemophili and human 
Periodontal disease. Sims W. 
Arch Oral Biol 17:1029-35, Jul 72 


HAIL see under WEATHER (G3) 
HALITOSIS 


An experiment on the side effect of mouth 
refrigerants. Tamura T, et al. 

3 Nihon Univ Sch Dent 14:34-9, Jun 72 
[Abortive form of diphteria. Clinical aspects and 
diagnosis} Miiller HE, et al. 

Med Klin 67:1242-5, Abstr.) (Ger) 
[Halitosis] Cattoni M. 

Rev Dent (St aed 18:36-8, Dec 72 (Spa) 
[Halitosis] Klockhoff 


Apollonia (Malmo) 195-18 passim, 1969 (Swe) 
[Halitosis] Oktem F. 
Dentoral (Istanbul) 3:222-7, Sep-Oct 71 (Tur) 
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DRUG THERAPY 


[A clinical observation on the effect of metronidazole 
for periodontal disease with = ex ore by double 
blind test] Kimura K, et 
Shikwa Gakuho 73:462-8, Feb 73 (Eng. Abstr.) (Jap) 


ETIOLOGY 


Cryosurgery for recurrent carcinoma of the orai cavity. 
Chandler JR. Arch Otolaryngol 97:319-21, Apr 73 
The uptake and metabolism of 35 S-labeled volatile 
sulfur compounds by putrescent saliva. Tonzetich J. 
Biochem Med 7:52-60, Feb 73 

Congenital oesophago-bronchial fistula in an adult. Hill 
DG. Br J Surg 59:921-2, Nov 72 

Chlamydial isolates from Reiter’s syndrome. Gordon 
FB, et al. Br J Vener Dis 49:376-80, Aug 73 
Foetor ex ore. Singer F. 

Sci Educ Bull Int Coll Dent 3:19-21, 1970 


PREVENTION & CONTROL 


A gas chromatographic study of the effect of ascorbic 
acid oxidation on the formation of volatiles in saliva 
samples. Larsson BT. Scand J Dent Res 81:22-6, 1973 


VETERINARY 


Egg taints. Miller WS, et al. Vet Rec 91:632-3, 16 Dec 72 
HALLERMANN’S SYNDROME 


Hallermann-Streiff syndrome. Mali VB, et al. 
Indian J Pediatr 39:276-8, Aug 72 

Hallermann-Streiff syndrome. (Dyscephalia 
mandibulo-oculo-facialis). Balci S, et al. 

Turk J Pediatr 13:165-72, Oct 71 

(The Hallermann-Streiff-Francois syndrome or “bird 
head” dyscephaly] Corte MT de, et al. 

Rev Med Liege 27:Suppl 1:111-6, Jun 72 (Fre) 

(Case of Hallermann-Streiff syndrome] Rudobielski R, 

et al. Klin Oczna 42:1087-9, 1972 (Eng. Abstr.) (Pol) 

{Prenatal variations in a case of dyscephalia in relation 
the syndrome] Moya Benavent 
et al. 

Rev Esp Otoneurooftalmol Neurocir 31:21-7, Jan-Feb 

73 (Eng. Abstr.) (Spa) 


HALOGENS 


The halogenation of water. Bertrand FR. 
Probe (Lond) 14:468 passim, Apr 73 


HALOTHANE 
ADMINISTRATION & DOSAGE 


Advocate continued use of halothane. Halsband ER, et 
al. J Oral Surg 31:326, May 73 

{Experience of teeth extraction under 
fluorothane-nitrous oxide-oxygen anesthesia under 
out-patient conditions] Volosovets IaA, et al. 
Stomatologiia (Mosk) 51:82, May-Jun 72 (Rus) 


ADVERSE EFFECTS 


Misuse of anesthetic results in patient’s death. 
Anesth Analg (Cleve) 51:705, . 72 

The halothane dilemma. Laskin 

3 Oral Surg 31:89, Feb 73 

The current status of halothane. Trieger N, et al. 
3 Oral Surg 31:595-9, Aug 73 


HAMARTOMA 


The phakomatoses. Font RL, et al. 
Int Ophthalmol Clin 12:1-50, Spring 72 (52 ref.) 


CONGENITAL 
[Case report. Congenital neoplasms of the nose and the 
nasopharynx] Schweckendiek W. 
HNO 21:116-9, Apr 73 (Eng. Abstr.) 


PATHOLOGY 


(Ger) 


An ameloblastoma and a hamartoma of the dental 
lamina in two siblings. Gardner DG. 
3 Oral Surg 31:697-701, Sep 73 


HAND 


[Hand disinfection in the dental laboratory. Towel and 
soap might spread bacteria) 
Dent Labor (Munch) 20:65-6, 18 Oct 72 (Ger) 
[Problem of hand disinfection in dental practice] 
Quintessenz J 2:19-23, Jan 72 (Ger) 


PHYSIOPATHOLOGY 


Manual and oral stereognosis in patients with 
hypogeusia and hyposmia. Catalanotto FA, 
Arch Oral 


et al. 
Biol 18:953-6, Aug 73 
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RADIOGRAPHY 
Hand and head roen one film. Grave KC, 
et al. Aust Dent J 17: 331.2, ‘Oct 72 
HAND DERMATOSES 


Palmar-plantar hyperkeratosis and concomitant 
Periodontal destruction (papillon-lefévre syndrome). 
Giansanti JS, et al. Oral Surg 36:40-8, Jul 73 
[Juvenile periodontopathies and skin diseases] 
Herforth A, et al 
Zahnaerztl 


Dtsch Z 28:242-6, Feb 73 (Eng. Abstr.) 
(Ger) 


[Contact allergy to Scutan] Déser R. 
tessenz 23:88, Aug 72 (Ger) 
{Skin hazards and their prevention for dental 
technicians} Sieler H. 
Zahntechnik (Berl) 13:301-7, Jul 72 (Ger) 
{Familial juvenile periodontosis associated with 
keratodermia palmaris et plantaris (Papillon-Lefévre 
syndrome)] D’Angelo M. 
Rass Int Stomatol Prat 23:111-24, Jul-Aug 72 (Ita) 
{Papillon-Lefevre syndrome (report of 2 cases)] 
Kralisz W 


Czas Stomatol 26:839-45, Aug 73 (Eng. Abstr.) (Pol) 
[Papillon-Lefévre syndrome. Case report] Martins CR, 
et al. 

Arq Cent Estud Fac Odontol (Belo Horiz) 9:147-51, 
Jan-Dec 72 (Eng. Abstr.) (Por) 
{A case of Papillon-Lefevre syndrome] Kunin AA. 
Stomatologiia (Mosk) 52:74-5, May-Jun 73 (Rus) 
[Clinico-laboratory data on Papillon-Lefévre 
syndrome] Pleshkova NM, et al. 

Stomatologiia (Mosk) 52:76-7, Sep-Oct 73 (Rus) 


COMPLICATIONS 


[A case of Papillon-Lefevre syndrome] Vazquez Ajuria 
F. An Esp Odontoestomatol 32:15-20, Jan-Feb 73 (Spa) 


HAND INJURIES 
OCCURRENCE 


[Occupational diseases of dentists. Traumatic lesions 
of the hands. (Statistical study)] Gennari U, et al. 
Riv Ital Stomatol 26:801-4, Nov 71 (Eng. Abstr.) (Ita) 


HAND-SCHUELLER-CHRISTIAN 
SYNDROME 


Hand-Schiiller-Christian disease: report of case. Maw 
RB, et al. J Am Dent Assoc 85:1353-7, Dec 72 
Oral manifestations of the histiocytosis X syndrome: 
report of two cases. O’Donnell JP, et al. 

J Dent Child 40:33-7, Jan-Feb 73 


HANDEDNESS see LATERALITY (F1, G1) 
HANDICAPPED 


The dental condition of severely subnormal children in 
three London boroughs. Murray JJ, et al. 
Br Dent J 134:380-5, 1 May 73 
Communication impairments in the chronically ill and 
aged. Kerman PC. 
Bull Dent Guid Counc Cereb Palsy 12:5-11, Winter 72 
Oral hygiene procedures for the handicapped child. 
Sirmans AG. 
Chron Omaha Dist Dent Soc 36:156-8, Feb 73 
Dentistry for the handicapped: a neglected 
responsibility. Why it developed and means by which 
it may be corrected. Choy M, et al. 
Dent Stud 51:19-25, Dec 72 
Student project wants to bring dentistry to the 
handicapped. Dent Stud 51:28 passim, Jan 73 
Dentist devises an oral aid for the handicapped. Cloran 
AJ. Dent Surv 48:26, Nov 72 
Pedodontic clinic grant will aid handicapped children. 
Iowa Dent Bull 6:16, Fall 

articles. Mouthstick habilitation. King WC. 
3 Am Dent Assoc 87:839-42, Oct 73 
Dental health care for the special child. Powell D. 
3 Am Dent Hyg Assoc 47:215-8, Jul-Aug 73 
Handicapped child treatment. Wright GZ. 
Ont Dent 50:17-8, Jan 73 
Dentai care of hand-less persons and the provision of 
mouth-supported devices for their use. I. Bartling D. 
Quintessence Int 4:37-42, Aug 73 
[Dental anesthesia in handicapped children] Caeymaex 
MM. Rev Belge Med Dent 28:65-70, Jan 73 (Fre) 
{Dental care of the handicapped] Sandbekk OW. 
Nor Tanniaegeforen Tid 83:51-4, Feb 73 (Nor) 
[Dentistry and the handicapped] Olsen E. 
Tid Tann 34:159-60, Jun 73 (Nor) 
[A dental clinical card for exceptionals}] Aquino RT de. 
Rev Assoc Paul Cir Dent 27:76-82, Mar-Apr 73 (Eng. 
Abstr.) (Por) 
{Dental care for the difficult child] Badra A. 
Trib Odontol (Guanabara) 5:3-4, Jan-Feb 73 (Por) 
{A system of reading and writing appliances for a 
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greatly handicapped patient] Hellquist R, et al. 
Tandilakartidmingen 65:259-64, 1 Mar 73 (Swe) 
{Oral hygiene cart for hospitals and institutions] 
Kristerson L. 
Tand (Swe) 


HANSEN’S DISEASE see LEPROSY (C1) 


HAPTENS 


Sensitization of rabbits with chlorhexidine-protein 
complexes. Tolo K, et al. 
Arch Oral Biol 17:1495-8, Oct 72 


HARDNESS 


A comparative evaluation of the effect of trace 
elements on rehardening of human dental enamel). 
Talim ST, et al. J Indian Dent Assoc 44:156-64, Aug 72 

[Evolution of nickel-chrone O.D.F. wire hardness in the 
course of thermal hardening treatment) Caitucoli PF, 
et al. Rev Odontostomatol Midi Fr 29:261-8, 1971 (Fre) 

[A study on heat-treatment hardening methods of 17-7 
PH stainless steel wire) Noguchi H. 

Shikwa Gakuho 72:136-46, Aug 72 (Eng. Abstr.) (Jap) 


HARDNESS TESTS 


Calcium and phosphorus contents of dental plaques and 
microhardness changes of sample enamel in the 
human mouth. Zuniga MA, et al. 

Ala J Med Sci 10:3-10, Jan 73 

Studies in calcification in the interglobular dentin. 
Miake K, et al. Bull Tokyo Dent Coll 14:65-94, May 73 

A mathematical analysis for indentation tests of 
articular cartilage. Hayes WC, et al. 

J Biomech 5:541-51, Sep 72 

Patterns of cartilage stiffness on normal and 
degenerate human femoral heads. Kempson GE, et al. 
J Biomech 4:597-609, Dec 71 

On the setting properties of acrylic bone cement. 
Meyer PR Jr, et al. 

3 Bone Joint Surg [Am] 55:149-56, Jan 73 

A simple abrasion test for composites. Jones DW, et al. 
J Dent 1:28-34, Oct 

Comparison of Brinell and Vickers hardness tests on 
dental casting gold alloys. Barton JA Jr, et al. 
J Dent Res 52:163-9, Jan-Feb 73 

Influences of the initial mercury content on the 
physical properties and microstructure of dental 
amalgam. Nakai H, et al. 

3 Osaka Dent Univ 5:1-39, Apr 71 

Some aspects of the failure of sucrose tablets. 
Groenwold H, et al. 

3 Pharm Pharmacol 24:352-6, May 72 

Thermoelastic properties of preformed compacts. 
Travers DN, et al. 

3 Pharm Pharmacol 24:Suppl:57P-66P, Dec 72 

Evaluation of tablet breaking strength testers. 
Goodhart FW, et al. J Pharm Sci 62:297-304, Feb 73 

An automatic multiple channel apparatus for 
dissolution studies under sink conditions and the 
method of data collection and computation. Fatton R, 
et al. Pharm Acta Helv 47:487-94, Aug-Sep 72 

Effect of compaction pressure on the dissolution 
efficiency of some direct compression systems. Khan 
KA, et al. Pharm Acta Helv 47:594-607, Oct 72 

The load dependence in micro indentation hardness 
testing of enamel and dentin. Hedgahi T, et al. 
Scand J Dent Res 80:449-52, 1972 

(Measurement of the hardness of acrylic plastic 
withdrawn from human hips] Wagner J, et al. 
Acta Orthop Belg [Suppl] 38:111-8, 1972 (Fre) 

[Relationship between the formulation of a tablet and 
liberation of the active substance] Alexis MJ, et al. 
3 Pharm Belg 26:252-71, May-Jun 71 (Fre) 

[Direct compression: contribution to the measurement 
of pressure] Pourcelot-Roubeau Y, et al. 

J Pharm Belg 27:600-8, Sep-Oct 72 (Eng. Abstr.) (Fre) 

(Hardness measurement and cast structure 
determination of the crown margin in vacuum 
Pressure casting) Fuchs P, et al. 

Dtsch Zahnaerztl Z 28:406-10, Mar 73 (Eng. Abstr.) 
(Ger) 

[Vickers micro-hardness tests on enamel, dentin and 
cementum] Seiller W. 

Osterr Z Stomatol 70:222-30, Jun 73 (Ger) 

(Evaluation of “hardness” of plastic facing] Marx H. 
ZWR 82:615-8, 25 Jun 73 (Ger) 

(Microhardness studies on the enamel of the human 3d 
molars} Fukuda K. 

Shikwa Gakuho 72:155-87, Nov 72 (Eng. Abstr.) (Jap) 

[Properties of acrylic resins for _— bases 
subjected to chemical polishing. Transverse 
deflection, hardness and Araujo PA de, 
et al. 

Estomatol Cult 6:40-4, Jan-Jun 72 (Eng. Abstr.) (Por) 

(Dental alloys of silver-tin combination) Simonetti EL. 
Rev Fac Odontol Sao Paulo 10:21-9, Jan-Jun 72 (Eng. 


Abstr.) (Por) 
(Hardness of dental to particles 
and condensation methods] M, et al. 


Rev Odontol (Cordoba) 15:27-32, Jun 70 (Eng. Abstr.) 
(Spa) 
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INSTRUMENTATION 


Diffusion of pyrimethamine from silicone rubber and 
flexible epoxy drug capsules. Fu JC, et al. 
3 Biomed Mater Res 7:193-200, Mar 73 
{Granulometric analysis of compressed granules and 
effect of tale on their chute ability] Czarnecki W. 
Acta Pol Pharm 30:311-5, 1973 (Eng. Abstr.) (Pol) 


STANDARDS 


Tebletting properties of 
formulations. Conte U, et al. 
Farmaco [Prat] 28:161-74, Mar 73 


HARELIP see CLEFT LIP (C16) 
HASHISH see CANNABIS (B6, D2, D6) 


HEAD 


The value of the PM vertical reference line to estimate 
natural head position. Feuer DD. 

Am J Orthod 64:209-10, Aug 73 

Newer studies of radiation exposure in cephalometric 
roentgenography utilizing the rando head phantom. 
Franklin JB. Angle Orthod 43:53-64, Jan 73 
Hyoid bone position in relation to head posture. 
Gustavsson U, et al. 

Sven Tandlak Tidskr 65:423-30, Aug 72 


GROWTH & DEVELOPMENT 


{Growth and development as shown by X-ray 
photography] Hausser E. 

Rev Belge Med Dent 27:289-90, Mar 72 (Fre) 
{Methodology of the study of growth] Twiesselmann F. 
Rev Belge Med Dent 27:285-8, Mar 72 (Fre) 


RADIOGRAPHY 


Hand and head roentgenograms on one film. Grave KC, 
et al. Aust Dent J 17:331-2, Oct 72 

{The craniofacial profile] Brunner F, et al. 
Orthod Fr 42:5-159, 1971 (Fre) 
[Use of Diabolo filter in profile teleradiography] 
Dupuis A, et al. Orthod Fr 42:537-40, 1971 (Fre) 
(Osteology and tridimensional teleradiography] 
J, et al. Orthod Fr 42:187-96, 1971 ¢ 
{Simple cephalostat for frontal and profile 
teleradiography] Labarge AM, et al. 


Orthod Fr 42:543-4, 1971 (Fre) 

HEADACHE 

“Dens Sapiens 3821-7, Feb (Dam) 
DIAGNOSIS 


Evaluation of patients with maxillofacial pain. Blozis 
GG. Dent Clin North Am _ 17:379-89, Jul 73 


ETIOLOGY 


Related to impacted second and third molar teeth. 
Cardilo JI. NY State Dent J 39:233-4, Apr 73 
Head pain of temporomandibular joint origin. Shore 
NA. Sci Educ Bull Int Coll Dent 3:21-3, 1970 
(Treatment of dysfunction in the masticatory system in 
school dental service] Ingerslev H. 
Tandlaegebladet 77:74-9, Jan 73 (Eng. Abstr.) (Dan) 


HEALTH 


Dentistry’s better idea: treatment for health. Burns 
RL, et al. Pent Surv 49:42-3, 73 
Dentistry and medical health. Raj BM. 

3 Indian Dent Assoc 45:44-5, Feb-Mar 73 
{Health begins at home] 

Zahnaerztl Mitt 63:351-2, 16 Apr 73 (Ger) 
[A healthy dentition as part of genera! health) Martino 
F. Divulg Cult Odontol 31-2, Mar-Apr 72 (Spa) 


HEALTH AND WELFARE PLANNING 


see also related 
PUBLIC HEALTH (G2,G3) 


Bits and pieces: dental programs in HEW. Hillenbrand 
H. J Dent Educ 37:8, Apr 73 

Congress is concerned about federal programs for 
health. Rogers PG. J Dent Educ 37:39-41, Jun 73 
Recommendations to HEW from Advisory Committee 
on Dental Health. J Dent Educ 37:50-1 passim, Apr 73 
Health care for all: when, how and how much. Laughlin 
CA. J Mo Dent Assoc 52:6-12, Aug-Sep 72 
Whither dentistry in the coming election? An appraisal 
of health care programs. Taft L. 

NY State Dent J 38:468-9, Oct 72 

[An international socialodontologic research project. 
(International Collaborative Study of Dental 
Manpower Systems)] Moller IJ. 
Tandiaegebladet 77:517-21, May 73 (Dan) 
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{CDU concepts on public health policy] 
Zahnaerztl Mitt 62:959-63 concl, 1 Oct 72 (Ger) 

{CDU concepts on public health policy] 
Zahnaerztl Mitt 62:922-7 contd, 16 Sep 72 (Ger) 

HEALTH BENEFIT PLANS, EMPLOYEE see under 
INSURANCE, HEALTH (N3) 

HEALTH BOARDS see under PUBLIC HEALTH 
ADMINISTRATION (N4) 

HEALTH CARE DELIVERY see DELIVERY OF 
HEALTH CARE (N4) 

HEALTH CARE TEAM see PATIENT CARE TEAM 
(N4) 

HEALTH EDUCATION 


Minnesota medical information service. Schroeder RD. 
North West Dent 51:340-3, Nov-Dec 72 


(Cultural educational duties in the socialistic public . 


health with special reference to psychological 
educational aspects in health advice and care. 2. 
Physician and patient in the socialistic society] 
Ehmann G, et al. 

Dtsch Stomatol 23:471-9, Jun 73 (Eng. Abstr.) (Ger) 
(Cultural educational duties in the socialistic public 
health with special reference to psychological 
educational aspects in health advice and care. 1. 
Cultural educational function of the socialistic public 

health} Lammel R, et al. 

Dtsch Stomatol 23:351-9, May 73 (Eng. Abstr.) (Ger) 
(Compaign for nutrition and exercise] Hartlmaier KM. 
Zahnaerztl Mitt 62:1215-7, 16 Dec 72 (Ger) 
(Modern aspects of nutrition education] Wenger R. 
Zahnaerztl Mitt 63:472-4, 16 May 73 (Ger) 


HEALTH EDUCATION, DENTAL 


see also related 
EDUCATION, DENTAL (1) 


Communicating dental hygiene practices to 
chronically, emotionally ill, hospitalized patients. Bell 
CE, et al. Am J Public Health 63:778-81, Sep 73 

Communication between the public and the dental 
Profession. Rayner JF. 

Am J Public Health 63:21-32, Jan 73 
Slogans. Aust Dent J 17:392-3, Oct 72 
Supplementary instruction. Samson E. 
Br Dent J 132:331-2, 18 Apr 72 
Individual patient education. 

Br Dent J 133:413-4, 21 Nov 72 

Approach for dental auxiliaries to teach dental health. 
Franzgrote HE. Can Dent Hyg 7:21-4, Spring 73 

Teaching preventive dental health. Linn EL. 
Child Today 1:18-9 passim, Sep-Oct 72 

Tne community dentist. Maddick IH. 
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The influence of different fixatives on the 
histochemical reactivity of dentin and predentin. 
Holland R, et al. 

Rev Fac Odontol Aracatuba 2:105-8, 1973 
{Simple imprint cytological method] Jansa P. 
Cesk Stomatol 73:219-21, 1973 (Eng. Abstr.) (Cze) 


HISTOLOGICAL TECHNICS 


Application of the camphene technique in the 

examination of teeth by scanning electron 

microscopy. Galil K, et al. 

Arch Oral Biol 18:925-7, Jul 73 

The organization of microtubules within rat 

odontoblast processes revealed by perfusion fixation 

with glutaraldehyde. Garant PR. 

Arch Oral Biol 17:1047-58, Jul 72 

Compression of histological sections of paraffin 

embedded tissues. Brain EB. 

3 Dent Assoc S Afr 28:210-3, Apr 73 

Carnauba wax as a hardening agent for paraffin 

embedding mixtures. Okamoto T, et al. 

Rev Fac Odontol Aracatuba 2:83-7, 1973 

Fixation artifacts in oral biopsy potas. Abbey LM, 

et al. Va Dent J 49:31-4, Dec 

{Methods of animal experimental Sastetegioal studies 

on needle implantation] Heusert H, et al. 

Zahn Mund Kieferheilkd 60:305-13, May 73 
tr.) (Ger 

[Preparation and observation of re decalcified 

sections of gallstones} Higashi S, et 

Shikwa Gakuho 72:124-34, Dec 72 (Eng. Abett. ) (Jap) 


HISTOLOGY, COMPARATIVE 


{Comparative histology] Bachelerie C. 
Cah Odontostomatol Touraine 4:27-39, Apr-Jun 72 
(Fre) 


HISTOPLASMOSIS 


DIAGNOSIS 


(Jap) 


[Disseminated histoplasmosis with adrenal 
diagnosed by oral lesions] Cernéa P, et 


i. Stomatol Chir Maxillofac 73:387-401, Jul-Aug 72 
(Eng. Abstr.) (Fre) 


HISTORY OF DENTISTRY 


Friends, faculties, fluoridation, and faith. Porritt. 
Ann R Coll Surg Engl 52:207-15, Apr 73 

By dentistry out of surgery--the birth of a specialty. 
Fickling BW. Aust Dent J 17:178-87, Jun 72 
The British influence on American dentistry. Cahn LR. 
Br Dent J 133:31-7, 4 Jul 72 

Early and modern dentistry in Australia. Fitzsimons JR. 
Br Dent J 134:205-6, 6 Mar 73 

Dental practice in early Singapore (1819-1869). Lee YK. 
Br Dent J 133:155-60. Aug 72 

The odontological Museum of the Royal College of 
Surgeons of England.world. (Hunter J), Miles AE. 
Br Dent J 133:115-9, 1 Aug 72 

The future of the odontological museum. Miles AE. 
Br Dent J 134:499-500, 5 Jun 73 

International Congress of the History of Medicine. 
Section on dental history. Br Dent J 134:29, 2 Jan 73 
Dental licensure and the development of dentistry in 
the United States. Collins WK. 

3 Am Coll Dent 40:41-53, Jan 73 

On the teaching of dental history. Korf SR. 

3 Am Coll Dent 40:10-1, Jan 73 

Dr. Curt Proskauer, 1887-1972, and his dream for 
dentistry. (Proskauer C), Henderson AR. 


3 Am Dent Assoc 86:50-7, Jan 73 


INDEX DENTAL LITERATURE 


Dentistry’s contribution to political history. Monica 
WS. J Am Dent Assoc 85:1081-3, Nov 72 
John Ross Callahan. (Callahan -_= Morris AL. 
3 Am Dent Assoc 87:34-8, Jul 

Dental service plans system enters 20th year in an era 
of change and transition. 

3 Am Dent Assoc 86:19, Jan 73 

Living in the past. J Am Dent Assoc 86:940-1, May 73 
Success story: 25th anniversary of NIDR. Hillenbrand 
H. J Dent Educ 37:7-8, Jun 73 

DDS or DMD: Footnotes to dental history. Robinson JB. 
J Dent Educ 37:17-20, Jan 73 

Did a dental profession exist in ancient s Revet during 
the 3RD millennium B.C.? Leek 

Med Hist 16:404-6, Oct 72 

The fashionable tooth. Stoloff CI. 

NY J Dent 43:3-9, Jan 73 

Historical background of dentistry in South Carolina. 
Macaulay NW. SC Dent J 30:6-12 concl, Sep 72 
[Copenhagens’ municipal school dental care] Frandsen 
P. Tandlaegebladet 77:5-10, Jan 73 (Dan) 
(John Hunter, Peter Boddaert and dentistry] (Hunter 
J), Boddaert P, et al. 

Rev Belge Med Dent 27:433-40, 1972 (Dut) 
{Teeth and superstition] Hunstadbraten K. 

Med Hyg (Geneve) 31:159, 24 Jan 73 (Fre) 
{John Hunter and the history of dentistry] (Hunter J), 
Gysel C. Rev Belge Med Dent 27:415-32, 1972 (Fre) 
(Perspectives and evolution of the dental profession] 
Fontaine R, et al. 

Rev Stomatoodontol Nord Fr 27:133-6, 1972 (Fre) 
[Dentistry from the view-point of a medical doctor in 
1927] Kinzkofer K. Quintessenz 23:197-8, Oct 72 (Ger) 
{St. Apollonia on a coin and a medallion from 
Niirnberg]) (St. Apollonia), Hofmeier H. 
Zahnaerztl Mitt 62:976-7, 1 Oct 72 (Ger) 
{The teeth of kings and sultans] Engelkes G. 
Zahnaerzt! Prax 22:36, 1 Feb 71 (Ger) 
[Development of dental research during the past 25 
years] Adler P. Orv Hetil 114:1155-62, 20 May 73 (Hun) 
(The moral figure of Horace Wells] (Wells H), Bobbio 
DA. 


Rass Trimest Odontoiatr 53:215-24, Oct-Dec 72 (Eng. 
Abstr.) (Ita) 
(Centenary of Foundation of Polish Academy of Arts 
and Sciences and the place of dentistry within its 
activities] Dominik K. 

Czas Stomatol 26:565-8, 1973 (Eng. Abstr.) (Pol) 
[Bucharest stomatologists in 1878] Petrescu AD. 
Stomatologia (Bucur) 19:451-2, Sep-Oct 72 (Rum) 
[Historico-bibliographic analysis of the work of the 
journal “Stomatologija” for 50 years (1922-1972)] 
Bernadskii Iul. 

Stomatologiia (Mosk) 51:24-9, May-Jun 72 (Rus) 
{2 historical dates in dentistry] Kasse Acta R. 
Rev Dent (St Domingo) 18:21-5, Dec 72 (Spa) 
[History of odontology. John Tomes 1815-1895] (Tomes 
J), Francke OC. 

Sven Tandlak Tidskr 64:529-30, Jul 71 (Swe) 
(History of odontology. Adolph Witzel 1847-1906) 
(Witzel A), Francke OC. 

Sven Tandlak Tidskr 64:599, Aug 71 (Swe) 
{History of odontology. Willoughby Dayton Miller 
1853-1907] (Miller DW), Francke OC. 

Sven Tandlak Tidskr 64:778, Oct 71 (Swe) 
(Curt Proskauer 1887-1972--a great dental historian) 
(Proskauer C), Léfgren AB. 
Tandilakartidningen 65:726-9, 15 Jun 73 (Swe) 
(Marko Fabijani¢, M.D. (Sep. 8, 1899--July 22, 1971)] 
(Fabijani¢é M), Jedek L. 

Lijec Vjesn 83:1134-5, Sep-Oct 71 (Cro) 


HOBBIES 


World is a stage for 3 Chicago amateur radio operators. 
Dentists involved in life and death situations. (Ore D, 
(Tessler A), (Gornstein H), CDS Rev 66:14-7, Jul 73 


HODGKIN’S DISEASE 


Hodgkin’s disease of the mandible: report of case. 
Stern NS, et al. J Oral Surg 31:628-31, Aug 73 
Hodgkin’s disease occurring initially as a pathologic 
fracture of the mandible. Chandler JR Jr. 
Trans Am Acad Ophthalmol Otolaryngol 76:1394-6, 
Sep-Oct 72 


DIAGNOSIS 


Localized primary extranodal Hodgkin’s disease. Wood 
NL, et al. Ann Intern Med 78:113-8, Jan 73 (93 ref.) 

[Lesions of the lymphoid ring of the pharynx in 
lymphogranulomatosis}] Fridkina TV, et al. 
Vestn Otorinolaringol 34:78-80, Jul-May 73 ps 
Abstr.) 


SURGERY 


[A case of surgically treated local lymphogranuloma] 
Szab6 G, et al. Fogory Sz 66:172-5, Jun 73 (Hun) 


HORMONES 


THERAPY 


Hodgkins disease of maxilla. Tiwari RM. 
3 Laryngol Otol 87:85-8, Jan 73 


HOGS see under SWINE (B2) 

HOMEOPATHY 

{Hemorrhage in homeopathy] Crossay F. 

Cah Odontostomatol Touraine 4:69-72, Jan-Mar 72 
(Fre) 

(Treatment of pain in homeopathy] Crossay FL. 

Cah Odontostomatol Touraine 4:53-9, Apr-Jun 72 
(Fre) 

HOMES FOR THE AGED 

A dental survey of people living in residential homes 

for the elderly in Cardiff. Gerrish JS, et al. 

Dent Pract Dent Rec 22:433-5, Jul 72 

HOMESICKNESS see under EMOTIONS (F1) 


HOMICIDE 


Acase in forensic odontology: a bite-mark in a multiple 
homicide. Luntz LL, et al. Oral Surg 36:72-8, Jul 73 


HOMOCYSTINURIA 
DIAGNOSIS 


Homocystinuria: a differential diagnosis of Marfan’s 
syndrome. Leonard MS. Oral Surg 36:214-9, Aug 73 


HOMOSEXUALITY 


(Curt Proskauer 1887-1972--a great dental historian] 


(Proskauer C), Léfgren AB. 

Tand 65:726-9, 15 Jun 73 (Swe) 
HONEY 

Cariogenicity of honey. Rells | et al. 

3 Am Dent Assoc 87:29, Jul 

HORMONES 

(Hormone of parotis: parotin] Oktem A. 
Dentoral (Istanbul) 3:232-3, Sep-Oct 71 (Tur) 


ANALYSIS 


(Studies on the submaxillary gland. XIV. 
Radioimmunoassay of parotin] Aonuma S, et al. 
3 Pharm Soc Jap 92:828-35, Jul 72 (Eng. Abstr.) (Jap) 


ISOLATION & PURIFICATION 


[Biochemical studies on human salivary proteins. 8. 
Separation of a parotin-like substance from human 
saliva under mild conditions] Kubota Y, et al. 
J Pharm Soc Jap 92:796-800, Jul 72 (Eng. Abstr.) (Jap) 

{Biochemical studies on human salivary proteins. 8. 
Separation of a parotin-like substance from human 
saliva under mild conditions] Kubota Y, et al. 
J Pharm Soc Jap 92:796-800, Jul 72 (Eng. Abstr.) (Jap) 

{Separation and properties of a low molecular weight 
parotin-like substance from bovine parotid gland] 
Shoji S, et al. 

3 Pharm Soc Jap 92:974-9, Aug 72 (Eng. Abstr.) (Jap) 


METABOLISM 


(Hormonal disorders and arthropathies of the 
temporomandibular joints] Loewit K, et al. 
Osterr Z Stomatol 70:122-5, Apr 73 (Ger) 


PHARMACODYNAMICS 


[Biochemical studies on human salivary proteins. X. 
Relationship between serum citrate-lowering and 
leukocytes-increasing actions of saliva-parotin-A] 
Kubota Y, et al. 

J Pharm Soc Jap 92:808-10, Jul 72 (Eng. Abstr.) (Jap) 
[Biochemical studies on human salivary proteins. IX. 

Cleavage and modification of saliva-parotin-A by 

chemical reagents and their effects on the biological 

activities] Kubota Y, et al. 

3 Pharm Soc Jap 92:801-7, Jul 72 (Eng. Abstr.) (Jap) 
[Biochemical studies on human salivary proteins. XI. 

Effect of saliva-parotin-A on phosphatase activities] 

Kubota Y, et al. 

3 Pharm Soc Jap 92:844-9, Jul 72 (Eng. Abstr.) (Jap) 
{Biochemical studies on human salivary proteins XI. 

Effect of saliva-parotin-A on phosphatase activities] 

Kubota Y, et al. 

J Pharm Soc Jap 92:844-9, Jul 72 (Eng. Abstr.) (Jap) 
{Biochemical studies on human salivary proteins. X. 
Relationship between serum citrate-lowering and 
leukocytes-increasing actions of saliva-parotin-A] 
Kubota Y, et al. 

J Pharm Soc Jap 92:808-10, Jul 72 (Eng. Abstr.) (Jap) 
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HORMONES 


SECRETION 


{The effect of endocrine disorders on the gingiva] 
Miinch J. Zahmaerztl Prax 24:5, 5 Jan 73 (Ger) 
(Endocrinous aspects of the physiology of salivary 
glands. 2. Nerve growth factor (NGF) and its 
hormonal relation) Valenzuela SA. 

Odontol Chil 20:11-4, Jan-Mar 72 (Spa) 


THERAPEUTIC USE 


(General and local hormone therapy in 
otorhinolaryngology}] Miechin BM. 
Vestn Otorinolaringol 34:109-14, Jul-May 73 (Rus) 


HOSPITAL DENTAL SERVICE 


see also related 
DENTAL FACILITIES (E6, N2) 


Emergency dental service in Medway towns. Awty MD. 
Br Dent J 132:369-70, 2 May 72 

Hospital dentistry: part of dental education? Popkin L. 
Dent Stud 51:31 passim, Apr 73 

Week-long stint gives seniors a taste of hospital 
dentistry. Dent Stud 51:42-3, 73 

Hospital dentistry: when it’s a must. Ginsber MT, et al. 
Dent Surv 48:50, 72 

Instrument sterilisation in Glasgow Dental Hospital 
with some suggestions for general dental practice. 
Graham AM. Glasg Dent J 4:14-7, Spring 73 
Treatment, teaching, research--Veterans 
Administration Hospital motto: “to care for him who 
shall have borne the battle”. Weber M 

Iowa Dent Bull 6:14-5, Fall 72 

The form and substance of a hospital dental program. 
Eisenbud L. J Am Dent Assoc 86:1039-44, May 73 
Effective team and equipment positioning for dental 
procedures performed in hospitals. Johnson R, et al. 
3 Am Dent Assoc 87:651-4, Sep 73 
Comprehensive dental care in a small hospital. Sissman 
I. J Am Dent Assoc 86:1044-6, May 73 

The hospital and comprehensive health care. Wilson 
DB. J Am Dent Assoc 86:1035-8, May 73 

The Institute of Hospital Dental Service. Zambito RF. 
3 Am Dent Assoc 86:1034-5, May 73 

The Joint Commission--RSVP. 

3 Am Dent Assoc 87:13, Jul 73 

Programs evaluated by the CDA Coucil on Hospital 
Services. J Can Dent Assoc 39:450-1, Jul 73 
Pedodontic service in a general hospital: report of 
activity. Fuchs E. J Dent Child 40:113-4, Mar-Apr 73 
Focus on hospital dentistry. Hillenbrand H. 

3 Dent Educ 37:7, Mar 73 

The hospital: unused supplement to dentistry. Peace 
RA. J Ga Dent Assoc 46:20-2, Autumn 72 
Why hospital dentistry? Goldberg AF. 

3 Hosp Dent Pract 7:54-6, Apr-Jun 73 
Hospital dentistry as it affects the medical community. 
Taylor JB. J Hosp Dent Pract 7:57-60, Apr-Jun 73 
Case presentations in hospital dental departments; a 
new look. Wasserman BS. 

3 Hosp Dent Pract 7:10-1, Jan-Mar 73 

The hospital and comprehensive health care. Wilson 
DB. J Hosp Dent Pract 7:4-8, Jan-Mar 73 
The changing role of institutional dentists in the last 
decade. Finley WR. 

J Indiana State Dent Assoc 52:307-10, Jun-Jul 73 
General anesthesia for outpatient dental surgery in a 
military population. I. Pilot study. Janis KM, et al. 
Milit Med 135:1166-70, Dec 70 

A new approach to hospital dentistry. Klatell J, et al. 
NY State Dent J 38:473-6, 72 

Chronic patient care. Hospital dentistry. Banting D. 
Ont Dent 50:9-11, Jan 73 

Care in systemic disease. Johnson RH. 

Ont Dent 50:14-5, Jan 73 

(Size, organization and armamentarium of stomatologic 
units] Anghelov I, et al. 

Dtsch Stomatol 22:629-37, Aug 72 (Eng. Abstr.) (Ger) 
{ Nurses’ functions in the stomatological department] 
Bychkova VE. Med Sestra 32:27, Mar 73 (Rus) 
[ Experience of general anesthesia in out-patient dental 
practice] Timchenko IS. 

Stomatologiia (Mosk) 52:75-7, May-Jun 73 (Rus) 
[Costs and efficiency in an orthodontic hospital 
service] Benchetrit M. 

Ortodoncia 36:175-85, Nov 72 (Eng. Abstr.) (Spa) 
{Planning and organization of the department of 
dentistry of the Eugenio Espejo Hospital in Quito] 
Chavez O, et al. 

Rev Fed Odontol Ecuat 1:373-8, Jan-Dec 71 (Spa) 
{Maxillofacial prosthetics in the dental department of 
jaw diseases of the Allmanna Hospital) Willmar K. 
Apollonia (Malmo) 17:5-8, 1969 (Swe) 
{Hospital dental service at the Sédersjukhuset] 
Berghagen N. 

Odontol Foren Tidskr 37:15-20, Mar 73 (Swe) 
{Oral hygiene cart for hospitals and institutions] 


Kristerson L. 
64:626-8, 1 Oct 72 (Swe) 
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HISTORY 


Hospital dentistry--its past, present, and future. Ring 
ME. J Am Coll Dent 40:117-28, Apr 73 

(10 years at the clinic and Polyclinic for Stomatology in 
the District Hospital of Cottbus) 
Dtsch Stomatol 22:745, Oct 72 (Ger) 

(The Department of Dentistry of the Vienna General 
Polyclinic under Dr. Gustav Wunschheim-Lilienthal 
(on the occasion of the 100th anniversary of the 
Vienna General Polyclinic)] (Wunschheim-Lilienthal 
G), Konig J. Osterr Z Stomatol 69:343-6, Sep 72 (Ger) 


HOSPITAL DEPARTMENTS 


Development of department of dentistry in school of 
medicine. Rappaport SC. 
J Dent Educ 37:19-20 passim, Mar 73 


HOSPITAL EMERGENCY SERVICE 


Emergency dental service in Medway towns. Awty MD. 
Br Dent J 132:369-70, 2 May 72 


HOSPITAL INFECTIONS see under CROSS 
INFECTION (C1, G3) 

HOSPITAL RECORDS see under MEDICAL 
RECORDS (N4) 

HOSPITALS 


Dentistry--its status in the hospital. Porterfield JD. 
J Oral Surg 31:256-9, Apr 73 

(With the Federal Forces to Karl May. Experiences of 
an information trip to the health facilities in the USA. 
IV. The Beaumont hospital in Fort Bliss] Hartlmaier 
KM. Zahnaerztl Mitt 62:859-63, 1 Sep 72 (Ger) 


HOSPITALS, CHRONIC DISEASE see HOSPITALS, 
SPECIAL (N2) 
HOSPITALS, GENERAL 
HISTORY 


(The Department of Dentistry of the Vienna General 
Polyclinic under Dr. Gustav Wunschheim-Lilienthal 
(on the occasion of the 100th anniversary of the 
Vienna General Polyclinic)] (Wunschheim-Lilienthal 
G), Kénig J. Osterr Z Stomatol 69:343-6, Sep 72 (Ger) 


HOSPITALS, MATERNITY see under HOSPITALS, 
SPECIAL (N2) 

HOSPITALS, PEDIATRIC see under HOSPITALS, 
SPECIAL (N2) 


HOSPITALS, PSYCHIATRIC 


The changing role of institutional dentists in the last 
decade. Finley WR. 
J Indiana State Dent Assoc 52:307-10, Jun-Jul 73 
A quantitative assessment of the oral hygiene of 
mentally retarded residents in a state institution. 
Powell EA. J Public Health Dent 33:27-34, Winter 73 


HOSPITALS, SPECIAL 


Copernicus Medical Research Foundation as a center 
for the studies of diabetes mellitus and its treatment. 
Godlowski Z. Bull Natl Med Dent Assoc 43:12-6, Fall 71 

Chronic patient care. Hospital dentistry. Banting D. 
Ont Dent 50:9-11, Jan 73 

[Report of the activity of the stomatology out-patient 
department at the cardiology hospital] Marion A, et al. 
Ann Odontostomatol (Lyon) 29:9-17, Jan-Feb 72 (Fre) 


HISTORY 


(10 years at the clinic and Polyclinic for Stomatology in 
the District Hospital of Cottbus] 
Dtsch Stomatol 22:745, Oct 72 (Ger) 


HOSPITALS, TEACHING 


Hospital training for dental student: problems and 
potentials. DiBiaggio JA. J Dent Educ 37:13-6, Mar 73 
What should hospitals know of dental schools and 
dental schools of hospitals? Iranpour B. 

3 Dent Educ 37:17-8, Mar 73 

Hospital-related activities in pedodontic specialty 
training program. Ripa LW. 

3 Dent Educ 37:9-12, Mar 73 

Dental education in hospitals. Roistacher SL. 

J Dent Educ 37:8, 73 


HUMAN EXPERIMENTATION 


Collaborative clinical trials. Parkins FM, et al. 
3 Am Coll Dent 40:161-9, Jul 73 

Ethical guidelines for clinical investigation: ethical 
policy of the American Dental Association regarding 
the use of human subjects in clinical research. Council 
on Dental Research. J Am Dent Assoc 86:687-9, Mar 73 
An introduction to clinical trials. Harry TV. 
SAAD Dig 2:38-40, Apr 73 


HUMAN RIGHTS 

[Article 1 of the Constitution and our profession] 
Claussen B. Quintessenz J 2:7-8, Oct 72 (Ger) 
(Preservation of individual freedom in our efficiency 


society] Veigels H. 
Zahnaerztl Mitt 62:997-8, 16 Oct 72 (Ger) 


HURLER’S DISEASE see 
LIPOCHONDRODYSTROPHY (C3, C13) 
HYALIN SUBSTANCE 
METABOLISM 


syndrome)] Dos Reis SM, et 
Rev Port Estomatol Cir Maxilofac iz: 111-7, Jul-Dec 71 


(Por) 
HYALURONATE LYASE see HYALURONIDASE 
(D9) 
HYALURONIDASE 
ANALYSIS 


A survey of some cariogenic streptococci for 
hyaluronidase activity. Simonson LG, et al. 
Experientia 29:239-40, 15 Feb 73 

(Bacterial and a enzymes of the 
exudates] Ishikawa I. 

J Jap Stomatol Soc 39:816, Dec 72 (Jap) 


METABOLISM 
Changes in hyaluronidases in human saliva during the 
menstrual cycle. Prout RE, et al. 
J Periodont Res 8:86-93, 1973 
PHARMACODYNAMICS 
Hyaluronidase applied to the gingiva of rhesus 
monkeys. Smith FN, et al. 
3 Periodontol 44:361-5, Jun 73 
THERAPEUTIC USE 
[Injection therapy in temporomandibular joint 
syndromes} Baumann M. 
Schweiz Monatsschr Zahnheilkd 83:18-22, 1973 (Eng. 
Abstr.) (Ger) 
HYDANTOINS 
ADVERSE EFFECTS 
(Drug- eaenine diseases of the mouth and jaw region] 
Nenning 
22: 897-903, Nov 72 (Eng. Abstr.) (Ger) 
HYDATID CYST see ECCHINOCOCCOSIS (C1) 
NYDATIDOSIS see ECCHINOCOCCOSIS (C1) 
HYDROCHLORIC ACID 
PHARMACODYNAMICS 
Responses of gustatory cells in the tongue of rat to 
stimuli representing four taste qualities. Ozeki M, et 
al. Comp Biochem Physiol [A] 41:391-407, 1 Feb 72 
HYDROCHLORIC ACID, GASTRIC see under 
GASTRIC JUICE (A12) 
HYDROCORTISONE 
BLOOD 
Plasma cortisol levels following short term 
betamethasone therapy for oral surgical procedures. 
Hooley JR, et al. 
Trans Congr Int Assoc Oral Surg 4:188-90, 1973 


PHARMACODYNAMICS 


The effect of hydrocortisone on the organ cultures of 
normal and pathologic mucous membranes of human 
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oral cavity. Térék O, et al. 

Acta Morphol Acad Sci Hung 20:119-31, 1972 
Effects of glucocorticoids upon the glycosaminoglycans 
in salivary glands in the rat. Kofoed JA, et al. 
Arch Oral Biol 18:681-8, Jun 73 
Corticoid-induced cleft palate as a model system for the 
distinction of maternal and foetal genomes 
interacting with exogenous teratogen. Dost4l M, et al. 
Folia Biol (Praha) 19:153-6, 1973 

Effect of hydrocortisone on rat tooth germ. 
Morphological study. Campos Russo M de, et al. 
Rev Fac Odontol Aracatuba 2:135-47, 1973 


TOXICITY 


Hydrocortisone-induced cleft palate in hamsters. Shah 
RM, et al. Teratology 7:191-4, Apr 72 

Hydrocortisone-induced cleft palate in hamsters. Shah 
RM, et al. Teratology 7:191-4, Apr 73 


HYDROCORTISONE, TOPICAL 
ADVERSE EFFECTS 


{Lesions of the temporomandibular joint caused by 
cortisone] Hary M, et al. 
Stomatologia (Bucur) 19:457-60, Sep-Oct 72 (Rum) 


THERAPEUTIC USE 


[Obturation of root canals with a cortisone-containing 
paste] Putz M. 
Rev Stomatoodontol Nord Fr 26:225-37, 1971 (Fre) 


HYDROGEN-ION CONCENTRATION 


Composition, flow-rate and pH of mixed and parotid 
salivas from trisomic 21 and other mentally retarded 
subjects. Cutress TW. Arch Oral Biol 17:1081-94, Jul 72 

Effects of glucose and urea on dental deposit pH in 
dogs. Loux JJ, et al. J Dent Res 51:1610-3, Nov-Dec 72 

Effect of a cooked starch solution on the pH of dental 
plaque. Frostell G. 

Sven Tandlak Tidskr 65:161-5, Mar 72 

{pH values in dental pulp gangrene] Victor M, et al. 
Rev Fr Odontostomatol 19:113-20, Mar-Apr 72 (Fre) 

{Neutralization of acid decalcification of dental tissue] 
Ozaki 


F. 
J Dent Health (Tokyo) 22:203-16, Jun 72 (Eng. Abstr.) 
(Jap) 
(pH analysis of the bacterial fermentation of sugar 


alcohol, maltitol and lactitol, in human whole saliva] 
Miyamura E. 


Odontology (Tokyo) 60:717-31, Feb 73 (Jap) 
{The pH of heated saliva) Shimada K. 
Odontology (Tokyo) 60:732-47, Feb 73 (Jap) 


[The content of cations and of total blood proteins of 
patients with tumors of the maxillofacial region] 
Ermolaev II, et al. 

Stomatologiia (Mosk) 52:24-6, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 
[The pH value of the saliva in babies aged between 3-6 

months] Gerscovich J, et al. 
Ortodoncia 36:202-6, Nov 72 (Eng. Abstr.) (Spa) 

[Variations in pH of pulp caused by drugs used for 
indirect capping] Gutierez JH, et al. 

Rev Asoc Odontol Argent 61:151-6, May 73 (Eng. 
Abstr.) (Spa) 


HYDROGEN PEROXIDE 


Histochemical disclosure of endogenous and 
H202-dependent reducing enzyme activities in 
leukocytes and other cytological entities from the 
human oral cavity. Niukian K, et al. 

Arch Oral Biol 18:505-16, Apr 73 

Bleaching technique. (Pulpless anterior teeth). Serene 
TP, et al. J South Calif State Dent Assoc 41:30-2, Jan 73 


ANALYSIS 


{Inhibitory effect of fluorine on the activity of 
multi-element catalyzer of iron ions combined with 
those of heavy metals and calcium] Szmytéwna M, et 
al 


Rocz Panstw Zaki Hig 23:725-30, 1972 (Eng. Abstr.) 


Production of bactericidal concentrations of hydrogen 
peroxide by Streptococcus sanguis. Holmberg K, et al. 
Arch Oral Biol 18:423-34, Mar 73 


THERAPEUTIC USE 


Comparison of antibacterial action of Milton’s solution 
with mysteclin-V solution in infected root canal 
therapy. Bhagwat SV. 

J Indian Dent Assoc 45:14-23, Jan 73 

[Pre-surgical intra-oral antisepsis: effects in reducing 
the number of streptococcus in dental plaque and 
gingival sulcus] Costa A, et al. 


Rev Bras Pesqui Med Biol 6:51-9, a 
Abstr.) 


HYDROGEN SULFIDE 
METABOLISM 


Hydrogen sulfide production in the periodontal 
environment. Horowitz A, et al. 
J Periodontol 44:390-5, Jul 73 


HYDROPS see EDEMA (C17) 
HYDROQUINONES 
PHARMACODYNAMICS 


Histological pulp changes after preparation for a jacket 
crown. Action of an inpregnating solution on the pulp 
of teeth ground for jacket crowns. Blahova Z, et al. 
Quintessence Int 4:23-7, May 73 


HYDROXY ACETANILIDE see ACETAMINOPHEN 
(D6) 
HYDROXYAPATITE 


The reduction of the solubility of hydroxyapatite in 
acid by adsorption of phytate from solution. Magrill 
DS. Arch Oral Biol 18:591-600, May 73 

The effect of pH and temperature on the crystal growth 
of hydroxyapatite. Meyer JL, et al. 

Arch Oral Biol 17:1623-7, Nov 72 

EMF measurements across hydroxyapatite 
membranes. Takaesu Y, et al. 

Arch Oral Biol 18:717-28, Jun 73 

Crystallographic studies of hydroxyapatite and 
fluorapatite. The effect of fluoride on growth and 
maintenance of hydroxyapatite crystals. Trigylidas G. 
J Dent Que 9:12-3, 

SnHPO 4 from the reaction of stannous fluoride and 
hydroxyapatite at a low pH. Nelson KG, et al. 
3 Dent Res 52:318-21, Mar-Apr 73 

Kinetics and mechanism of the reaction between 
hydroxyapatite and fluoride in aqueous acidic media. 
Liang ZS, et al. J Phys Chem 77:1704-10, 21 Jun 73 

The crystal structure of hydroxyapatite in dental 
enamel as seen with the electron microscope. Selvig 
KA. J Ultrastruct Res 41:369-75, Nov 72 

[Pathogenesis of the original lesion of human dental 
enamel caused by cariogenic microorganisms] De 
Grandis E. 

_— Stomatol (Roma) 21:203-24, Jul-Aug 72 = 
bstr.) 


Uptake of chlorhexidine to hydroxyapatite. Emilson 
CG, et al. J Periodont Res 12:Supp! 12:17-21, 1973 
The affinity of fluoride for protein or protein-dextran 
coated hydroxylapatite. Birkeland JM, et al. 
Scand J Dent Res 79:65-8, 1971 

The affinity of chlorhexidine for hydroxyapatite and 
tooth surfaces. Nordbé H. 

Scand J Dent Res 80:465-73, 1972 

(Enrichment of human enamel with fluorine] Nash DA. 
Med Hyg (Geneve) 30:1464-5, 11 Oct 72 (Fre) 


HYDROXYBUTYRATES 
THERAPEUTIC USE 
[Clinical effectiveness of 4-hydroxy-3-aminobutyric 
acid on decubital ulcer--new concept on 
anti-inflammatory agents] Nagai K, et al. 
J Nihon Univ Sch Dent 14:53-7, Jun 72 (Eng. Abstr.) 
(Ger) 
HYDROXYCHOLESTEROL see under 
CHOLESTEROL (D2,D11) 


11-HYDROXYCORTICOSTEROIDS 


BLOOD 
(The mechanism of hg Process in odontogenic 
inflammatory diseases of the maxillofacial region] 
Solov’ev MM, al. 
Stom (een? 52:48-51, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


HYDROXYMETHYLTESTOSTERONE 
THERAPEUTIC USE 
(Modern methods in of mandibular 


fractures] Pini CE, e 
Minerva Stomatol 21: 100-8) May-Jun 72 (Eng. -) 


HYPERSENSITIVITY 


HYDROXYPROLINE 
ANALYSIS 


Relation of clinical findings to imino acid contents in 
collagenous protein of inflamed human gingiva. 


Okamoto H, et al. 
J Osaka Univ Dent Sch 12:57-66, Sep 72 


HYGIENE 
{Hygiene in dental practice (II)] Drum W. 
Quintessenz J 1:25-9, Feb 71 (Ger) 


{Hygiene in dental practice. 
searching a rational concept] Kimmel 

Quintessenz J 3:33-4, Jul 73 (Ger) 
{Handling hazardous waste. An actual 
in dental practice] Hesselgren SG. 
Tandilakartidningen 65:437-40, 15 Apr 73 (Swe) 


HYOID BONE 
ABNORMALITIES 


{Teleradiographic study of the hyoid bone and 
b pon tions in its position following dysmorphoses] 
oix. 
Cah Odontostomatol Touraine 4:27-35, wens 
) 
{Styloid apophysis pain] —= Jc, et al. 
Rev Odontostomatol Midi Fr 29:250-60, 1971 (Fre) 


ANATOMY & HISTOLOGY 


Hyoid bone position Py relation to head posture. 
Gustavsson U, et 
Sven Tandilak 65:423-30, Aug 72 


RADIOGRAPHY 


(Teleradiographic study of the hyoid bone and 
variations in its position following dysmorphoses) 
Lacroix. 

Cah Odontostomatol Touraine 4:27-35, Oct-Dec 72 
(Fre) 


HYOSCINE see SCOPOLAMINE (D2, D5) 
HYPERBARIC OXYGENATION 


Elimination of sequestrum and healing of 
osteoradionecrosis of the mandible after hyperbaric 
oxygen therapy: report of case. Mainous EG, et al. 
J Oral Surg 31:336-9, May 73 

Hyperbaric oxygen as an adjunct to the treatment of 
chronic osteomyelitis of the mandible. Sippel HW, et 
al. Trams Congr Int Assoc Oral Surg 4:125-8, 1973 


HYPERCEMENTOSIS see under TOOTH DISEASES 
(C4) 
HYPERGLYCEMIA 


The relationship of hyperglycemia to periodontal 
disease. Rose H. J Periodontol 44:303-8, May 73 


HYPERPARATHYROIDISM 


see also related 
OSTEITIS FIBROSA CYSTICA (C3) 


A review of hyperparathyroidism and an interesting 
case presenting with a giant cell lesion. Chapnick P. 
Trams Congr Imt Assoc Oral Surg 4:44-8, 1973 


HYPERPARATHYROIDISM, 
SECONDARY 


[Dietary calcium deficiency and marginal periodontitis 
in dogs] Gréndahl HG, et al. 
Tandilakartidningen 65:124-30, 1 Feb 73 


HYPERPLASIA 


see also related 
PRECANCEROUS CONDITIONS (C2) 


(Swe) 


[Focal epithelial hyperplasia] Serrano J. 
Rev Fed Odontol Ecuat 1:367-72, Jan-Dec 71 (Spa) 


HYPERSENSITIVITY 


Allergic response to copper--its possible gingival 
implications. Trachtenberg DI. 

J Periodontol 43:705-7, Nov 72 

Stomatitis prothetica and allergy. Kotilainen R. 
Suom Hammaslaak Toim 68:1-6, 1972 

(How to test materials used in dental prosthesis for 
allergenic properties} Gasser F. 
Med Hyg (Geneve) 30:1450-1, 11 - 72 (Fre) 
{Allergy and focal infection] Tiirk R. 
Zahnaerztl 


Prax 24:67-8, 2 Feb 73 (Ger) 


8-179 


(Por) E 
| 


HYPERSENSITIVITY 


(Dental care and treatment in the USA. Progress and 
Problems] Schweisheimer W 


Zahntechnik (Zur) 29:550-2, Nov-Dec 71 (Ger) 
{Allergy and anaphylaxis in dentistry: etiology, 
diagnosis and treatment] Mallol Burgos EF. 

Rev Dent (St Domingo) 18:31-8, Jun 72 (Spa) 


ETIOLOGY 


What is your diagnosis? Idiopathic gingivostomatitis. 
3 Ga Dent Assoc 46:13 passim, Winter 73 


HYPERSENSITIVITY, DELAYED 


see also related 
CELL MIGRATION INHIBITION (E5) 


Cellular hypersensitivity in guinea pigs immunized 
with BCG vaccine through the gingival crevice. Okada 
H, et al. Arch Oral Biol 17:1395-402, Oct 72 

{Lymphoblastic transformation test and clinical 
condition of the periodontium] Guillo B, et al. 
Rev Fr Odontostomatol 19:315-24, Jul-Aug 72 (Fre) 

{Microbial allergy and stomatology] Lehmans J. 
Rev Fr Odontostomatol 19:329-30, Jul-Aug 72 (Fre) 

{Microbial hypersensitivity and stomatology] Lehmans 
J. Rev Odontostomatol Midi Fr 30:95-102, 1972 (Fre) 

{Pathogenic interpretation of periodontal diseases on 
the basis of the phenomena of immunological 
hypersensitivity] Carnelutti S. 

Riv Ital Stomatol 26:203-12, Mar 71 (Eng. Abstr.) (Ita) 


HYPERSENSITIVITY, IMMEDIATE 


Acute allergic reaction associated with methohexital 
anesthesia: report of six cases. L, et al. 
3 Oral Surg 30:906-9, Dec 72 

A rare allergic reaction to sodium methohexital. 
Reichert EF, et al. J Oral Surg 30:910, Dec 72 


HYPERTELORISM see under CRANIOFACIAL 
DYSOSTOSIS (C3, C16) 
HYPERTENSION 


High blood pressure. Merchant HW. 
3 Am Dent Assoc 87:783, Oct 73 


COMPLICATIONS 


Patients at risk. Jastak JT, et al. 
Dent Clin North Am _ 17:363-77, Jul 73 


DIAGNOSIS 


High blood pressure detection by dentists. Berman CL, 
et al. J Am Dent Assoc 87:359-63, Aug 73 

Hypertension detection by dentists. Berman CL, et al. 
3 NJ Dent Assoc 44:17, Winter 73 


HYPERTHERMIA see FEVER (C17) 


HYPERTHYROIDISM 


Ossifying fibroma of the maxilla occurring with 
hyperthyroidism. Report of a case. Curry JT 3d, et al. 
Oral Surg 35:28-34, Jan 73 

The influence of hyperthyroidism on dental erosions. 
Xhonga FA, et al. Oral Surg 36:349-57, Sep 73 
[Denticles in thyrotoxicosis (a clinical-experimental 
study)] Efremov MA. 
Stomatologiia (Mosk) 52:13-6, Jan-Feb 73 (Eng. 
Abstr.) (Rus) 


CHEMICALLY INDUCED 


{Pathomorphological changes in the dental pulp of 
guinea pigs in experimental thyrotoxicosis] Efremov 
MA. 

Stomatologiia (Mosk) 51:32-5, 


May-Jun 72 (Eng. 
Abstr.) (Rus) 
RADIOGRAPHY 


Primary hyperthyroidism. Report of 3 cases with 
emphasis on roentgenographic findings in the 
maxillofacial region. Murai T, et al. 
Dentomaxillofac Radiol 1:16-8, 1972 


HYPERTROPHY 


of the masseter muscle] Bertelli 
de P, et 
0900-48, Mar-Apr 72 (Eng. 


SURGERY 


[Corrective operation of laterognathism]) 
Papadopoulos C. 
Odontostomatol Proodos 27:161-8, May-Jun 73 (Eng. 
Abstr.) (Gre) 


S-180 


HYPNOSIS 


Case of self-hypnosis. Ingle JI. 

J Am Dent Assoc 85:778 passim, Oct 72 
Hypnosis through the medium of an interpreter. 
Hartland J. J Am Soc Psychosom Dent Med 20:5-7, 1973 
Hypno-behavioral approach for the non-consummated 
marriage. Hoch, et al. 

J Am Soc Psychosom Dent Med 19:129-36, 1972 
Group relaxing hypnosis. Meares A. 

J Am Soc Psychosom Dent Med 19:137-41, 1972 
(Suggestion in state of hypnotic sleep for breaking of 
certain harmful habits in children] Dekova L. 
Stomatologiia (Sofiia) 54:329-33, Jul-Aug 72 (Eng. 
Abstr.) (Bul) 
(Hypnosis. Juridical and moral aspect] Berthelot G. 
Cah Odontostomatol Touraine 4:17-20, Jan-Mar 72 


(Fre) 
{Correction of persistent infantile deglutition by 
hypnosis] Margaillan-Fiammengo L. 
Promot Dent 82-5, 1972 (Fre 
(Correction of habits by means of Ludido’s system ped 
sophrology] Gimenez G. 
Bol Inf Dent (Madr) 32:44-52, Oct 72 (Spa) 


HYPNOSIS, DENTAL 


Is that any way to treat a patient? Sheets DM. 
Dent Stud 51:60-1, Apr 73 

Practice management considerations in hypnodontics. 
Newman M. J Acad Gen Dent 21:41-3, Jan 73 
Dental hypnosis. Newman M. 

J Am Dent Assoc 86:36, Jan 73 

Sensory confusion through hypnosis: A technique of 
rapid patient control during dental treatment. 
Neiburger EJ. 

3 Am Soc Psychosom Dent Med 20:54-7, 1973 
Altered state of consciousness. IV. The relationship 
between N2-O2 experience and the hypnotic 
experience. Section C. A technic for using NZO-O02 
and hypnosis together. Carnow R. 

J Natl Analg Soc 2:5-11, Jan-Mar 73 

Altered state of consciousness. IV. The relationship 
between the N20-02 experience and the hypnotic 
experience. Carnow R. 

3d Natl Anmalg Soc 1:70-5, Oct-Dec 72 
Electro-acupuncture and pain threshold. Andersson 
SA, et al. Lamcet 2:564, 8 Sep 73 

Medical sophrology. Collison DR. 

Med J Aust 1:961, 12 May 73 

(Hypnosis: a technic of mental imagery for power] 
Donnars. Aust Orthod J 3:72-3, Oct 72 (Fre) 
(Hypnosis technics] Noir C. 

Cah Odontostomatol Touraine 4:37-40, Jan-Mar 72 


(Fre) 
{Psychosomatic dentistry and hypnosis] Badra A. 
Promot Dent 46-62, 1973 (Fre) 
(Psycho-musical technics and hypnosis] Campa J. 
Promot Dent 86-90, 1972 (Fre) 
{Psychological conditioning of the edentulous] Gabai 
M. Promot Dent 64-71, 1973 (Fre) 
{Emergency hypnosis during prolonged and traumatic 
interventions] Quarez A. Promot Dent 83-5, 1972 (Fre) 
[Autogenic training and hypnotherapy. Suppositions 
and indications} Langen D. 
Fortschr Med 89:867-70, 19 Aug 71 (Ger) 
(Surgery under hypnosis. Case reports] Wikstrém PO. 
Tandlakartidningen 64:777-81, 1 Dec 72 (Swe) 
(Can hypnosis be a dental procedure in Turkish daily 
Practice?} Aktan Y. 
Dentoral (Istanbul) 3:234-6, Sep-Oct 71 


HYPNOTICS AND SEDATIVES 


A summary of dental anaesthesia and sedation 
techniques. Hodge N. 

Dent Anaesth Sedat 1:8-12, Aug 72 

The responsibility and methods of teaching sedation 
and anesthesiology in the dental schools. Allison ML, 
et al. Dent Clin North Am 17:343-50, Apr 73 
(Measuring vegetative reactions before and during 
dental treatment] Schomburg P. 

Zahnaerzt! Prax 22:85-6, 15 Apr 71 (Ger) 
(The use of sedatives in dental practice] van Zwieten 
PA. Zahnaerztl Prax 22:124-5, 1 Jun 71 (Ger) 


(Tur) 


ADMINISTRATION & DOSAGE 


Why sedation? Main DM. Apex 7:27-8, Jan 73 
Intravenous sedation. Trieger N. 


Dent Clin North Am 17:249-61, Apr 73 
STANDARDS 

HYPOCALCEMIA 


CHEMICALLY INDUCED 


[Tetracyclines and disorders of calcium metabolism as 
cause of dental enamel hypoplasias] Richter M. 
Stomatol 69:433-6, Nov 72 


Osterr Z (Ger) 


INDEX DENTAL LITERATURE 


HYPODONTIA see ANODONTIA (C16) 


HYPOGAMMAGLOBULINEMIA see under 
AGAMMAGLOBULINEMIA (C9, C14) 
HYPOPARATHYROIDISM 
SURGERY 
[The state of the dento-maxillary apparatus in patients 
with a postoperative hypoparathyroidism] Vilkova 
LA, et al. 
Stomatologiia (Mosk) 52:16-8, Jul-Aug 73 =~. 
Abstr.) 
HYPOPHOSPHATASIA 
COMPLICATIONS 
Childhood hypophosphatasia and the premature loss of 
teeth. A clinical and laboratory study of seven cases. 
Beumer J 3d, et al. Oral Surg 35:631-40, May 73 
CONGENITAL 
(Congenital hypophosphatasia and odontogenesis] 
Laplane R, et al. 
Acta Stomatol Belg 70:23-43, 1973 


DIAGNOSIS 


(Fre) 


[Congenital hypophosphatasia and dental 
organogenesis} Laplane R, et al. 
Rev Stomatol Chir Maxillofac 73:543-60, Nov 72 os. 
Abstr.) 


HYPOPITUITARISM 
DIAGNOSIS 


A simple examination for pituitary hypofunction. 
Heimansohn H. 
J Indiana State Dent Assoc 52:32, Jan 73 


PHYSIOPATHOLOGY 


(The condition of the oral cavity in children with 
hypothalamo-hypophyseal insufficiency] Rybakowa 
M, et al. 


Czas Stomatol 26:45-53, Jan 73 (Eng. Abstr.) (Pol) 
HYPOTENSION, CONTROLLED 


{Controlled hypotension in oral and 
otorhinolaryngologic operations under anesthesia] 
Popov NG, et al. 

Stomatologiia (Mosk) 52:23-5, Jan-Feb 73 Ss. 
Abstr.) 


HYPOTHALAMO-HYPOPHYSEAL 
SYSTEM 


see also related 
PITUITARY HORMONE RELEASING FACTORS 
(D8) 


PHYSIOPATHOLOGY 


{The condition of the oral cavity in children with 
hypothalamo-hypophyseal insufficiency] Rybakowa 
M, et al. 

Czas Stomatol 26:45-53, Jan 73 (Eng. Abstr.) (Pol) 


HYPOTHALAMUS 
PHYSIOLOGY 


{Hypothalamus hormone] Aberg B. 
Sven Tandiak Tidskr 66:315-7, May 73 


HYPOTHYROIDISM 


{Oral manifestations in hypothyroidism] Kordié S. 
Acta Stomatol Croat 7:44-8, 1972-73 (Eng. Abstr.) 
(Cro) 


(Swe) 


COMPLICATIONS 


(Change in microhardness and fluorescence of the hard 
dental tissues in patients with pituitary dwarfism 
with symptoms of hypothyroidism) Maksimovskii 
IuM, et al. 


Stomatologiia (Mosk) 52:19-21, Jul-Aug 73 (Eng. 
Abstr.) (Rus) 


HYSTERIA 
DIAGNOSIS 


Faints and spells. Harrison 
Dent Clin North Am 17:461-72, Jul 73 


INDEX DENTAL LITERATURE 


HYSTERICAL NEUROSES see under HYSTERIA 
(F2) 
IATROGENIC DISEASE 


Surgical misadventures. Kohn MW, et al. 

Dent Clin North Am 17:533-48, Jul 73 

Did you give your patient hepatitis this year? Metts C. 
3 Am Dent Hyg Assoc 46:448-9, Nov-Dec 72 
Iatrogenic fracture of the coronoid process: report of 
case. Farish SE. J Oral Surg 30:848-50, Nov 72 
Iatrogenic factors in —— disease. Goldberg P. 
McGill Dent Rev 34:5-6 passim, Winter 73 
Ingested wrench--an avoidable accident. Stokes AN. 
NZ Dent J 68:314-5, Oct 72 

Iatrogenic ankylosis of the temporomandibular joint. 
Report of a case. Marra L, et al. 

Oral Surg 35:596-9, May 73 

Endodontic litigation. Serene TP. 

Oral Surg 36:422-5, Sep 73 

Endodontic treatment of traumatic root perforations in 
man. A clinical and roentgenological follow-up study. 
Strémberg T, et al. 

Sven Tandlak Tidskr 65:457-66, Sep 72 
{Unwanted clinical effects of local analgesics on 
peripheral organs by “accidential intravenous 
injections”] Brons O. 

Tandlaegebladet 76:1198-200, Dec 72 (Dan) 
{A drum-splint for iatrogenic periodontitis] Anke B. 
Quintessenz 23:125-7, Nov 72 (Ger) 
[Some clinical errors in orthodontic practice] Egorova 
MI. Stomatologiia (Mosk) 52:83-5, May-Jun 73 (Rus) 
[Accidental pasage of an endodontic instrument into 
the digestive tract] Garcia JR, et al. 

Rev Asoc Odontol Argent 60:527-9, Nov 72 (Spa) 


CHEMICALLY INDUCED 
[Blood coagulation disorders of a toxic (alcoholism, 
drugs, poisoning) or iatrogenic (anticoagulants) 
nature] Minssart F. 
Rev Belge Med Dent 27:185-94, Mar 72 
ICTERUS GRAVIS NEONATORUM see 
ERYTHROBLASTOSIS, FETAL (C9, C14, C16) 
IDENTIFICATION (PSYCHOLOGY) 
Can a freshman dental student identify with the 


profession? Henderson 
J Indiana State Dent Assoc 51:364-5, 


(Fre) 


Oct 72 
IDENTIFICATION, MEDICOLEGAL see under 
FORENSIC DENTISTRY (G2, I) 
IGA 
ANALYSIS 
Salivary IgA in periodontal disease. Lindstrém FD, et 
al. Acta Odontol Scand 31:31-4, 1973 


{Studies on serum immunoglobulins in recurrent 
aphtha] Orihashi T 


J Jap Stomatol Soc 39:303-22, Sep 72 we 
{Secretory immunoglobulin A] T: 
3 Jap Stomatol Soc 39:240, Jun 72 , 


[Studies on the mode of action of secretory IgA in 
saliva of the patients with some 8 aphtha and 
normal human subjects) Kakizawa 
Shikwa Gakuho 73:129-47, Jan 73 (Eng. beter. ) (ap) 


IGG 
ANALYSIS 
[Studies on serum immunoglobulins in recurrent 
Orihashi 


aphtha] 
J Jap Stomatol Soc 39:303-22, Sep 72 (Jap) 


IGM 
ANALYSIS 

yea on serum nee in recurrent 
3 Jap Stomatol Soc 39:303-22, Sep 72 (Jap) 

ILEITIS, REGIONAL see under ENTERITIS, 
REGIONAL (C4) 

ILEITIS, TERMINAL see under ENTERITIS, 
REGIONAL (C4) 

ILEOCOLITIS see under ENTERITIS, REGIONAL 
(C4) 

ILLNESS BEHAVIOR see SICK ROLE (F1) 


ILLUMINATION see LIGHTING (G3) 

IMAGE CONCEPT see under PSYCHOLOGY, 
SOCIAL (F1, F3) 

IMAGE ENHANCEMENT 

INSTRUMENTATION 

Radiological examination of the upper jaw in patients 
with cleft lip, alveolus and palate. Silla M. 
Dentomaxillofac Radiol 2:23-6, 1973, 


IMAGINATION 


Use of visual imagery in needle phobic children. Ayer 
WA. J Dent Child 40:125-7, Mar-Apr 73 


IMBECILITY see under MENTAL RETARDATION 
(C10, F2) 
IMINES 


Improved results with none 
Lampa DF. Quintessence 


Contact allergy with Scutan. 
Quintessence Int 3:105, Oct 


IMIPRAMINE 
TOXICITY 


The toxic potentialities of imipramine. Chambiras PG. 
Dent Anaesth Sedat 1:3-4, Aug 72 


IMMUNE SERUMS 


see also related 
SEROTHERAPY (E2) 


Reaction of dextrans with antisera to teichoic acids. 
Knox KW, et al. Arch Oral Biol 17:1491-4, Oct 72 


IMMUNITY 


Immune concepts and the oral surgeon. Cannell H. 
Br J Oral Surg 10:280-5, Mar 73 


IMMUNITY, CELLULAR 


Cell-mediated immune responses in oral disease: a 
review. Lehner T. J Oral Pathol 1:39-58, 1972 (73 ref.) 


IMMUNIZATION 


Sensitization of rabbits with chlorhexidine-protein 
complexes. Tolo K, et al. 

Arch Oral Biol 17:1495-8, Oct 72 
IMMUNOFLUORESCENCE TECHNIC see 
FLUORESCENT ANTIBODY TECHNIC (E5) 
IMMUNOGLOBULINS 


{Immunoproteins in saliva] Krzemifiski Z. 
Czas Stomatol 25:701-8, 1972 (Eng. Abstr.) (Pol) 


ANALYSIS 
Localization of immunoglobulin A in electrophoretic 
patterns of proteins from human parotid saliva. 
Bellavia SL, et al. J Dent Res 51:1555-60, Nov-Dec 72 
{Serum immunoglobulins in patients after the use of 
Preserved bovine tendon for anastomosing the facial 
bones} Kowalik S, et al. 
Czas Stomatol 25:1087-90, Nov 72 (Eng. Abstr.) (Pol) 
IMMUNOSUPPRESSIVE AGENTS 


see also related 
ADRENAL CORTEX HORMONES (D8) 


THERAPEUTIC USE 
Periodontal status of renal transplant patients 
receiving immunosuppressive therapy. Schuller PD, 
et al. J Periodontol 44:167-70, Mar 73 
IMPULSE-RIDDEN PERSONALITY see under 
PERSONALITY DISORDERS (F2) 
INADEQUATE PERSONALITY see under 


PERSONALITY DISORDERS (F2) 


INCISOR 


INBORN ERRORS OF METABOLISM see 
METABOLISM, INBORN ERRORS (C13) 
INCISOR 
Visser JB, et al. 

Acta Morphol Neerl Scand 10:293-8, Nov 72 
Concerning the high level of hydroxylysine in dentin 
collagen. Butler WT. Ala J Med Sci 10:103-6, Jan 73 
Reactions of fluoride and carbonate ions during 
dissolution and mineralization of partially recalcified 
dentin. DeSteno CV, et al. Ala J Med Sci 10:60-6, Jan 73 
Fluorapatite crystal growth during remineralization of 
enamel surfaces. Fi FF, et al. 

Ala J Med Sci 10:46-51, Jan 73 
Effective fluoride concentrations to promote apatite 
mineralization at the enamel surface. Feagin FF, et al. 
Ala J Med Sci 10:107-14, Jan 73 
Density and x-ray diffraction studies of enamel surface 
reactions. Gonzalez M, et al. 

Ala J Med Sci 10:83-8, Jan 73 
The effects of 0.05 to 5.0 mM NaF on calcium phosphate 
mineral accretion and subsequent acid dissolution at 
enamel surfaces. Thomas JP, et al 

Ala J Med Sci 10:52-9, Jan 73 
Treatment of external root resorption following 
avulsion and reimplantation of a maxillary central 
incisor. McKinley B. Alaska Med 15:73-4, May 73 
Factors that affect the alignment of the mandibular 
incisors: a longitudinal study. Sanin C, et al. 
Am J Orthod 64:248-57, Sep 73 
Hypodontia: prevalence amongst Jewish populations of 
different origin. Eidelman E, et al. 

Am J Phys Anthropol 39:129-33, Jul 73 
Enamel hypoplasia of the deciduous incisor teeth of a 
calf. West JL. Am J Vet Res 34:839-40, Jun 73 
A longitudinal cephalometric study of incisor overbite 
from ages five to eleven. Herness LE, et al. 
Angle Orthod 43:279-88, Jul 73 
Congenitally absent maxillary lateral incisors: 
treatment planning considerations. McNeill RW, et al. 
Angle Orthod 43:24-9, Jan 73 
The influence of maximum perioral and tongue force on 
the incisor teeth. Posen AL. 

Angle Orthod 42:285-309, Oct 72 
Postretention status of maxillary incisors with 
root-end resorption. VonderAhe G. 

Angle Orthod 43:247-55, Jul 73 
Success of endodontically treated anterior teeth in 
young and adult patients. Tamse A, et al. 
Ann Dent 32:20-6, Summer 73 
Observations on the aetiology of supernumerary upper 
incisors in the albino ferret (Mustela putorius). 
Berkovitz BK, et al. Arch Oral Biol 18:457-63, Apr 73 
A biochemical study of collagen in the periodontal 
ligament from erupting and non-erupting bovine 
incisors. Guis MB, et al. 

Arch Oral Biol 18:253-63, Feb 73 
Dental caries: distribution, by age-group, between the 
mesial and distal surfaces of human permanent 
mandibular incisors. Jackson D, et al. 

Arch Oral Biol 17:1343-50, Sep 72 
The distribution of clinical dental caries between the 
adjacent surfaces of neighbouring mandibular 
incisors. Jackson D, et al. 

Arch Oral Biol 17:1351-5, Sep 72 
Distribution of symmetric and asymmetric patterns of 
caries attack in human permanent maxillary incisor 
teeth: genetic implications. Jackson D, et al. 
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Effects of controlled tooth stimulation of jaw muscle 
activity in man. Sessile BJ, et al. 


Arch Oral Biol 17:1597-607, Nov 72 

(Effect of depth of anesthesia on the r 
excitation of dentin nerve fibers in dogs] Griffié RA. 
C R Acad Sci [D) (Paris) 275:2779-81, 6 Dec 72 (Fre) 


Comparative distribution of 75 Se in the hard and soft 
tissues of mother rats and their pups. Shearer TR, et 
al. J Nutr 103:553-9, Apr 73 

Circadian uptake of H-thymidine in the rat incisor 
under the influence of cortisone. Kiely ML, et al. 
Proc Soc Exp Biol Med 143:844-9, Jul 73 

Glycosaminoglycan turnover and synthesis in the rat 
incisor pulp. Linde A. Scand J Dent Res 81:145-54, 1973 

Phagocytosis and elimination of amelocyte debris by 
stratum intermedium cells in the trasitional zone of 
the enamel organ of the rat incisor. Moe H, et al. 
Z Zeliforsch Mikrosk Amat 131:63-75, 1972 

(Experimental studies on metabolism in hard 
structures of the teeth. 1. Metabolism of niobium-95 in 
soft and hard tissues; studies on the Syrian golden 
hamster] Held M, et al. 

Dtsch Stomatol 23:81-6, Feb 73 (Eng. Abstr.) (Ger) 

(Metabolic studies on calcified tissue following local 
and internal influence of saccharose] Koljesnik AG, et 
al. Dtsch Stomatol 23:1-8, Jan 73 (Eng. Abstr.) (Ger) 


PATHOLOGY 


On mild degrees of fluorosis. 2. An experimental, 
2-year-study of rats drinking distilled water 
containing 0,1 or 5 ppm F - . Sundstrém B. 
Acta Pathol Microbiol Scand [A] 80:17-20, 1972 
Effects of sodium fluoride on dairy cattle: influence of 
nutritional state. Suttie JW, et al. 

Am J Vet Res 34:479-83, Apr 73 

Pathological effects of dehydroheliotridine, a 
metabolite of heliotridine-based pyrrolizidine 
alkaloids, in the young rat. Peterson JE, et al. 
3 Pathol 107:175-89, Jul 72 

*Sans teeth’: changes in oral tissues with advancing age. 
Miles AE. Proc R Soc Med 65:801-6, Sep 72 
Scanning electron microscopy of attrited dentinal 
surfaces and subajacent dentin in human teeth. 
Tronstad L. Scand J Dent Res 81:112-22, 1973 


PHYSIOLOGY 


Role of attrition and occlusal contact in the physiology 

of the rat incisor. VI. Impeded and unimpeded 

eruption in hypophysectomized and 

magnesium-deficient rats. Kusner W, et al. 

J Dent Res 52:65-73, Jan-Feb 73 

(Comparative study of the reaction of the 

submandibular glands to amputation of lower incisors 

in rats of different sex] Batygov AN. 

Biull Eksp Biol Med 73:106-9, Oct 72 (Eng. Abstr.) 
(Rus) 


RADIOGRAPHY 


Electron microscopic and microradiographic 

investigation of a morphologic basis for 

mineralization pattern in rat incisor enamel. Glick PL, 

et al. Amat Rec 176:289-305, Jul 73 

Bilateral supernumerary incisors. Baker CG. 

Oral Surg 35:877, Jun 73 

Impaction of deciduous mandibular incisor. Yokoyama 

M, et al. Oral Surg 35:878, Jun 73 

Autoradiographic study of erupting teeth in rats after 
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SURGERY 


{Surgical-orthodontic treatment of impacted upper 
incisors} Kordit S, et al. 
Acta Stomatol Croat 6:214-9, 1971 (Eng. Abstr.) (Cro) 


TRANSPLANTATION 


{Resection of the dental papilla of rat incisors. Clinical 
and histological study] Carvalho AC de, et al. 


Rev Bras Pesqui Med Biol 5:181-8, Sep-Dec 72 (Eng. 
Abstr.) (Por) 


INCOME 


Factors influencing dentists’ incomes. Lewis LB. 
Aust Dent J 17:262-5, Aug 72 

Group practice. II. Sarner H. CAL 36:2-4, Oct 72 
Management aids to help boost your earnings. 
Dent Manage 13:38 passim, Sep 73 

Analysis of income from a comprehensive pedodontic 
program. Doykos JD 3d. 

3 Dent Child 39:361-3, Sep-Oct 72 - 

An in-office aid group for Broome County. Weingold 
AM. NY State Dent J 39:208-9, Apr 73 
Dental costs and incomes rose in 1971. 

Probe (Lond) 14:368, Feb 73 


INCOME TAX 


Gift--estate--and other taxes. 
CAL 36:2-4, Dec 72 
Good taxes + good sense=good investing. Sarner H. 
CAL 36:1-3, May 73 
Timely topics--pre-plaaning your ra, 's education. 
Sarner H. CAL 36:1-3, Jun 
Watch out for leaky tax ~ ae Markstein DL. 
Dent Econ Oral Hyg 63:57 passim, Aug 73 
Facing a tax audit ... why me, oh Lord? Why me? Ruben 
J. Dent Econ Oral Hyg 63:46-7 passim, May 73 
Big new weapon for your small tax problems. Douglas 
PT. Dent Manage 13:19--20 passim, Apr 73 
How the tax shelters stand up now: real estate. 
Goldberg M, et al. Dent Manage 13:53-4 passim, Feb 73 
How the tax shelters stand up now. Groesbeck AJ 3d, et 
al. Dent Manage 35-8 passim, Jan 73 
Split your income; cut your taxes. Nimberger SB. 
Dent Manage 13:45-6 passim, Apr 7 
That boo-boo on your tax return: what happens if it’s 
caught? Rotman MH. Dent Manage 61 passim, Mar 73 
Cutting your convention costs. Schlesinger S. 
Dent Manage 12:21-4, 72 
The tax company you kee 
Dent Manage 13:21-2 pom ol Feb 73 
How the tax shelters stand up now: agriculture. 
Dent Manage 13:61-2 passim, Apr 73 
Federal income tax returns by dentists. 
3 Cam Dent Assoc 38:434-6 passim, Dec 72 
Tax tips. Jegen LA 3d. 
J Indiana State Dent Assoc 52:65 passim, Feb 73 
Tax tips. Jegan LA 3d. 
3 Indiama State Dent Assoc 52:125, Mar 73 
tips. Jegen LA 3d. 
Indiana State Dent Assoc 52:23, Jan 73 
Tax tips. Jegen LA 3d. 
Indiana State Dent 
& tips. Jegen LA 3d. 
J Indiana State Dent Assoc 51:369-70, Oct 72 
Tax tips for the dentist. Begg JA Jr. 
3 Mass Dent Soc 22:176-7, Summer 73 
Law and economics of dental practice. a SK. 
3 Mo Dent Assoc 53:15-21, May 
Management firms and taxes. foo IH. 
Ont Dent 50:34-5, Jun 73 
Let the buyer beware. Patey MK. 
Oral Health 62:34, May 72 
New tax rules for casualty and disaster losses. 
Tic 32:11, Feb 73 
(Declaration of federal income tax for dentists) 
3 Can Dent Assoc 39:105-8, Feb 73 (Fre) 


INDIANS, NORTH AMERICAN 


An evaluation of serial extraction among Navajo Indian 
children. Glauser RO. Am J Orthod 63:622-32, Jun 73 
Meanwhile, back on the reservation. 

Dent Stud 51:67 passim, May 73 

Preventive dentistry and medicine for the Hopi 
Indians. Zukowsky MM. Dialog 5:8-9, Winter 73 
Expanded functions training for dental assistants in the 
Indian Health Service. Corry RD, et al. 

3 Am Dent Assoc 85:1343-8, Dec 72 
Dentinogenesis imperfecta traceable through five 
generations of a part American Indian family. Miller 
WA, et al. Oral Surg 35:180-6, Feb 73 

Navajo mountain clinic. SDA Dent 6:16-8, Winter 72 
(The American Indian skulls and their teeth] Hayashi 
T. J Jap Stomatol Soc 39:105-12, Jun 72 (Jap) 
{Anthrolpological studies of the Indian teeth. I. 
Presence .% eruption of the 3d molar teeth] 
Minemura R. 

Shikwa Gakuho 73:1067-74, Jun 73 (Eng. Abstr.) (Jap) 
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The detection of developing vessels in tooth primordia 
using the dithizone reaction and the fast green 
staining method of Van Gieson. Falkler WA Jr, et al. 
3 Baltimore Coll Dent Surg 27:80-4, Dec 72 

Pressure-indicating paste: 2 simple formulas. Lees GH. 
NZ Dent J 68:238-9, Jul 72 

(Chemical indicators for parts of metal dentures and 
clasps which tend to corrode) Todorov IV. 
— (Sofiia) 54:129-33, Mar-Apr 72 pe 
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{Ind thacin-placebo double blind study in 
postoperative | oral surgery] Arrdis Raschio J. 
Odontologia (Lima) 16:29-35, Dec 72 (Spa) 


INDUSTRIAL DENTISTRY 


{Industrial dentistry] Stawifiski K. 
Czas Stomatol 26:325-31, Mar 73 (Eng. Abstr.) (Pol) 
(Theoretical basis for prevention of periodontal 
diseases in workers in certain branches of industry] 
Stawifiski K. 
Czas Stomatol 26:771-6, 1973 (Eng. Abstr.) (Pol) 
[Dentistry and occupational health] Nogueira DP. 
Rev Saude Publica 6:211-23, Jun 72 (Eng. Abstr.) (Por) 
[Experience in treatment of oral cavity in the workers 
of Odessa Ship-Repair Yard in the name of the 50th 
Anniversary of the Soviet Ukraine} Zhukhevich VD. 
Stomatologiia (Mosk) 51:76, May-Jun 72 (Rus) 


INDUSTRIAL DERMATOSES see OCCUPATIONAL 
DERMATITIS (C12, C14) 


INFANT MORTALITY 


Child mortality among the Skolt Lapps. Lewin T, et al. 
Suom Hammasiaak Toim 67:Suppl 1:39-54, 1971 


INFANT, NEWBORN 


Gum pad relationships of infants at birth. Simpson WJ, 
et al. J Can Dent Assoc 39:182-8, Mar 73 


INFANT, NEWBORN, DISEASES 


(Organoid lining of gastric mucosa in the cystically 
enlarged sublingual and submandibular glands in a 
newborn infant] Richter H. 

Fortschr Kiefer Gesichtschir 15:124-8, 1972 (Eng. 
Abstr.) (Ger) 

{Myoblastomyoma of the maxilla in a newborn] 
Belenkov MN, et al. 

Stomatologiia (Mosk) 52:80, May-Jun 73 (Rus) 

(Large congenital ae of the submandibular 
region] Forafonova 
Stomatologiia 52:86-7, Jul-Aug 73 (Rus) 
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{Salivary gland adenomas in the infant] Rauch S. 
Fortschr Kiefer Gesichtschir 15:41-2, 1972 (Ger) 


INFANT NUTRITION 


see also related 
MILK (A13, J) 


The use of the nursing bottle. Bouga-Paraskaki A. 
3 Dent Child 40:303, Jul-Aug 73 

Elimination of rampamt caries due to bottle feeding. 
Stone JH, et al. 

3 NJ Dent Assoc 44:39 passim, Winter 73 
Rampant caries as a result of latent bottle feeding in 
young children. Miller JB. 

J Okla State Dent Assoc 63:9-11, Apr 73 

[A study on conditions of caries, tooth surface deposits, 
and paradental and those correlations in 
infants} Yamane T. 

Odontology (Tokyo) 60:812-38, - 73 (Jap) 
(Myofunctional therapy] Evans H. 

Rev Circ Argent Odonto! 35:17-25, Jun 72 (Spa) 


INFANTILE PARALYSIS see POLIOMYELITIS 
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INFARCTION 
Infarct of the mandible in sickle cell anemia: report of 


case. Walker RD, et al. 
3 Am Dent Assoc 87:661-4, Sep 73 
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Control of pain and 
Dent Clin 


infection. SV. 
North Am 17:417-27, Jul 


PREVENTION & CONTROL 
of infection in dental 
Mélier A. 
Sven Tandiak Tidskr 64:332-4, May 71 
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DISEASES (C1) 
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[Preventing the 
practice] 


(Swe) 
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the _ nodes of maxillofacial region and neck] 

Dordevic R, et al. 

Stomatol Glas Srb 19:124-8, Mar-Apr 72 (Eng. — 
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INFLAMMATION 


see also related 
ANTI-INFLAMMATORY AGENTS (D13) 


redintegration}] Nagai 
J Nihon Univ Sch Dent 14: 42-52, Jun 72 (Eng. Abstr.) 
(Ger) 
{The connection between injury, wound healing 
disorder and chronic inflammation] Kellner G. 
Osterr Z Stomatol 70:82-9, Mar 73 (Ger) 
[Limitations of local anesthesia in dental surgery with 
special regard to inflammation] Wéorner H. 
Zahnarzt 17:20-6, Feb 73 (Ger) 


BLOOD 


[Biochemical changes in blocd in acute odontogenic 
inflammatory processes and in fractures of the facial 
bones] Flieger S. Czas Stomatol 25:989-92, Oct 72 (Pol) 


INFLUENZA 
COMPLICATIONS 


(Stomatitis in children with influenza, parainfluenza 
and adenoviral infection] Mel’nichenko EM, et al. 
Stomatologiia (Mosk) 52:51-3, Sep-Oct 73 (Eng. 
Abstr.) (Rus) 


INFORMATION RETRIEVAL 
SYSTEMS 


The research worker and MEDLARS. Sills I. 
Dent Anaesth Sedat 1:21-2, Aug 72 
—— searching] Risnes S. 

Nor Tannilaegeforen Tid 83:139-43, Apr 73 (Nor) 
(Modern methods of storage and rapid retrieval of 
necessary — medical information] 
Miszczyszyn 

Czas Stomatol 1 90:900-11, Aug 73 (Eng. Abstr.) (Pol) 


INFORMATION SERVICES 


see also specific 
LIBRARIES (L) 


Updating knowledge. Orfanos M. 
Dent Stud 50:38-9, Oct 72 

Helpful hints for aspiring authors. Cleaton-Jones P. 
Diastema 3:21-2, 1972 

Dental information in libraries. Wick AE. 
J Am Coll Dent 40:24-8, Jan 73 

Minnesota medical information service. Schroeder RD. 
North West Dent 51:340-3, Nov-Dec 72 

[Information system of health and social care in the 
field of planning and bookkeeping and 
statistics) Hilliger M, et al. 
Dtsch Stomatol 22:717-34, Sep 72 (Ger) 

INFORMATION STORAGE AND RETRIEVAL see 
INFORMATION RETRIEVAL SYSTEMS (L) 

INFORMED CONSENT 


see also related 
HUMAN EXPERIMENTATION (E5) 


Dental operative legal 
responsibility. Salman S, 

NY State Dent J 72 
Informed consent. Holmes WR. 

Orange Cty Dent Soc Bull 2-3, Jan 73 
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A case for nitrous oxide-oxygen inhalation sedation: an 
aid in the elimination of the child’s fear of the 
“needle”. Sorenson HW, et al. 

Dent Clin North Am 17:51-66, Jan 73 

[Theory and technique of intraseptal anesthetic 
injection] Marthaler HW. 

Inf Dent 55:21-5, 29 Mar 73 (Fre) 

{Injection pain and syringe pressure--experimental 
study on injection technic] Wissner F. 

Dtsch Zahnaerztl Z 28:362-4, Feb 73 (Eng. Abstr.) 


(Ger) 
{Mental injection] Cangéz 
Dentoral (Istanbul) 3:228-31, 71 (Tur) 
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Ketamine anesthesia in ambulatory dental practice. 
Rooker M, et al. Anesth Prog 19:121-3, Sep-Oct 72 


INJECTIONS, INTRAVENOUS 


Intravenous sedation. Trieger 
Dent Clin North Am 1740-61, Apr 73 


Emergency treatment of adverse effects of intravenous 
premedicants. Howard RJ, et al. 
Anesth Prog 20:98-103, Jul-Aug 73 
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A clinical study of local anesthesia by jet injection. 
Bennett CR, et al. 

Ariz Dent J 18:16-8 passim, Nov-Dec 72 
[Action of the “Dermo-jet” on the tissues of the 
gingival mucosa] Assad L, et al. 

Arq Cent Estud Fac Odontol (Belo Horiz) 9:191-200, 
Jan-Dec 72 (Eng. Abstr.) (Por) 


[Advantages of the jet wy in local anesthesia in 
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r.) 


INJECTIONS, SCLEROSING see SCLEROSING 
SOLUTIONS (D13) 
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An investigation of the surface smoothness of wax 
patterns and the resultant gold castings. Gupta HD. 
a Dent Assoc 44:219-28, Nov 72 

([Occlusion. Present data. 2] Saadoun AP. 

Rev Odontostomatol (Paris) 19:477-84 passim, 
Nov-Dec 72 (Fre) 

[Automatic processing of hard wax] Giesdorf T. 
Zahntechnik (Berl) 14:160-1, Apr 73 (Ger) 

(Use of a wax aspirator] Scherka F, et al. 
Zahntechnik (Berl) 14:210-2, May 73 (Ger) 
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Functionally generated paths in occlusal surface 

design. Setchell DJ. Apex 6:149-51, Sep 72 

Cementation of inlays. Boice JK. 

Dent Stud 51:41 passim, May 73 

Principles of preparation design in fixed 

prosthodontics. Douglass GD. 

3 Acad Gen Dent 21:25-9, Mar-Apr 73 
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FP, et al. J Acad Gen Dent 21:36-7, Jan 73 
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An investigation of the surface smoothness of wax 
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Actual Odontostomatol (Paris) 26:467-81, Dec 72 
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{Proximo-occlusal restoration of the upper premolars] 
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, et al. 
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(Experimental studies on fixation of inlays] Arnold M, 
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al. Osterr Z Stomatol 69:420-5, Nov 72 (Ger) 
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Fischer A. Zahntechnik (Berl) 13:410-3, Sep 72 (Ger) 
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crowns] Fischer A. 
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Zahntechnik (Berl) 13:470-7, Nov 72 (Ger) 
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Zahntechnik (Berl) 14:100-6, Mar 73 (Ger) 
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Eifinger FF. ZWR 81:849-55, 25 Sep 72 (Ger) 
[Rational inlay preparation and impression technic. I] 
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Czas Stomatol 26:117-22, Feb 73 (Eng. Abstr.) (Pol) 
(Small operative models for rigid restorations (dies) 
Calvo MF. Divulg Cult Odontol 8-14, Mar-Apr 72 (Spa) 
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WE, et al. 
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3 Periodontol 44:286-93, May 73 

Variable tissue forces produced by water jet devices. 
Cutright DE, et al. J Periodontol 43:765-71, Dec 72 
Effects of a water pressure device on oral hygiene and 
gingival inflammation. Gupta OP, et al. 

3 Periodontol 44:294-8, May 73 

The relation of water pressure cleansing to the 
reticulo-endothelial system. Kancir SL, et al. 
3 Periodontol 43:696-8, Nov 72 

A study of the effects of antiseptic agents and a 
pulsating irrigating device on plaque and gingivitis. 
Lobene RR, et al. J Periodontol 43:564-8, Sep 72 
Water jet direction and periodontal pocket 
debridement. Selting WJ, et al. 

3 Periodontol 43:569-72, Sep 72 


ISCHEMIC HEART DISEASE see CORONARY 
DISEASE (C8) 
ISOBUTYLCY ANOACRYLATE see under 
CYANOACRYLATES (D2, D13) 
ISOENZYMES 
METABOLISM 


Antenatal development of amylase isoenzymes. Laxova 
R. J Med Genet 9:321-3, Sep 72 


ISOLATION PERFUSION 


see also related 
ANTINEOPLASTIC AGENTS (D4) 


Endoarterial chemotherapy in oral cancer. Caldarola L, 
et al. Trans Congr Int Assoc Oral Surg 4:152-3, 1973 


ISOPRENALINE see ISOPROTERENOL (D2, D5) 
ISOPROTERENOL 
PHARMACODYNAMICS 


Bone cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 


ISOSTERIC SITE see under BINDING SITES (G1) 
ISOTOPE LABELING 


{Repair following periodontal .osseous surg 
according to the labeling with lead acetate] + 
H, et al. J Jap Stomatol Soc 39:779-86, Dec 72 (Jap) 

{Studies on the bony healing process of tooth 

extraction sockets, by means of microradiography and 

labeling methods) Ohno K. 

Odontology (Tokyo) 60:839-68, Feb 73 (Jap) 
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ISOTOPES see under RADIOISOTOPES (D1) 

JACKET CROWNS see under CROWNS (E6) 

JAFFE-LICHTENSTEIN DISEASE see under 
FIBROUS DYSPLASIA OF BONE (C3) 

JAUNDICE, EPIDEMIC see HEPATITIS, 
INFECTIOUS (C1, C4) 

JAUNDICE, HOMOLOGOUS SERUM see HEPATITIS, 
HOMOLOGOUS SERUM (C1, C4) 

JAW 


see also related 
DENTAL ARCH (A2) 
TEMPOROMANDIBULAR JOINT (A2) 


The effects of cord section under ether or halothane on 
the ability of chlorpromazine to affect the jaw jerk 
response to tooth pulp stimulation in the encéphale 
isolé preparation. Riblet LA, et al. 

Arch Int Pharmacodyn Ther 201:141-6, Jan 73 

Lateral jaw and throat musculature of the cottonmouth 
snake. Agkistrodon piscivorus. Kardong KV. 
Gegenbaurs Morphol Jahrb 119:316-35, 1973 

[Incidence and histology of a tumors in the 
jaw and face region] Momma G. 

ZWR 82:76-9, 25 Jan 73 (Ger) 

ANALYSIS 


[C 14 incorporation from Na 2C 14 O 3 into the proteins 
of rat bone and dental tissues in experimental 
rachitis} Dmitriev IM. 

Ukr Biokhim Zh 44:611-3, 1972 (Eng. Abstr.) (Ukr) 


ANATOMY & HISTOLOGY 


The functional significance of airorhynchy in 
Megaladapis. Tattersall I. 
Folia Primatol (Basel) 18:20-6, 1972 

Serial sections of the jaw of a ferret. Moss JP, et al. 
Lab Pract 22:39-42, Jan 73 

Trends in the evolution of primate mastication. Hiemae 
K, et al. Nature (Lond) 240:486-7, 22 Dec 72 

Unisexual fish: laboratory synthesis of a “species”. 
Schultz RJ. Science 179:180-1, 12 Jan 73 
{Application of the computer to morphological analysis 
of the teeth and craniofacial structures] Miura F. 
J Jap Stomatol Soc 39:541-50, Dec 72 (36 ref.) (Jap) 


DRUG EFFECTS 


(Morphine-nalorphine antagonism in the model of 
rabbit brain potentials released by dental pulp 
stimulation] Rithrich H, et al. 

Acta Biol Med Ger 28:829-38, 1972 (Eng. Abstr.) — 
{Experimental comparison of the passage 
tetracyclines through the placenta and its Sl 
incorporation in the dental tissues] Deborgarello 
LTT 


Rev Odontol (Cordoba) 15:1-15, Jun 70 (Eng. Abstr.) 
(Spa) 


EMBRYOLOGY 


The development of the skull in the Indian = 
Tatera indica Cuvieri (Waterhouse). Il. Kadam KM 
Gegenbaurs Morphol Jahrb 119:47-71, 1973 


GROWTH & DEVELOPMENT 


Normal development of the jaws and teeth in pigs, and 
the delay and malocclusion produced by calorie 
deficiencies. Tonge CH, et al. J Amat 115:1-22, May 73 

The development of teeth and jaws in tissue culture. 
Glasstone S. J Dent Assoc 8 Afr 28:328-34, Jun 73 


Allogenic demineralized dentin © 
of Java monkeys. Bang G, et 

Int J Oral Surg 1:126-36, As 

Dental injuries in Seattle’s public school children; 
school year 1969-70. Carter AP, et al. 

J Public Health Dent 32:251-4, Fall 72 

The surgical treatment of the arthritic 
temporomandibular joint. Silver CM, et al. 
Surg Gynecol Obstet 136:251-6, Feb 73 


INNERVATION 


Electrical self-stimulation with brain stem electrodes. 
Anlezark GM, et al. J Physiol (Lond) 227:6P-7P, Dec 72 


METABOLISM 
(Metabolic studies on calcified tissue following local 


and internal influence of saccharose]} Koljesnik AG, et 
al. Dtsch Stomatol 23:1-8, Jan 73 (Eng. Abstr.) (Ger) 


PHYSIOLOGY 


Articulatory model for the study of speech production. 
Mermeistein P. J Acoust Soc Am 53:1070-82, Apr 73 
Conditioning the rabbit’s (Oryctolagus cuniculus) 
jaw-movement response: US magnitude effects on 
URs, CRs, and pseudo-CRs. Sheafor PJ, et al. 
J Comp Physiol Psychol 81:449-56, Dec 72 
Effects of heating and cooling the spinal cord and 
medulla oblongata on thermoregulation in monkeys. 
Chai CY, et al. J Physiol (Lond) 225:297-308, Sep 72 
Muscle afferents of trigeminal mesencephalic tract 
nucleus and mastication in chronic monkeys. 
Matsunami K, et al. Jap J Physiol 22:545-55, Oct 72 


PHYSIOPATHOLOGY 


Jaw-winking blepharoptosis treated by the 
Fasanella-Servat procedure. Putterman AM. 
Am J Ophthalmol 75:1016-22, Jun 73 


RADIATION EFFECTS 


Management of problems of the teeth and jaw in 
patients undergoing irradiation. Daly TE, et al. 
Am J Surg 124:539-42, Oct 72 
{Animal experiments and clinical results with 
oxyphenbutazone in irradiation of the mouth and jaw 
region] Grasser H, et al. 

Med Monatsschr 26:430-8, Sep 72 


RADIOGRAPHY 


(Ger) 


Cinefluorographic analyses of selected lingual 
consonants. Kent RD, et al. 

J Speech Hear Res 15:453-73, Sep 72 

The effect of crowding to the formation of permanent 
tooth. Haavikko K. Proc Finn Dent Soc 69:7-12, 1973 
An orthopantomographic study of the incidence of 
Pathological changes in the jaw outside the 
dento-alveolar area. Lehtinen R, et al. 

Proc Finn Dent Soc 69:13-6, 
[Orthopantomography. A presentation and some 
experiences} Klafstad J. 

Tidsskr Nor Laegeforen 93:177-8, 30 Jan 73 (Eng. 
Abstr.) (Nor) 
{Lesions of the phalanges and dento-maxillary 
apparatus in congenital keratosis of the palms and 
soles] Panov VP. 

Vestm Rentgenol Radiol 46:89-92, May-Jun 71 (Rus) 


SURGERY 
[Possibilities of use of Kiel bone chips in stomatologic 
Ww 


ice} Domaschk 
Dtsch Zahnaerztl Z 28:605-11, May 73 (Eng. — 
Ger) 
ees transplant in maxillofacial surgery] Giardino C, 


‘Stomatol (Napoli) 11: 151-216, Jul-Sep 70 
Abstr.) 


JAW ABNORMALITIES 


The role of genetic and local environmental factors in 
normal and abnormal morphogenesis. Bjérk A. 
Acta Morphol Neerl Scand 10:49-58, Oct 72 

Silver-Russell dwarfism and cystic fibrosis in a twin. 
Endocrine, chromosomal, dermatoglyphic, and 
craniofacial studies. Taussig LM, et al. 

Am J Dis Child 125:495-503, Apr 73 

Unusually large torus mandibularis. Kopp WK, et al. 
Dent Radiogr Photogr 46:20, 1973 

2 cases of pycnodysostosis with special emphasis on 
maxillo-facial findings. Yamada N, et al. 
Dentomaxillofac Radiol 2:12-7, 1973 

Bilateral congenital absence of the submandibular duct 
orifices. Foretich EA, et al. J Oral Surg 31:556-7, Jul 73 

A cleft of the mandible in the lateral incisor-cuspid 
region. Gardner DG, et al. Oral Surg 35:649-52, May 73 

Hi hypertrophy. Report of two cases. 

S, et al. Oral Surg 35:750-61, Jun 73 

[Problems of lateroguathism] Toman J. 

Cesk Stomatol 72:377-86, Nov 72 (Eng. Abstr.) (Cze) 

{Evolution and dysmorphoses}] Vaugeois M. 
Orthod Fr 42:307-14, 1971 (Fre) 

(Genetics and odontostomatology] Danhiez P. 
Rev Stomatoodontol Nord Fr 26:195-203, 1971 (Fre) 

ew and enzymopathies in odontology] Goudaert 

et al. 
Rev Stomatoodontol Nord Fr 26:191-4, 1971 (Fre) 

[Total rotation of the infantile face in relation to its 
variations--study of the vestibular plane] Cousin RP, 


et al. 
Trans Eur Orthod Soc 399-407, 1971 (Eng. Abstr.) 

(Fre) 
induced abnormalities of the masticatory 
system experimental animals. II. Teratologic 


mice] Schmitz R, et 
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Mund Kieferheilkd 60:220-31, Apr 73 

r (Ger 

[Fissure of the anterior wall of the body with cummate 
ectopia cordis}] Lachmann D, et al. 

Paediatr Paedol 6:181-7, Jun 71 (Eng. Abstr.) (Ger) 
[Nasotracheal intubation with the aid of lateral 
roentgenoscopy of the neck in patients with 
congenital and acquired defects and deformities of 
the maxillofacial region] Konbevtsev OF, et al. 
Stomatologiia (Mosk) 52:25-8, Jan-Feb 73 (Eng. 
Abstr.) (Rus) 
[Psychic disorders in patients with > aes cosmetic 

facial defects] Matveev VF, et 
Zh Nevropatol Psikhiatr 73:725-30, 1973 (ng. Abstr.) 
(Rus) 


CHEMICALLY INDUCED 


Changes in facial structures of rats caused by 
supplements of vitamin A and Lathyrus odoratus. 
Abramovich A. J Dent Res 52:300-4, Mar-Apr 73 

Limb development in mouse embryos. I. Analysis of 
teratogenic effects of retinoic acid. Kochhar DM. 
Teratology 7:289-95, Jun 73 

[Tooth germs in congenital maxillary malformations in 
rat embryos 
(induction-histodifferentiation- 
morphodifferentiation)} Benoit R. 

— Odontostomatol (Paris) 99:301-23, Sep 72 = 
itr.) 


CLASSIFICATION 


[Prevention, interception and early therapy of 
malocclusions] MA. 
Mondo Odontostomatol 14:363-77, May-Jun 72 (Ita) 


COMPLICATIONS 


Osseous changes of osteopathia striata and Pyle’s 
disease occurring in a patient with an 11 year 
follow-up. A case report. Culver GJ, et al. 
Am J Roentgenol Radium Ther Nuc! Med 116:640-3, 
Nov 72 

Osseous changes of osteopathia striata and Pyle’s 
disease occurring in a patient with an 11 year 
follow-up. A case report. Culver GJ, et al. 
- _— Radium Ther Nucl Med 116:640-3, 

‘Ov 

[Dento-maxillo-facial deformities following cicatricial 
retractions of the neck, sequelae of burns in 
childhood] Masson CL, et al. 

Ann Chir Plast 17:254-9, 1972 (Eng. Abstr.) (Fre) 

{Rare nose abnormalities: unilateral aplasia in 
combination with cleft palates] Schweckendiek W, et 
al. HNO 21:73-6, Mar 73 (Eng. Abstr.) (Ger) 


DIAGNOSIS 
yey signs in various anomalies] Nawrath K. 
hr Kieferorthop 33:103-12, Jul 72 (Eng. Abstr.) 
(Ger) 
ETIOLOGY 


{Current concepts of the etiology of some 
dento-maxillary anomalies] Leal JB. 
Ann Stomatol (Roma) 21:193-201, Jul-Aug 72 (Fre) 


FAMILIAL & GENETIC 


Mandibular asymmetry of hereditary origin. Persson M. 
Am J Orthod 63:1-11, Jan 73 (22 ref.) 
Limited intermaxillary opening--an inherited trait. 
Horowitz SL, et al. Oral Surg 36:490-2, Oct 73 
[Congenital cleft lip, cleft << = —_ Palate in twin 
pregnancies] Bethmann 
Dtsch Gesundheitsw 27: 21 ‘Deo 73 (Eng. Abstr. 
(Ger 


[Problem and methodology of human genetic a. 
in the scope of orthodontics] Schulze C. 
Dtsch Zahnaerztl Z 28:380-4, Mar 73 (Ger) 

(Heredity and empirical hereditary prognosis of cleft 
lip and palate in 326 cases out of 309 unselected Swiss 
families} Hanhart E, et al. 

3 Genet Hum 20:93-134, Jun 72 (Eng. Abstr.) (Ger) 


OCCURRENCE 


Dental diseases among the children in Chung-Shin 
Village and Tsaotung. Hsieh CC. 

3 Formosan Med Assoc 71:537-49, 28 Aug 72 
[Dental survey in Hailuoto. V. Torus mandibularis: 
incidence and some viewpoints connected with 
inheritance] Alvesalo L, et al. 

Suom Hammaslaak Toim 68:307-14, 1972 (Eng. Abstr.) 


) 

[Congenital cleft lip, cleft jaw and —_ palate in twin 
pregnancies} Bethmann W, et 

Dtsch Gesundheitsw 27: 2436-8, 21 (Eng. 


PATHOLOGY 


Aplasia of the first and second branchial arches. Black 
FO, et al. Arch Otolaryngol 98:124-8, Aug 73 


Duplication of the mandibular canal. Kiersch TA, et al. 
Oral Surg 35:133-4, Jan 73 

[Value of teleradiographic examination in orthopedics 
and dentomaxillary facial surgery] Estanove, et al. 
J Med Lyon 53:835-42, 5 Jun 72 (Eng. Abstr.) (Fre) 

(Tridimensional craniofacial teleradiographic analysis 
in temporomandibular ankylosis] Delaire J, et al. 
Orthod Fr 42:453-62, 1971 (Eng. Abstr.) (Fre) 

[X-ray changes in the skull with congenital and 
acquired maxillodental deformities] Rabukhina NA, 
et al. 

Rentgenol Radiol 48:51-7, May-Jun 73 
r.) 

[Value of the panoramic method of a in 
the diagnosis of _— and jaw diseases in children] 
Shekhter IA, et 
Vestn Rentgenol 48:82-7, Jan-Feb 73 
Abstr.) 


SURGERY 


Surgical treatment of vertically open bite. Petrovié S. 
Acta Chir Plast (Praha) 15:39-45, 1973 
President’s page. Bell WH, et al. 
Am J Orthod 64:162-87, Aug 73 
Maxillo-mandibular surgery for correction of 
dentofacial deformities. 1. Pre-operative evaluation. 
Weinberg S, et al. J Can Dent Assoc 39:263-6, Apr 73 
Skeletal models as an adjunct to jaw surgery. McMahon 
RE, et al. J Oral Surg 31:340-7, May 73 
Facial deformity--surgical treatment. Pericots Ayats J, 
et al. Trans Congr Int Assoc Oral Surg 4:345-8, 1973 
A simple method for the avoidance of relapse in 
mandibular osteotomy. Prowler JR. 
Trans Congr Int Assoc Oral Surg 4:242-5, 1973 
Mandibular asymmetry. Waite DE. 
Trans Congr Int Assoc Oral Surg 4:246-51, 1973 
(Cherubism (apropos of a case) }] Leroux-Robert J, et al. 
Ann Otolaryngol Chir Cervicofac 90:95-100, Jan-Feb 73 
(Eng. Abstr.) (Fre) 
[Development and advances in oral surgery] Kéle H. 
Wien Med Wochenschr 122:687-91, 18 Nov 72 (Ger) 


(Surgical treament of neoplasms, anomalies and jaw 
fractures] Koblin I, et al. 
Zahnaerzt! Prax 23:614-9, Nov 72 (Ger) 


(Management of facial and dental anomalies. Basic 
principles of orthodontic and plastic reconstruction] 
Demetriades AG, et al. 

Odontostomatol Proodos 26:151-60, May-Jun 72 (Gre) 

{Growth anomaly of the tongue, its relation to jaw 
anomalies and its surgical treatment] Gasparini F, et 
al. 


Riv Ital Stomatol 26:160-84, Mar 71 (Eng. Abstr.) (Ita) 
{A correction of mandibular deformity with silicon 

implant] Fukaya M, et al. 
Aichi Gakuin J Dent Sci 10:150-3, Sep 72 (Eng. — 
lap) 


(The correction of anomalies of the dentomaxillofacial 
system as a method of treatment of arthropathies in 
adults] Uzhumetskene II. 

Stomatologiia (Mosk) 52:51-3, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 

(Correction of jaw deformities by surgical procedures 
on alveolar process) Pidéevi¢A, et al. 

Stomatol Glas Srb 205-12, May-Jul 72 (Eng. — 
(Cro) 


THERAPY 


(In what case is a jaw abnormality a disease in the sense 
of the State Insurance Order? Decision of the Federal 
Social court from October 20th, 1972 (3RK 93-71))} 
Pohl. Zahnaerztl Mitt 63:102-6, 1 Feb 73 (Ger) 

[Etiology, diagnosis and treatment of 
anterior-posterior anomalies of the jaws] Mpaltas NG. 
Odontiatrike 210-6, May-Jun 72 (Eng. Abstr.) (Gre) 

[Clinical examination, diagnosis, therapy and outcome 
of a case of dysgnathia] Riccioli GA. 

Mondo Odontostomatol 14:963-8, Nov-Dec 72 (Ita) 

[A removable orthodontic appliance for the treatment 
of the underdeveloped anterior segment of the 
mandible] Musevi VM. 

Stomatologiia (Mosk) 52:96-7, Sep-Oct 73 (Rus) 

[Bridges for patients with lip, jaw and — anomalies. 
A follow-up study] Lindén U, et 
Tandlakartidningen 64:704-10, 1 Nov (we) 

VETERINARY 


Congenital defects in Finnish calves. Oksanen A. 
Nord Vet Med 24:156-61, Mar 72 


JAW DISEASES 


Cervical spine involvement in patients with chronic 
arthritis undergoing ee surgery. Ornilla E, 
et al. Ann Rheum Dis 31:364-8, Sep 72 


JAW DISEASES 


Basal cell nevus. Markovits AS, et al. 
Arch Ophthalmol 88:397-9, Oct 72 
Multiple basal cell naevi syndrome. A case report. 
Webb CH. Br Dent J 133:491-2, 5 Dec 72 
The production of a bone resorbing factor by dental 
cysts in vitro. Harris M, et al. 
Br J Oral Surg 10:334-8, Mar 73 
Nevoid basal cell carcinoma syndrome. Jackson R, et al. 
Can Med Assoc J 105:850 passim, 23 Oct 71 
Cytogenetic studies on cultured fibroblast-like cells 
derived from basal cell carcinoma tissue. Happle R, et 
al. Clim Gemet 4:17-24, 1973 
Two cases of aneurysmal bone cysts of the jaws. 
Romaniuk K, et al. Int J Oral Surg 1:48-52, 1972 
Fibrous dysplasia: a nosologic problem in the diagnosis 
of fibro-osseous lesions of the jaws. Eversole LR, et al. 
J Oral Pathol 1:189-220, 1972 (380 ref.) 
Arteriovenous malformations of the mandible, maxilla, 
orbit, and cerebrum: report of case with 20-year 
follow-up. Brown DG, et al. J Oral Surg 31:553-5, Jul 73 
Eosinophilic granuloma of bone: report of case. Snyder 
SR, et al. J Oral Surg 31:712-5, Sep 73 
Chronic sclerosing osteomyelitis of maxilla and 
mandible: review of the literature and report of case. 
Towns TM. J Oral Surg 30:903-5, Dec 72 
Bone resorption and prosthodontics. Fenton AH. 
3 Prosthet Dent 29:477-83, May 73 (32 ref.) 
The management of gross alveolar resorption. Hobkirk 
JA. J Prosthet Dent 29:397-404, Apr 73 
Osteomyelitis jaw. Sidhu SS, et al. 
Newsl Int Coll Dent [India] 9:1-4, Jun 72 
Benign fibro-osseous lesions of the jaws: a 
clinical-radiologic-histologic review of sixty-five 
cases. II. Benign fibro-osseous lesions of periodontal 
ligament origin. Waldron CA, et al. 
Oral Surg 35:340-50, Mar 73 
Benign fibro-osseous lesions of the jaws: a 
clinical-radiologic-histologic review of sixty-five 
cases. Waldron CA, et al. Oral Surg 35:190-201, Feb 73 
Dental changes in Burkitt’s lymphoma. Adatia AK. 
Pathol Microbiol (Basel) 39:196-203, 1973 
Infections related to the jaws. Merchant NE. 
Practitioner 209:679-81, Nov 72 
Odontogenic keratocysts. Calonius PE, et al 
Suom Hammasiaak Toim 68:243-50, 1972 
The histopathology of some central non-odontigenic 
tumors and tumor-like conditions of the jaws. Kramer 
IR. Trans Congr Int Assoc Oral Surg 4: = 1973 
(Basal cell nevi syndrome] Roorda 

Tijdschr Geneeskd 116:1644-9, (Eng. 

(Dut) 

[Cystic tumors of the maxillofacial structure] Bonne 
RE, et al. Acta Stomatol Belg 70:45-69, 1973 (Fre) 
[Gorlin’s syndrome. Multiple: nevoid basocellular 
epitheliomas. Clinical and radioautographic study] 
Achten G, et al. 
J Med Lyon 53:1009-15, 5 Sep 72 (Eng. Abstr.) (Fre) 
(Residual osteitis and its complications] Schwarz E. 
Zahnmaerzt! Prax 22:209-10, 15 Sep 71 (Ger) 
(Ectodermal cysts of the jaws] Mella L. 
Rass Trimest Odontoiatr 53:17-27, Jan-Mar 72 (Eng. 
Abstr.) (Ita) 
[A case of multiple exostoses accompanied with 
contact pain caused by jut of bony fragments] 
Hasegawa A, et al. 
Odontology (Tokyo) 61:318-22, Jun 73 (Jap) 

et al 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:207-15, 
Jan-Dec 72 (Eng. Abstr.) (Por) 
(Chronic sclerosing osteomyelitis] Araujo NS de, et al. 
Rev Fac Odontol Sao Paulo 10:5-12, Jan-Jun 72 (Eng. 
Abstr.) (Por) 
{Epidermoid cysts of the jaws] Nunes da Silva A. 
An Esp Odontoestomatol 32:21-34, Jan-Feb 73 (Spa) 
(Jaw cysts, a main symptom of the basal cell nevus 
syndrome] Matras H, et al. 
Rev Esp Estomatol 20:443-8, Nov-Dec 72 (Spa) 
(The basal cell nevus syndrome] berg A, et al. 
Lakartidningen 70:478-81, 7 Feb 73 (Eng. Abstr.) 


(Swe) 
[Osteosclerosis} Giirkan SI, et al. 

Dishekim Derg 3:399-402, Jul 72 (Eng. Abstr.) (Tur? 
{Variable approaches in the treatment of the 
odontogenic keratocyst] Forman GH. 

Isr J Dent Med 22:37-44, Apr 73 (Mul) 


BLOOD 
[Distribution of lactic dehydrogenase isoenzymes in 
the blood of with phlegmons of the 
maxillof: Karandashov VI, et al. 
Stomatologiia "eee 52:28-31, Jul-Aug 73 (Eng. 
Abstr.) (Rus) 
CHEMICALLY INDUCED 


Phosphorus necrosis of the jaw: Miles AE. 
Br Dent J 133:203-6, Sep 


COMPLICATIONS 
Temporal arteritis. Sandok BA. 
JAMA 222:1405-6, 11 Dec 72 
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JAW DISEASES 


An unusual case of neonatal jaundice in a throughbred 
foal. Blakely JA. NZ Vet J 21:123-4, Jun 73 
(Cysts of the jaw with aggressive behavior) Stoelinga 

PJ, et al. 

Ned Tijdschr Geneeskd 117:61-7, 13 Jan 73 (Eng. 
Abstr.) (Dut) 
{The malignant degeneration of cysts in the jaw region] 

Luhr HG, et al. 

Fortschr Kiefer Gesichtschir 15:224-7, 1972 (Eng. 

Abstr.) (Ger) 
{ Ectodermal dysplasia with total mandibular anodontia 

and partial extensive maxillary anodontia at the age of 

15] Polexe M, et al. 

Stomatologia (Bucur) 19:447-50, Sep-Oct 72 (Rum) 


DIAGNOSIS 


Differential diagnosis of fibro-osseous jaw lesions 
(fibrous dysplasia vs. ossifying fibroma). 
et al. Beitr Pathol 148:221-9, 

{Proposal of a toxonomy for i mouth 
and jaw diseases for data recording in the surgical 
polyclinic) Pfeifer G, et al. 
Dtsch Zahnaerztl Z 28:361, Feb 73 (Ger) 

[Diagnosis of maxillofacial diseases using skin 
temperature comparison] Schmid F. 

ZWR 81:1132-6, 15 Dec 72 (Ger 

{Problems of histopathological diagnosis of 
dysplasia of the jaws] Dutescu N, et al. 
Stomatologia (Bucur) 19:419-28, Sep-Oct 72 (Eng. 
Abstr.) (Rum) 


DRUG THERAPY 


{Results with Cephalexin in 25 cases eS dental disease 
and oral surgery] Sortino G, et 
Minerva Stomatol 21:203-6, Sep-Oct n« (Eng. Abstr.) 
(Ita) 
{Treatment of purulent wounds of the maxillofacial 
region in elderly and senile patients) Grigorchik IuF. 
Stomatologiia (Mosk) 51:81-2, May-Jun 72 (Eng. 
Abstr.) (Rus) 
(The use of gastric juice in the complex therapy of 
— of the perimaxillary region] Magarill ESh, 


Stomatologiia (Mosk) 51:43-5, May-Jun 72 
Abstr.) 


ENZYMOLOGY 


Microspectrophotometric study of enzymatic activity 
in the epithelium of jaw cysts. Albano HA. 
Trans Congr Int Assoc Oral Surg 4:90-3, 1973 
{Activity of transaminases in perimaxillary 
Phlegmons}] Kolodkin AV, et al. 

Stomatologiia (Mosk) 52:83, Sep-Oct 73 (Rus) 


ETIOLOGY 


Enlargement of the 
muscular dystrophy. Ardran GM, et 

Clin Radiol 24:359-64, Jul 73 

[100 cases of bucco-pharyngeal epitheliomas treated by 
ionizing radiation] Ennuyer et al. 

Rev Stomatol Chir Maxiliofac 73:402-9, Jul-Aug 72 
(Eng. Abstr.) (Fre) 

— ostitis) G, et al. 

Zahnaerztl Z 28:683-7, Jun 73 


FAMILIAL & GENETIC 


(Ger) 


The basal cell naevus syndrome. Report of a family with 

anosmia and a case of hypogonadotrophic 
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Trans Congr Int Assoc Oral Surg 4:33-9, 1973 
(Organization of therapeuiic aid to patients with 
tumors of the maxillofacial region] Paches AI. 
Stomatologiia (Mosk) 51:64-5, Nov-Dec 72 (Rus) 


VETERINARY 


Oral carcinomata in a salmon (Salmo salar L.). Roberts 
RJ. Vet Rec 91:199, 19 Aug 72 


JAW RELATION RECORD 
Factors influencing recording — jaw relation. 
Fletcher AM. Apex 7:51-3, Mar 
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Functionally generated paths in occlusal surface 
design. Setchell DJ. Apex 6:149-51, Sep 72 
Taking the bite. Veal SJ, et al. 

Dent Assist 42:19-23, Jul 73 

The use of latcral interocclusal records in 
semiadjustable articulators. Azarmehr P, et al. 
J Prosthet Dent 29:330-3, Mar 73 

Letter to the editor: A comparison of articulator 
mountings made with centric relation and myocentric 
Position records. Dinham R, et al. 

J Prosthet Dent 29:586-7, May 73 
Centric-relation recording techniques--a comparative 
investigation. Kantor ME, et al. 

3 Prosthet Dent 28:593-600, Dec 72 

Guidelines for the technician in mounting maxillary 
casts utilizing a modeli d face-bow record. 
Miller JB, et al. J Prosthet Dent 28:642-6, Dec 72 
Determination of the accuracy of wax interocclusal 
registrations. II. Millstein PL, et al. 

J Prosthet Dent 29:40-5, Jan 73 

The pantograph as a face-bow transfer instrument. 
Moberg CT, et al. J Prosthet Dent 29:139-45, Feb 73 
Exercise therapy for accurate recording of centric 
relation. Nasr MF, et al. J Prosthet Dent 29:5-9, Jan 73 
A technique for bite plane construction. Shulman J. 
J Prosthet Dent 29:334-9, 73 

A technique for the transfer of coping and jaw 
relationships. Smukler H, et al. 

J Prosthet Dent 29:183-90, Feb 73 

Significance of the Christensen phenomenon in 
complete denture construction. Csoma M. 
Quintessence Int 4:33-8, May 73 

Simplified construction of stable custom clutches for 
Pantographic tracing. II. Dragan WB. 
Quintessence Int 4:33-6, Jul 73 

Mandibular movement capacity in the rat. Risnes S. 
Scand J Dent Res 81:170-3, 1 

Dental ecology, the temporomandibular joint, and the 
cranio-mandibular articulation. Vaughan HC. 

Sci Educ Bull Int Coll Dent 3:85-8, 1970 
(Articulators--to the garbage can] Laurent E. 
Dentoscope 5:10-2, Jul-Aug 72 (Fre) 
(Occlusion. Present data. 2] Saadoun AP. 

Rev Odontostomatol (Paris) 19:477-84 passim, 
Nov-Dec 72 (Fre) 
{Shreinemakers’s method in bite registration of 
toothless lower arch] Doual, et al. 

Rev Stomatoodontol Nord Fr 27:43-6, Jan-Mar 72 (Fre) 
[Therapeutic objectives of bite planes} Robillard E, et 
al. Rev Stomatoodontol Nord Fr 27:121-6, 1972 (Fre) 
{Oral rehabilitation (I)] Gerbert HA. 

Dent Labor (Munch) 19:23-8, 13 Nov 71 (Ger) 
[Articulation of complete dentures} Schreinemakers. 
Dent Labor (Munch) 21:481-3, 23 May 73 (Ger) 
(Occlusal position and its relation to selection, setting 
up and form of the teeth] Weggen E, et al. 
Dtsch Stomatol 23:429-37, Jun 73 (Eng. Abstr.) (Ger) 
[Proposal for rationalization of the relation 
determination in preparation of crowns and bridges] 
Kobes LW. 

Dtsch Zahnaerztl Z 28:770-4, 1973 (Eng. Abstr.) (Ger) 
[Effects of incorrect registration of condylar 
inclination on the precision of reproduction of lateral 
movements] Rossbach A. 

Dtsch Zahnaerztl Z 28:358-61, Feb 73 (Eng. Abstr.) 


{Importance of gnathology in dentistry] Moser F. 
Osterr Dent Z 25:110-9, Jun 73 (Ger) 
(Methodology of the universal-static preparation of 
dentures using the new universal static articulator] 
Daub H. 

Osterr Zahntech Handwerk 17:6-15, Jul 72 (Ger) 
(The Prosthetic importance of the 

Christ during the preparation of a 
lower and upper complete denture] Csoma A 
Quintessenz 23:95-100, Nov 72 (Ger 
[Preparing the office for bite aaa Schnobrich 
G. Quintessenz J 2:23, Dec (Ger) 
[Registration of the centric on relation of the 
mandible in the edentulous (comparative study)] 
Geering A, et al. 

Schweiz Monatsschr Zahnheilkd 82:1026-38, Oct 72 
(Eng. Abstr.) (Ger) 
[Precision adjustment of the vertical dimension based 
on the speech distance. Determination of speech 
distance] Clemencon R. 
Zahnaerztl Prax 22:121-2, 1 Jun 71 (Ger) 
(Gnathology--prosthetic concept or fad?] Spranger H. 
Zahnaerzt! Prax 23:629-30, 1 Dec 73 (Ger) 
(Gnathology--prosthetic concept or fad?] Spranger H. 
Zahnaerzt! Prax 23:629-30, 1 Dec 72 (Ger) 
[Bite registration] Schiller HU. 
Zahntechnik (Zur) 29:140-7, Mar-Apr 71 (Ger) 
(Systematic examination of patients with functional 
disorders of the masticatory system. 2. Analysis of 
occiusion] Horn R. ZWR 82:693-8, 25 Jul 73 (Ger) 
[Significance of determination of mandibular position 
and the rotatory axis in retruded contact position] 
Hupfauf L. ZWR 82:605-9, 25 Jun 73 (Ger) 
(Mandibular movements and pantographic records) 
Bogiatzes D. 

Odontiatrike 5:349-55, Sep-Oct 72 (Eng. Abstr.) (Gre) 
{Fundamental gnathologic elements in formation 
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technic) Lehmann K, et al. 
Rass Odontotec 20:19-31, Mar-Apr 73 (Ita) 
[A study of clinical experiments on Gothic arch apex 
and terminal hinge position in edentulous patients] 
Baba E. Odontology (Tokyo) 61:434-47, Jun 73 (Jap) 
[A study of checkbite method measurements of the 
horizontal inclination of the condylar track. I. 
Fundamental experiment] Sakuma H. 
Shikwa Gakuho 73:1-30, Jan 73 (Eng. Abstr.) (Jap) 
[A study of checkbite method measurements of the 
horizontal inclination of the codylar track. II. Clinical 
experiment] Sakuma H. 
Shikwa Gakuho 73:31-58, Jan 73 (Eng. Abstr.) (Jap) 
(Clinico-experimental study on the posterior limits of 
the mandibular lateral movement. An investigation by 
the intraoral gothic-arch tracer] Usuda T. 
Shikwa Gakuho 73:354-413, Feb 73 (Eng. Abstr.) (Jap) 
[Intra and extra oral records: comparative study] 
Mazzonetto SF, et al. 
Bol Fac Odontol Piracicaba 1-11, 1972 (Eng. wo 
or 
[Variation of the centric relation position under 
different registering conditions and its relation to 
—— intercuspal habitual position] Pazzini LI, et 


Cult 6:14-21, Jan-Jun 72 (Eng. Abstr.) (Por) 
{Importance of correct registration in centric relation] 

Siqueira E dos S. 

Rev Bras Odontol 29:190-1, May-Jun 72 (Eng. —, 


or 
(Correlation between sagital midline and hinge axis in 
prosthesis} Angerami JR, et al. 
Sel Odontol (Sao Paulo) 3:10 passim, Dec 72 (Por) 
[The use of permanent metal bases from aluminum in 
the preparation of occlucal templates and models for 
complete prostheses] Cseh Z, et al. 
Stomatologia (Bucur) 22:129-34, Mar-Apr 73 (Eng. 
Abstr.) (Rum) 
{Impression taking of the mandibular occlusal plane] 
Lifac LE. 


Rev Agrup Odontol Cap Fed (B Aires) 20:1279-80, 1972 
(Spa) 
(Jaw relation record in the Ist half of the 19th century] 
Bagur DB. 


Rev Asoc Odontol Argent 60:480-2, Oct 72 (Spa) 
yp of the value of occlusion diagnostic and of 
of the masticating function] Kosovel Z. 

‘Acta Croat 7:31-5, 1972-73 (Eng. 
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Importance of a stable maxillomandibular relation. 
Dyer EH. J Prosthet Dent 30:241-51, Sep 73 
Masticatory movements of the jaw measured at angles 
of approach to the occlusal plane. Gibbs CH, et al. 
J Prosthet Dent 30:283-8, Sep 73 

Graphic analysis of hinge motion on the sagittal plane. 
Knap FJ, et al. J Prosthet Dent 29:390-6, Apr 73 
Locating centric relation with a leaf gauge. Long JH. 
J Prosthet Dent 29:608-10, Jun 73 

An instrument for locating centric relation. Long JH Jr. 
J Prosthet Dent 30:50-2, Jul 73 

A technique to record jaw relations for distally 
edentulous dental arches. Wagner AG. 

J Prosthet Dent 29:405-7, Apr 73 

Effect of jaw guidance on retruded stroke as recorded 
in the sagittal plane. Ziebert GJ, et al. 

3 Prosthet Dent 29:262-8, Mar 73 

Simplified construction of stable custom clutches for 
Pantographic tracing. 1. Dragan WB. 
Quintessence Imt 4:27-35, Jun 73 

(Methods for preparing models for full dentures] 
Basileios AP. 

Odontiatrike 5:433-7, Nov-Dec 72 (Eng. Abstr.) (¢ire) 
{A method of determination of centric occlusio» in 
edentulous jaws} Akhmedov AA, et al. 
Stomatologiia (Mosk) 51:53-4, May-Jun 72 (Eng. 
Abstr.) (Rus) 


(Oral rehabilitation (II). Analysis of physiological 
occlusion and its technical restoration] Weissmann H. 
Dent Labor (Munch) 19:25-9, 15 Dec 71 (Ger) 


JOINT DISEASES 


[Diagnosis and therapy of temporomandibvlar joint 
tumors and pseudotumors}] Luhr HG, et al. 
Zahnaerztl Z 27:247, 1972 


DIAGNOSIS 


(Temporomandibular joint clicking. A literature 
review and a pantografic evaluation] Rasmussen OC. 
Tandilaegebladet 77:299-312, Mar 73 (21 ref.) 
Abstr.) Dan) 

(Functional disorders in the joint 


STANDARDS 

region. nm and symptoms upfauf L. 
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ETIOLOGY 


[Pathogenesis and clinical aspects of 
ee condyle deformation] Jacobs HG, 
et 
Dtsch Zahnaerztl Z 27:888-94, 1972 (Eng. Abstr.) (Ger) 


SURGERY 


{Indications and contraindications for surgical 
crs of the temporomandibular joint] Perko 


Schweiz Monatsschr Zahnheilkd 83:73-81, 1973 (Eng. 
Abstr.) (Ger) 


JOINT TUBERCULOSIS see under TUBERCULOSIS, 
OSTEOARTICULAR (C1, C3) 
JOURNALISM, DENTAL 


End of dentist’s libel action. Some legal implications of 
the Dr action. 

Br Med J 4:372-4, 11 Nov 72 

Helpful hints for aspiring authors. Cleaton-Jones P. 
Diastema 3:21-2, 1972 

Who’s looking over your shoulder? Cordero F. 
Journalism Conf Workshop ADA 43-9, 1972 

A president looks at his dental journals. Faust JM. 
Journalism Conf Workshop ADA 50-60, 1972 

How to do it--organize your own regional journalism 
conference. Gilster JE. 

Journalism Conf Workshop ADA 20-5, 1972 
The editor: communicator or obfuscator. Goulding PC. 
Journalism Conf Workshop ADA 5-11, 1972 
The role of dental student publications in dental 
journalism. Traxler HV. 

Journalism Conf Workshop ADA 26-9, 1972 
Opini on ini king. Voelker WH Jr. 
Journalism Conf Workshop ADA 30-42, 1972 
{One year of the Quintessenz-Journal--experiences, 
possibilities, and requirements] Kimmel K. 
Quintessenz J 2:7-9, Jan 72 (Ger) 
{Dental Volapiik or the emperor’s new clothes] Bjérn 
H. Tandlakartidningen 64:637-9, 1 Oct 72 (Swe) 
{Reply to Hilding Bjérn] Wedendal P. 
Tandilakartidningen 64:639-41, 1 Oct 72 


JUGAL BONE see under ZYGOMA (A2) 


JUGULAR VEIN 
SURGERY 


(Swe) 


{A rare case of resection of the carotid arteries and the 
jugular vein for chemodectoma of the carotid gland 
with a good postoperative outcome] Cherenova KI, et 
al. Stomatologiia (Mosk) 52:85-6, Jul-Aug 73 (Rus) 


JURISPRUDENCE 


see also related 
FORENSIC DENTISTRY (G2, I) 
MALPRACTICE (N3) 


Modern trends in dental jurisprudence. Seears J. 
Anglo Contin Dent Soc 19-21, Sep 72 

Legal responsibility for professional negligence. 
Hughes TE. Aust Dent J 17:257-61, Aug 72 
Resume of present medical--legal standards. Sarner H. 
Dent Clin North Am 17:561-5, Jul 73 

Ringing the bell. Irish RL. 

Dent Manage 13:21 passim, Jan 73 

Was tetanus death linked to denture? Kane SD. 
Dent Surv 48:98 passim, Oct 72 

Medico-legal aspects of local anaesthesia. Hutchison L. 
3 Can Dent Assoc 38:411-3, Nov 72 

Law and economics and dental practice. Lambright SK, 
et al. J Mo Dent Assoc 53:22-3, Jan 73 

The dentist as a witness. Fierstein M. 

NY J Dent 43:81-2 passim, Mar 73 

Dentistry and the law. Fierstein M. 

NY J Dent 42:249-51, Oct 72 

Dental operative consent--the dentist’s legal 
responsibility. Salman S, et al. 

NY State Dent J 38:610-1, Dec 72 

Endodontic litigation. Serene TP. 

Oral Surg 36:422-5, Sep 73 

(Hypnosis. Juridical and moral aspect) Berthelot G. 
Cah Odontostomatol Touraine 4:17-20, Jan-Mar 72 


(Fre) 
{The responsibility of the dental practitioner. The 
emergency bag] Pompians-Miniac L. 
Rev Belge Med Dent 27:227-41, Mar 72 (Fre) 
{Right of the patient to request his dental 
radiographs?] Reuling. 
Niedersachs Zahnaerztebl 7:126-7, Aug 72 (Ger) 
[Preventive fluoride therapy in dental insurance 
practice. Review of an epoch-making ruling by the 
Niedersachsen County Social Court] Reuling R. 
Niedersachs Zahnaerztebl 7:148-50, Sep 72 (Ger) 
[Practical experiences of expert witnesses] Ambros 
WO. Osterr Dent Z 25:128-40, Jul 73 (Ger) 


(The meaning of professional secrecy and the dental 
assistant] Gliick J. Quintessenz J 2:11-2, Sep 72 (Ger) 

{Jaw malpositions are to be regarded as diseases. 
Judgement of the Federal Social Court from 
February, 23th 1973 (3RK 82-72)] Pohl. 
Zahnaerzt! Mitt 63:509-11, 1 Jun 73 (Ger) 

(Legal responsibilities of dental technicians) 
Rétzscher K. 

Zahntechnik (Berl) 13:515-9, Dec 72 (Ger) 

[Estimation of damage to the er apparatus 
according to civil law] Fontana 
Mondo Odontostomatol 14:611-20, 72 
Abstr.) 

(Transplants, reimplants and dental ND 
legal and ethical considerations) Medeiros EP, et al. 
Rev Bras Odontol 29:84-7, Mar-Apr 72 (Eng. oe 

or) 


{A case for the Consumers’ Ombudsman: dentifrice 
advertisement indicted--but was acquitted) 
Tandlakartidningen 64:676-8, 15 Oct 72 


KALLIKREIN 


(Swe) 


(Enzymes of the kallikrein-chinin system in patients 
with periodontal diseases] Danikevskii NF, et al. 
Stomatologiia (Mosk) 52:6-9, Jul-Aug 73 (Eng. Abstr.) 

(Rus) 


KAPOSI’S SARCOMA see SARCOMA, KAPOSI’S 
(C2) 
KARYOKINESIS see under CELL DIVISION (G1) 


KARYOTYPING 


Cytophotometric measurements of the DNA content 
and chromosomal features of polymer-induced 
tumors in rats. Sakaki T, et 

J Osaka Dent Univ 5:148-62, Oct 71 


KEFIR see under MILK (A13, J) 
KEFLIN see CEPHALOTHIN (D3) 
KERATIN 


Histological and ultrastructural observations on the 
keratinizing epithelia of the palate of the rat. 
Hayward AF, et al. Arch Oral Biol 18:1041-57, Aug 73 

Possible phagocytosis by keratinocytes: ultrastructural 
evidence from the study of human oral mucosa in 
organ culture. MacCallum DK, et al. 

Arch Oral Biol 18:449-55, Mar 73 

The effect of friction on the keratinising epithelia of 
the oral mucosa and skin of rodents. Mackenzie IC. 
Br Dent J 134:231-6, 20 Mar 73 

Keratinized squamous epithelium of normal and 
wounded palatal mucosa in guinea pigs. A light and 
electron microscopical investigation. Fejerskov O. 
Periodont Res 11:Suppl 11:1-80, 197. 

The relationship between the width of keratinized 
gingiva and gingival health. Lang NP, et al. 
J Periodontol 43:623-7, Oct 72 

[Keratocysts of jaws) Klammt J. 

Dtsch Stomatol 22:501-9, Jul 72 (Eng. Abstr.) (Ger) 

{Variable approaches in the treatment of the 
odontogenic keratocyst] Forman GH. 

Isr J Dent Med 22:37-44, Apr 73 (Mul) 


ANALYSIS 


The gingival seal--a report on an histochemical 

investigation of the denta! cuticle. Cran JA. 

Aust Dent J 17:346-52, Oct 72 

Histochemical the epithelium of the oral 

cavity] Mogil’naia G 

'§2:7-10, Sep-Oct 73 Ss. 
itr.) 


KERATOACANTHOMA 
DIAGNOSIS 


Keratoacanthoma is frequently a dangerous diagnosis. 
Iverson RE, et al. Am J Surg 126:359-65, Sep 73 


PATHOLOGY 


situation of keratoacanthoma centrifugum) 
edzifiski F, et al. Hautarzt 24:120-3, Mar 73 (Ger) 


SURGERY 
Intraoral prosthetic rehabilitation in patients with an 
extensive facial reconstruction. I. 
Ala J Med Sci 10:67-70, Jan 73 


KERATODERMA see under KERATOSIS (C12) 


KIDNEY, ARTIFICIAL 


KERATOSIS 


Palmar-plantar hyperkeratosis and concomitant 
periodontal destruction (papillon-lefévre syndrome). 
Giansanti JS, et al. Oral Surg 36:40-8, Jul 73 
{Juvenile periodontopathies and skin diseases] 
Herforth A, et al. 

Dtsch Z 28:242-6, Feb 73 (Eng. Abstr.) 
(Ger) 
[A case of Papillon-Lefévre syndrome] Keszthelyi G, et 
al. Fogorv Sz 66:10-3, Jan 73 (Hun) 
{Familial juvenile periodontosis associated with 
keratodermia palmaris et plantaris (Papillon-Lefévre 
syndrome)] D’Angelo M. 

Rass Int Stomatol Prat 23:111-24, Jul-Aug 72 (Ita) 
[ Papillon- syndrome (report of 2 cases)] 
Kralisz 


Czas Raspanet 26:839-45, Aug 73 (Eng. Abstr.) (Pol) 
[Papillon-Lefévre syndrome. Case report] Martins CR, 
et al. 

Arq Cent Estud Fac Odontol (Belo Horiz) 9:147-51, 
Jan-Dec 72 (Eng. Abstr.) (Por) 
[A case of Papillon-Lefevre syndrome] Kunin AA. 
Stomatologiia (Mosk) 52:74-5, May-Jun 73 (Rus) 
[Clinico-laboratory data on Papillon-Lefévre 
syndrome] Pleshkova NM, et al. 

Stomatologiia (Mosk) 52:76-7, Sep-Oct 73 (Rus) 


COMPLICATIONS 


[A case of Papillon-Lefevre syndrome] Vazquez Ajuria 
F. An Esp Odontoestomatol 32:15-20, Jan-Feb 73 (Spa) 


PATHOLOGY 


Clinicopathologic and histochemical characterization 
of submucosal deposits in snuff dipper’s keratosis. 
Archard HO, et al. J Oral Pathol 1:3-11, 1972 

(Hyperkeratosis of the lip = scanning electron 
microscopy] Svejda J, et 
Cesk Stomatol 73:84-7, Mar s (Eng. Abstr.) (Cze) 


SURGERY 


Cryosurgery of oral white lesions. Chapin ME, et al. 
3 Oral Surg 31:584-91, Aug 73 


KERR-MILLS PROGRAMS see under MEDICAL 
ASSISTANCE, TITLE 19 (N3) 
KETAMINE 


[Value of ketamine in general odontost tological 

anesthesia] Cros P, et al. 

Ann Odontostomatol (Lyon) 29:75-83, ee 


ADMINISTRATION & DOSAGE 


Ketamine anesthesia in ambulatory dental practice. 
Rooker M, et al. Anesth Prog 19:121-3, Sep-Oct 72 
Neuroleptanalgesia and dissociative drugs. Greenfield 
W. Dent Clin North Am 17:263-74, Apr 73 
Ketamine: a general anesthetic for unmanageable 
ambulatory patients. Carrel R. 
J Dent Child 40:288-92, Jul-Aug 73 
(Ketamine in general anesthesia in dentistry] De Biase 
S. Ann Stomatol (Roma) 21:167-71, May-Jun 72 (Ita) 


ADVERSE EFFECTS 


etamine anesthesi d thoughts. McLaughlin 
DF, et al. Amesth Prog 20:43-5, Mar-Apr 73 


KETOSEPHOSPHATE ALDEHYDE-LYASE see 
ALDOLASE (D9) 
KIDNEY 
TRANSPLANTATION 
Homologous serum hepatitis and the dental treatment 
of renal dialysis and kidney transplant patients. 


Donaldson D. Br Dent J 132:391-3, 16 May 72 
Dental management of the patient treated by renal 


transplantation: preoperative and tive 
considerations. Bottomley WK, et al. 

3 Am Dent Assoc 85:1330-5, Dec 72 
Periodontal status of renal transplant patients 
receiving essive Schuller PD, 
et al. J Periodontol 44: 167-70, Mar 73 
KIDNEY, ARTIFICIAL 


[Dental care in patients treated with an artificial 

kidney) Jacques G, et al. 

Soc Odontostomatol Nord Est Rev Amn 111-4, 1971 
(Fre) 
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KIDNEY CALCULI 


KIDNEY CALCULI 


{Concommitant sialo and nephrolithiasis. 
Etiopathogenetic considerations] De Tomasi A, et al. 
Rass Trimest Odontoiatr 53:81-9, Apr-Jun 72 os 
Abstr.) 


KIDNEY CONCENTRATING 
(Dependence of fluoride excretion on the urine 
volume] Binder K. 

Osterr Z Stomatol 70:144-8, Apr 73 


KIDNEY DISEASES 


COMPLICATIONS 


(Ger) 


(Studies on the facial skull and periodontium in 
patients with chronic kidney diseases) Konzack K, et 


al. 
Dtsch Stomatol 22:779-83, Oct 72 (Eng. Abstr.) (Ger) 
ETIOLOGY 


[Focal infections and nephropathies) 
Lagrue G, et al. 
pred Stomatol Chir Maxillofac 73:441-54, Sep 72 ook 
itr.) 


KIDNEY FAILURE, CHRONIC 


see also related 
HEMODIALYSIS (E2) 
UREMIA (C6) 


DIAGNOSIS 


{Disseminated histoplasmosis with adrenal 
diagnosed by oral lesions] Cernéa P, et 


Rev Stomatol Chir Maxillofac 73:387-401, Jul-Aug 72 
(Eng. Abstr.) (Fre) 


KININS 
METABOLISM 


{Enzymes of the kallikrein-chinin system in patients 
with periodontal diseases] Danikevskif NF, et al. 
Stomatologiia (Mosk) 52:6-9, Jul-Aug 73 (Eng. Abstr.) 

(Rus) 


KLINEFELTER’S SYNDROME 


Two case reports: taurodontism and taurodontism in 
Kleinfelter’s syndrome. Mednick GA. 
3 Mich State Dent Assoc 55:212-5, Jul-Aug 73 


KLIPPEL-FEIL SYNDROME 


Gas in the orbit associated with orbital cellulitis and 
paranasal sinusitis. Sevel D, et al. 
Br J Ophthalmol 57:133-7, Feb 73 
Klippel-Feil syndrome. McElfresh E, et al. 
Minn Med 56:353-7, May 73 
{On Franceschetti’s mandibulofacial dysostosis] 

rinolaringologie 17:355-60, Sep-Oct 72 


COMPLICATIONS 


Klippel-Feil syndrome and associated hearing loss. 
Stark EW, et al. Arch Otolaryngol 97:415-9, May 73 
Cervico-oculo-acusticus syndrome. Case report of 
death caused by injury to abnormal cervical spine. 
Sherk HH, et al. 
3 Bone Joint Surg (Am) 54:1776-8, Dec 72 
Spinal tumours associated with Klipel-Feil syndrome. 
Dinakar I, et al. Neurol India 20:60-3, Mar 72 
The Dandy-Walker syndrome. A clinicopathological 
study based on 28 cases. Hart MN, et al. 
Neurology (Minneap) 22:771-80, Aug 72 
(Klippel-Feil syndrome with additional deformities] 
Rodriguez Cuartero A, et al. 
Munch Med Wochenschr 115:554-60, 30 Mar 73 oo 
Abstr.) 
[Klippel-Feil syndrome presenting as 
pains] Lao A, et al. 
Pol Tyg Lek 28:334-5, 26 Feb 73 (Eng. Abstr.) (Pol) 
{Klippel-Feil syndrome associated with multiple 
developmental anomalies] Rozenblit J, et al. 
Pol Tyg Lek 28:833-4, 28 May 73 (Eng. Abstr.) (Pol) 
(Bilateral congenital elevation of the scapula 
associated with the Klippel-Feil syndrome] Ionescu 
A, et al. 
Chirurgia (Bucur) 21:241-54, Mar 72 (Eng. o~ 


{A further case of Klippel-Feil syndrome with 
associated abnormalities] Rodrfguez Cuartero A, et al. 
Rev Clin Esp 126:541-6, 30 Sep 72 (Eng. Abstr.) (Spa) 


DIAGNOSIS 


Klippel-Feil syndrome and associated hearing loss. 
Stark EW, et al. Arch Otolaryngol 97:415-9, May 73 
(Case of Wildervanck’s oto-oculo-cervical syndrome] 
Bardadin T, et al. Otolaryngol Pol 26:587-91, 1972 (Pol) 
(Klippel-Feil Presenting as pseudo-anginal 
pains} Lao A, al. 
Pol Tyg Lak 26:956-5. 26 Feb 73 (Eng. Abstr.) (Pol) 


FAMILIAL & GENETIC 


Wildervanck’s syndrome. Hereditary malformations of 
the ear in three generations. Shenoi PM. 
3 Laryngol Otol 86:1121-35, Nov 72 


KLIPPEL-TRENAUNAY DISEASE see 
ANGIOMATOSIS (C2) 
KRAUSE’S END BULBS see under RECEPTORS, 
NEURAL (A8) 
L CELLS 
DRUG EFFECTS 


Kinetic and quantitative evaluation of material 
cytotoxicity in vitro. Spangberg L. 

Oral Surg 35:389-401, Mar 73 

[Cytotoxic effect of antibiotics on L cells in the 
Presence and absence of dexamethasone] Omori Y. 
Odontology (Tokyo) 60:780-811, Feb 73 (Jap) 


L FORMS 
ISOLATION & PURIFICATION 


[Studies on bacterial L-forms of oral cavity. 1. 
Incidence, species, and antibiotic sensitivity] Saito N. 
Shikwa Gakuho 72:58-65, Sep 72 (Eng. Abstr.) (Jap) 


LABIAL FRENUM 
ANATOMY & HISTOLOGY 


{Attachments of labial and buccal frenums and 
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Oculo-auriculo-vertebral (Goldenhar’s) syndrome. Ide 
CH, et al. Br J Ophthalmol 56:911-3, Dec 72 

Coloboma of the iris and choroid and retinal 
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Acta Odontol Scand 31:35-42, 1973 

Correction of inzantile feeding habits. Holser-Buehler 
P. Am J Occup Ther 27:331, Sep 73 

Betel chewing in ceylon. Senewiratne B, et al. 
Am J Trop Med Hyg 22:418-22, May 73 

“Chow mein” phytobezoar: the “surgical” Chinese 
restaurant syndrome. Latimer RG, et al. 
Am Surg 39:216-8, Apr 73 

Masticatory movement in the absence of teeth in man. 
Atkinson HF, et al. Arch Oral Biol 18:855-60, Jul 73 

Conservative management for incomplete dysphagia 
paralytica. Larsen GL. 

Arch Phys Med Rehabil 54:180-5, Apr 73 
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{Surgical treatment of edema of the hip in the 
Melkersson-Rosenthal syndrome] Medgyesi S. 
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Epidemiologic assessment of birth weight through 
maternal recall. Porteous JR, et al. 
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MENSTRUATION 
Changes in hyaluronidases in human saliva during the 


menstrual cycle. Prout RE, et al. 
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{Fibrinolysis in relation to tooth extraction 


during 
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Communicating dental hygiene practices to 
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CE, et al. Am J Public Health 63:778-81, Sep 73 
Drug-dependent, alcoh t, and mental 
Patients: clinical study of oral surgery procedures. 
Williamson R, et al. J Am Dent Assoc 86:416-9, Feb 73 
{Prevention of dental caries in neuropsychotic 
children] Rusu M, et al. 
Stomatologia (Bucur) 22:151-6, Mar-Apr 73 (Eng. 
Abstr.) (Rum) 


COMPLICATIONS 
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disorders} Dymkowska W, et al. 
Czas Stomatol 26:79-85, Jan 73 (Eng. Abstr.) (Pol) 


ETIOLOGY 
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The quest for instant mental health. Vanderpool JP. 
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MENTAL HOSPITALS see HOSPITALS, 
PSYCHIATRIC (N2) 
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Gorelick J. 
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Dental care for mentally retarded children. Dicks JL, et 
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and a review of the literature. Lovejoy FH Jr, et al. 
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(Dental care of the 
Nor eforen Tid 83:51-4, Feb 73 (Nor) 
{A dental clinical card for exceptionals}] Aquino RT de. 
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COMPLICATIONS 


Three more "Happy Puppets’. Mayo O, et al. 
Dev Med Child Neurol 15:63-74, Feb 73 
Triphalangeal thumbs and congenital erythroid 
hypoplasia: report of a case with unusual features. 
Murphy S, et al. J Pediatr 81:987-9, Nov 72 
The “happy puppet” syndrome: two new cases and a 
review of five previous cases. Moore JR, et al. 
Neuropaediatrie 4:172-9, Apr 73 

Short-term intake functions for sucrose 
developmentally retarded children. Ad HN. 
Percept Mot Skills 36:331-7, Feb 73 
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disorder (“pseudo Lesch-Nyhan syndrome”)] Meigel 
W, et al. Hautarzt 24:158-60, Apr 73 (Ger) 


ETIOLOGY 
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of chromosome 18 (18p-). Parker CE, et al. 
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[XXXXY phenotype: synthetic and analytic study of 3 
Personal cases and 67 other cases in the literature] 
Tumba A. 
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OFD I syndrome and mental retardation. Yeamans EH. 
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Neurology (Minneap) 23:367-73, Apr 73 
Ocular movement disturbances in a family with trisomy 
22 syndrome. Sebestyén J, et al. 


Clinical aspects. Scott CI Jr, et al. 
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Effectiveness of various doses of premedicating drugs 
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A ring-20 chromosome. Atkins L, et al. : 
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Copper-tin phases in dental silver amalgam. Jensen SJ, 
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Embryotoxicity of methyl mercuric chloride in golden 
hamsters. Harris SB, et al. Teratology $:139-42, Oct 72 
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Battistone GC, et al. Oral Surg 35:47-52, Jan 73 


MERCURY POISONING 


The potential toxic hazards in the dental laboratory. 
Autian J. NADL J 19:5 passim, Sep 72 
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Siedlecki 
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surgeries. Stewart FH. 
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Mercury vapor: a hazard in the dentist’s office. Cedar 
WR. Dent Stud 51:28-30, Feb 73 

Protection of dental personnel through proper 
mercury hygiene. Mantyla DG. 
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Using mercury safely. Buchwald H. 
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Safety standards in the dental surgery. Heydt H. 
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Safe use in dentistry: mercury. Wells CT. 
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treatment] Castagnola L, et 
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metacarpal bone index. Phillips HB, et al. 
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in a metal mechanical industry] Tartaro S, et al. 
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METASTASIS see NEOPLASM METASTASIS (C2) 
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PHARMACODYNAMICS 
The secretory rate of the human submandibular glands 
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Treatment of recurrent aphthous ulcers with anabolic 
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ADMINISTRATION & DOSAGE 
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gingivitis] Onan U. 

Dishekim Derg 3:403-6, Jul 72 (Eng. Abstr.) (Tur) 


MEVALONIC ACID 
METABOLISM 


Effects of arsenite on incorporation 
mevalonate-2-14C into squalene-14C dental 
pulp. Terakado M, et al. 

3 Nihon Univ Sch Dent 15:27-30, Mar 73 


MEYERS-BRIGGS TYPE INVENTORY see under 
PERSONALITY INVENTORY (F3) 
MICE 
ANATOMY & HISTOLOGY 


Deciduous incisor teeth of the mouse (Mus musculus). 
Fitzgerald LR. Arch Oral Biol 18:381-9, Mar 73 


EMBRYOLOGY 


[Determinants of morphogénesis and 
cytodifferentiations of dental anloges in mice] Ruch 
JV, et al. 

J Biol Buccale 1:45-56, Mar 73 (Eng. Abstr.) (Fre) 


MICROANGIOPATHY, DIABETIC see DIABETIC 
ANGIOPATHIES (C7,C8,C13) 
MICROBIAL SENSITIVITY TESTS 


see also related 
DRUG RESISTANCE, MICROBIAL (G1) 


[Studies of staphylococcus isolated from oral 
suppurative lesions in 1971. Sensitivity to 
chemotherapeutics, biological characteristics, 
Phage typing) Arai S. 

Odontology (Tokyo) 61:1-34, Apr 73 (Jap) 
{Studies on bacterial L-forms of oral cavity. 1. 
Incidence, species, and antibiotic sensitivity] Saito N. 
Shikwa Gakuho 72:58-65, Sep 72 (Eng. Abstr.) (Jap) 
(Microflora of traumatic non-gunshot osteomyelitis of 
the mandible and its sensitivity to antibiotics) 
Makienko MA, et al. 

Stomatologiia (Mosk) 52:80, May-Jun 73 (Rus) 


MICROBIOLOGY 


see also related 
BACTERIA (B3) 
FUNGI (B5) 
VIRUSES (B4) 


EDUCATION 


(Morphocytology of bacteria] Barros ER. 
Rev Fac Odontol P Alegre 12:9-28, 1970 (Por) 


HISTORY 


Contribution to the microbiology of the mouth by 
Antony van Leeuwenhoek (24 October 1632--26 

Nihon Univ Sch Dent 14:106-12, Sep 72 


MICROGNATHISM 


MICROCEPHALY 


Taurodontism, diminished root formation, and 
microcephalic dwarfism. Sauk JJ Jr, et al. 
Oral Surg 36:231-5, Aug 73 


MICROCIRCULATION 


(Current data on diabetic microangiopathy] Dry J. 
Actual Odontostomatol (Paris) 26:579-85, Dec 72 
(Eng. Abstr.) (Fre) 

[Vascularization of the tongue. 2. Micr tion 
of the tongue muscle in the dog] Nikolov SD, et al. 
Dtsch Stomatol 23:337-43, May 73 (Eng. Abstr.) (Ger) 

(Re-evaluation of capillary microscope as a means of 
diagnosis} Okamura H. 

Odontology (Tokyo) 61:35-53, Apr 73 

[Perfusion technique for the demonstration of the 
micro-circulation of the periodontal tissues) Janson 


WA. 
Estomatol Cult 5:119-30, Jul-Dec 71 (Eng. — 
‘or 


RADIATION EFFECTS 


(Microvascular alteration of rabbits 
irradiated with Co gamma ray] Ikoma F. 
Odontology (Tokyo) 61:323-40, Jun 73 (Jap) 


MICROCOCCUS PYOGENES see under 
STAPHYLOCOCCUS (B3) 

MICROGLOSSIA see under TONGUE (A3) -- 
ABNORMALITIES 


MICROGNATHISM 


A “G” deletion syndrome anti-mongolism. Richmond 
HG, et al. Acta Paediatr Scand 62:216-20, Mar 73 
Goldenhar’s syndrome. Oculoauriculo-vertebral 
dysplasia. Mellor DH, et al. 

Arch Dis Child 48:537-41, Jul 73 

A case of 46,X Y,5(3q-;14q+)Mat. Neu RL, et al. 
Clin Genet 4:158-61, 1973 

Mandibular deformity associated with unilateral 
absence of the condyle. Bowden CM Jr, et al. 
J Oral Surg 31:469-72, Jun 73 

(60 intratracheal intubations = glottic 
visualization] Bénichou D, et al. 

Anesth Analg (Paris) 29:553-68, Jul-Aug 72 (Fre) 
(Crying cat syndrome —— during a routine 
examination] Lafon R, et 

Ann Med Psychol (Paris) 2451-8, Sep-Oct 72 (Fre) 


CHEMICALLY INDUCED 


Teratogenic effects of cadmium in rats. Chernoff N. 
Teratology 8:29-32, Aug 73 

Embryotoxicity of methyl mercuric chloride in golden 
hamsters. Harris SB, et al. Teratology 6:139-42, Oct 72 

Ethylenethiourea: teratogenicity study in rats and 
rabbits. Khera KS. Teratology 7:243-52, Jun 73 


COMPLICATIONS 


Micrognathia, and periodic breathing. 
Tammeling GJ 


, et al. 
Physiopathol Respir (Nancy) 8:1229-38, Sep-Oct 


Association of pulmonary hypoplasia, renal anomalies, 
and Potter’s facies. Fraga JR, et al. 

Clin Pediatr (Phila) 12:150-3, Mar 73 
Supravalvular pulmonary stenosis. Roberts N, et al. 
3 Pediatr 82:838-44, May 73 

Treatment of respiratory obstruction in micrognathia 
. McEvitt WG. 
Plast Reconstr Surg 52:138-40, Aug 73 

The voice of polite dissent. Treatment of respiratory 
obstruction in micrognathia by use of a nasogastric 
tube. McEvitt WG, et al. 

Plast Recomstr Surg 52:307-8, Sep 73 


DIAGNOSIS 


On hemifacial microsomia. The first and second 
branchial arch syndrome. Converse JM, et al. 
Plast Recomstr Surg 51:268-79, Mar 73 


Hereditary osteolysis. A clinical, radiological and 

chemical study. Kohler E, et al. 

Radiology 108:99-105, Jul 73 

Alterations in the ontogeny and specific activity of 
ases associated with abnormal 

chondrogenesis and osteogenesis in the limbs of 

fetuses from folic acid-deficient pregnant rats. Jaffe 

NR, et al. Teratology 8:33-42, Aug 73 
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oe Treatment of micrognathia in the neonatal period. , 
Report of 65 cases. Monroe CW, et al. . 
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MICROGNATHISM 


FAMILIAL & GENETIC 


Multiple anomalies associated with an extra small 
metacentric chromosome: modified Giemsa stain 
results. Tangheroni W, et al. 

Humangenetik 18:291-5, 1973 
Micrognathia and cerebellar ee in an Aberdeen 
Angus herd. Edmonds L, et 

3 Hered 64:62-4, Mar-Apr 73 
[Partial trisomy 10 due to es translocation 
t(1;10)(q44;q22)] Laurent C, et 

Humangenetik 18:321-7, 1973 | Abstr.) (Fre) 


MORTALITY 


Treatment of micrognathia in the neonatal period. 
Report of 65 cases. Monroe CW, et al. 
Plast Reconstr Surg 50:317-25, Oct 72 


PHYSIOPATHOLOGY 


A polygraphic study of hypersomnia with periodic 
breathing and primary alveolar hypoventilation. 
Hishikawa Y, et al. 

a Physiopatho! Respir (Nancy) 8:1139-51, Sep-Oct 


RADIOGRAPHY 


{X-ray changes in the skull with congenital and 
acquired maxillodental deformities} Rabukhina NA, 
et al. 

Vestn Rentgenol Radiol 48:51-7, May-Jun 73 pa 
Abstr.) 


SURGERY 


Mandibular micrognathia: etiology and surgical 
management. Kennett S, et al. 

3 Oral Surg 31:8-17, Jan 73 

Treatment of micrognathia in the neonatal period. 
Report of 65 cases. Monroe CW, et al. 

Plast Reconstr Surg 50:317-25, Oct 72 
(Progress in cosmetic surgery of the bony facial 
profile] Schiile H. 

Zahnaerzt! Prax 24:371-4, 20 Jul 73 (Ger) 
{Alloplastic reconstruction of the chin in bird face by 
intraosseous anchorage of plastic implants] Spreter 
von Kreudenstein. 

Zahnaerzt! Prax 22:37-8, 15 Feb 71 (Ger) 
aaa correction of a case of micrgnathism] Cavina 


Minerva Stomatol 21:211-5, Sep-Oct 72 (Eng. Abstr.) 


(Ita 
[Z-shaped sliding osteotomy for mandible 
micrognathia] Min B, et 
passim, Jun 72 
tr.) 


THERAPY 


Treatment of micrognathia in the neonatal period. 
Report of 65 cases. Monroe CW, et al. 
Plast Reconstr Surg 50:317-25, Oct 72 


VETERINARY 


Micrognathia and cerebellar hypoplasia in an Aberdeen 
Angus herd. Edmonds L, et al. 
3 Hered 64:62-4, Mar-Apr 73 


MICROPHOTOGRAPHY see under 
PHOTOMICROGRAPHY (ES, H) 
MICRORADIOGRAPHY 


A method for combined microradiographic and 
histological analysis of non-decalcified hard tissues. 
Eckerdal O. Acta Odontol Scand 30:327-34, Sep 72 

Studies in calcification in the interglobular dentin. 
Miake K, et al. Bull Tokyo Dent Coll 14:65-94, May 73 

Microradiography in oral research. Anneroth G. 
Sven Tandlak Tidskr 64:317-34, May 71 (32 ref.) 

{Technic of contact microradiography] Freitag V. 
Dtsch Zahnaerzt! Z 28:300, Feb 73 (Ger) 

(Studies on the bony healing process of tooth 
extraction sockets, by means of microradiography and 
labeling methods] Ohno K. 
Odontology (Tokyo) 60:839-68, Feb 73 (Jap) 

{Dental microradiography. Lysell’s technic] Prunes N. 
— (Cordoba) 4:23-30, Jul-Dec 69 (Eng. 

r 


(Spa) 
INSTRUMENTATION 


A microradiographic apparatus. Malcolm AS. 
Aust Dent J 17:454-60, Dec 72 


STANDARDS 
[Contact 


microradiography of calcified biological 
objects with a characteristic roentgen irradiation] 


Freitag 
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Vv, et al. 
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MICROSCOPY 


[Microscopic and forensic dentistry] 
Nossintchouk RM. 

Chir Dent Fr 43:55-8, 30 May 73 (Fre) 
{Re-evaluation of capillary microscope as a means of 
diagnosis} Okamura H. 

Odontology (Tokyo) 61:35-53, Apr 73 (Jap) 


MICROSCOPY, ELECTRON 


electron microscopy: observations on 

occlusal human dental plaque. Galil KA, et al. 
3 Can Dent Assoc 39:472-5, Jul 73 

Intraepithelial nerve fibers in the human oral mucosa. 
An electron microscopic “2 Luzardo-Baptista M. 
Oral Surg 35:372-6, Mar 

{Introduction to electron Tsatsa B. 
Hell Stomatol Chron 16:119-29, Jul-Aug 72 (Eng. 
Abstr.) (Gre) 

[Electron microscopic study of the osteogenic cells in 
alveolar bone of rat, with special reference to the 
localization of alkaline and acid phosphatase activity] 


Shikwa Gakuho 72:21-57, Sep 72 (Eng. Abstr.) (Jap) 
MICROSCOPY, ELECTRON, 
SCANNING 


The dentinal tubules and the odontoblast processes. A 
scanning electron microscopic study. Brannstrém M, 
et al. Acta Odontol Scand 30:291-311, Sep 72 

Replica models for the scanning electron microscope. A 
new impression technique. IE. 

Br Dent J 133:337-42, 17 Oct 72 

Scanning electron microscope studies of Class II cavity 
margins. Matrix band application. Boyde A, et al. 
Br Dent J 133:331-7, 17 Oct 72 

Further scanning electron microscope studies of the 
Preparation of class II cavities. Boyde A, et al. 
Br Dent J 132:447-57, 6 Jun 72 

electron microscope study of dentin exposed 
by contact facets and cervical abrasion. Isokawa S, et 
al. J Dent Res 52:170-4, Jan-Feb 73 

A pressureless replica technique for use with the 
scanning electron microscope. Pameijer CH, et al. 

J Dent Res 51:1680, Nov-Dec 72 


J Periodontol 44:92-5, Feb 73 
Sequential changes in developing human dental plaque 
as visualized by scanning electron microscopy. 
Eastcott AD, et al. J Periodontol 44:218-24, Apr 73 
The periodontium of the human tooth in the scanning 
electron microscope (stereoscan). Svejda J, et al. 
3 Periodontol 44:478-84, Aug 
Use of scanning electron microscopy for evaluating 
diamond points. Janota M. 
3 Prosthet Dent 29:88-93, Jan 73 
electron microscopy of carious enamel. 
Wilson DF, et al. NZ Dent J 68:213-8, Jul 72 
{The control of diamond rotary instruments for 
ultra-high speed equipment by means of scanning 
electron microscopy (SEM)] Janota M. 
Cesk Stomatol 72:335-41, Sep 72 (Eng. Abstr.) (Cze) 
if electromicroscopic studies on the enamel 
dentin frontier in human teeth] Svejda J, et al. 
Dtsch Zahn Mund Kieferheilkd 60:158-66, Mar 73 (Eng. 
Abstr.) (Ger) 
[Electron microscopic studies on thin sections from 
teeth following exposure to ion beams from various 
— Vahl J, et al. 
h Zahnaerszt! Z 27:909-16, 1972 (Eng. Abstr.) (Ger) 
(Bonding of Be pene amalgam evaluated by tensile 
scanning electron micr 


Miyata T. 
3 Jap Res Soc Dent Mater Appliances 92-108, Nov 72 
(Eng. Abstr.) (Jap) 
{Microstructural observations on dental amalgam and 
amalgama' 


some consideration for tion process] 
Miyazawa M 

J Jap Res Soc Dent Mater Appliances 29-46, Nov 72 
(Eng. Abstr.) (Jap) 


MICROSCOPY, FLUORESCENCE 


{Influence of tetracycline on the osteogenesis of rats 
during prenatal and postnatal periods] Hetem S. 
Rev Fac Odontol Aracatuba 2:33-40, 1973 (Eng. 7 

‘or 

{The mechanism of the Fraenkel appliance 

investigated by means of bone-microfluorescence] 

Strate FG, et al. 

Ortodoncia 36:212-20 contd, Nov 72 (Eng. —. 


MICROSTOMIA 
Making a folded denture or intraoral prosthesis for 


insertion into a small mouth. Corso PF, et al. 
Plast Reconstr Surg 52:94-5, Jul 73 

(60 intratracheal intubations a glottic 
visualization] Bénichou D, et 

Anesth Analg (Paris) 29:553-68, Sab-Aus 72 (Fre) 


PATHOLOGY 


Aplasia of the first and second branchial 
FO, et al. Arch 


MICROTOMY 


arches. Black 
Otolaryngol 98:124-8, Aug 73 


) 


MICROTUBULES 


The organization of microtubules within rat 
odontoblast processes revealed by perfusion fixation 


with glutaraldehyde. Garant PR. 

Arch Oral Biol 17: 1047-58, Jul 72 
MIGRAINE 

(Headache--clinical and social aspects] Lous I. 


Dens Sapiens 33:21-7, Feb 73 
MIGRANTS see under TRANSIENTS AND 
MIGRANTS (M, N1) 


(Dan) 


MIGRATION INHIBITION FACTOR see under CELL 
MIGRATION INHIBITION (E5) 
MIKULICZ’ DISEASE 


Mikulicz’s syndrome. Abdin G, et al. 

Bull Ophthalmol Soc Egypt 64:329-31, 1971 

{Parotid tumefactions] Gandon J. 

Probl Actuels Otorhinolaryngol 233-45, 1970 (Fre) 

{Some specific features of the clinical picture, 

diagnosis and treatment in cases of the salivary and 

ey a disease with Mikulicz’ disease] Balon 
et 

Stomatologiia (Mosk) 52:92-3, May-Jun 73 (Rus) 


COMPLICATIONS 


Sjégren’s disease with widespread lymphoid deposits. 
Grundy DJ. Proc R Soc Med 65:167-8, Feb 72 
(Enlarged parotid glands (parotidomegalia)] Szpirglas 
H. Rev Prat 22:4333-42, 1 Dec 72 (Fre) 


DIAGNOSIS 


Salivary gland disorders. I. Recognition, diagnosis, and 
treatment. Schwartz AE, et al. 
NY State J Med 73:297-302, 15 Jan 73 
[Diffuse lymphoreticulosis of the orbit] Cernea P, et al. 
Ann Ocul (Paris) 205:775-86, Jul 72 (Eng. Abstr.) (Fre) 


DRUG THERAPY 


Mikulicz’s syndrome. Abdin G, et al. 

Bull Ophthalmol Soc Egypt 64:329-31, 1971 
Management of patients with mt recurrent 
aphthous stomatitis and Sutton’s disease. Stanley HR. 
Oral Surg 35:174-9, Feb 73 


ETIOLOGY 


Epithelial tumors of the salivary glands containing 
lymphatic tissue. 3. Remarks on the pathogenesis of 
lymphoepithelial tumors of the salivary glands] 
Sikorowa L. 

Patol Pol 24:45-56, Jan-Mar 73 (Eng. Abstr.) (Pol) 
[Sjégren’s syndrome--risk of malignancy] Faldt R. 
Lakartidningen 


69:4050-1, 6 Sep 72 (Swe) 
HISTORY 
Historical and pathological curiosities of parotid 
disease. Maynard J. Guys Hosp Rep 121:45-9, 1972 
IMMUNOLOGY 


Aphthous ulceration: the antinuclear factor. Addy M, et 
al. J Dent Res 51:1594-5, Nov-Dec 72 


(Epithelial tumors of the salivary 
lym: tissue. II. Mikulicz’ disease] Sikorowa L. 
Patol Pol 24:27-44, Jan-Mar 73 (Eng. Abstr.) (Pol) 


| 
— FC A method for combined microradiographic and 
‘ histological analysis of non-decalcified hard tissues. 
F Eckerdal O. Acta Odontol Scand 30:327-34, Sep 72 
. [The preparation of non-decalcified sections of human 
$ teeth] Visser WJ, et al. 
Scanning electron microscopy of supragingival ee 
calculus. Baumhammers A, et al. 
Patterns of antinuclear antibody fluorescence in 
7 leucocytes and hepatocytes. Monier JC, et al. . 
Rev Eur Etud Clin Biol 17:562-01, 72 
— 
| 


PATHOLOGY 


—— tumours of the salivary glands. Evans RW, et 
Major Probl Patho! 1: 1-299, 1970 

cus for diagnosis. Milit Med 138:15 passim, Jan 73 
[Ultrastructure and pathogenesis of myoepithelial 
sialadenitis. Occurrence of myoepithelial cells in the 
benign lymphoepithelial (Sjégren’s 
syndrome)] Donath K, et 
Virchows Arch [Pathol Anat) 315-29, 1972 (Eng. 
Abstr.) (Ger) 

{Epithelial tumors of the salivary glands containing 
lymphatic tissue. 3. Remarks on the pathogenesis of 
lymphoepithelial tumors of the salivary glands] 
Sikorowa L. 

Patol Pol 24:45-56, Jan-Mar 73 (Eng. Abstr.) (Pol) 

[Epithelial tumors of the salivary glands containing 
lymphatic tissue. II. Mikulicz’ disease] Sikorowa L. 
Patol Pol 24:27-44, Jan-Mar 73 (Eng. Abstr.) (Pol) 


MILITARY DENTISTRY 


Preventive dentistry at service schools in Gibraltar. 
Barnard JD. Br Dent J 132:314-7, 18 Apr 72 
The Headquarters and Training Centre, Royal Army 
Dental Corps. Blanthorne KC. 

Br Dent J 132:318-20, 18 Apr 72 

General practice organisation in the Royal Navy. Hall 
FL. Br Dent J 132:321-4, 18 Apr 72 
Specialisation in the Royal Army Dental corps. 
Stanhope ED. Br Dent J 132:324-6, 18 Apr 72 
Advanced education of dental officers--a survey. 
Romon Y. Int Dent J 23:380-4, Jun 73 

Report of the Commission on the Armed Forces Dental 
Services 1971-1972. Stanhope ED, et al. 

Int Dent J 23:378-9, Jun 73 

DENTCAP: a personal recollection of dentistry in 
Vietnam. Deppen JH 3d. 

3 Am Dent Assoc 87:342-6, Aug 73 
Expanded-duty assistants: attitudes of Army dentists. 
Heid TH, et al. J Am Dent Assoc 87:872-7, Oct 73 
Identification of US Air Force lost in action personnel. 
Jerman AC, et al. J Am Dent Assoc 85:1110-2, Nov 72 
A dental health project in Korea. Leong J. 

3 Am Dent Assoc 87:346-8, Aug 73 

Dental students eligible for full tuition military 
scholarships. J Dent Educ 37:54, Feb 73 

Have dental kit, will travel. 194th Dental, New Jersey 
National Guard. Conte TG. 

3 NJ Dent Assoc 44:5, Winter 73 

Dental care requirements of male Army recruits. 
Cassidy JE, et al. Milit Med 138:27-9, Jan 73 
Military medical-dental community relationship 
projects. Conte TG. Milit Med 136:295, Mar 71 
A two-year comparison dental study of 132 Naval 
Reserve Recruits. Gross HW, et al. 

Milit Med 136:138-42, Feb 71 

General anesthesia for outpatient dental surgery in a 
military population. I. Pilot study. Janis KM, et al. 
Milit Med 135:1166-70, Dec 70 

Federal medical chiefs on progress and plans. Army 
Medical Department. Jennings HB. 

Milit Med 137:344-9, Sep 72 

Clinical evaluation of a combat restorative material: 
one year results. Parker WA, et al. 

Milit Med 136:143-5, Feb 71 

Federal Medical Chiefs on progress and plans: 
Department of Defense. Wilbur RS. 

Milit Med 138:547-51, Sep 73 

Medical research in the Federal services. 

Milit Med 137:399-402, Nov 72 

The dentist and the dual citizenship. (Austin EU), 
NC Dent J 56:13, Jan 73 

The preventive dentistry program at the United States 
Air Force Academy. Manners P, al. 

Prev Med 1:396-9, Aug 72 

Programmed preventive dentistry in the Canadian 
Armed Forces. Kearney BP. 
Sci Educ Bull Int Coll Dent 3:24-5, 1970 
United States Air Force Dental Service. 
Tic 32:13-4, Feb 73 

Major General Roger Hombs, Head of the USAF Dental 
Service. (Hombs R), Tic 32:15-6, Feb 73 


[Oral hygiene and periodontal condition in a group of 

young Danish conscripts] Bay I. 

Tandlaegebladet 76:1176-86, Dec 72 (Eng. Abstr.) 
) 


[Guiding principles for prosthodontic therapy for 
soldiers of the Federal Armed 
Forces--reorganization}] Fest. 
Zahnaerztl Mitt 63:176-9, 16 Feb 73 (Ger) 
[Guiding principles for using single crowns restorative 
dentistry for soldiers of the Federal Armed 
Forces--reorganization] Fest. 
Zahnaerzt! Mitt 63:179-80, 16 Feb 73 (Ger) 
[Calcium hydroxide treatment of pulpitis] Afanas’ev 
GI. Voen Med Zh 9:41-3, Sep 72 (Rus) 
— in various armies) René N. 

(Malmo) 20:25-7, 1972 (Swe) 


rineionee of dental caries in soldiers) Pop-Nikolov D. 
Vojnosanit Pregl 29:346-7, Jul-Aug 72 (Eng. — 


INDEX DENTAL LITERATURE 


[Incidence and treatment of dental caries in soldiers of 
the Y.P.A] Staréevié M, et al. 
Vojnosanit Preg! 29:274-7, Jun 72 (Eng. Abstr.) (Cro) 


HISTORY 


Friends, faculties, fluoridation, and faith. Porritt. 
Ann R Coll Surg Engl 52:207-15, Apr 73 


Attitudes of dental officers on expanding the role of 
Personnel. Farkas JA. 
Milit Med 136:274-6, Mar 71 


MILITARY MEDICINE 


see also related 
WOUNDS AND INJURIES (C14) 


(Duties of military medicine) Stemann 
Zahnaerztl Mitt 63:620-1, 1 Jul 73 


MILITARY PERSONNEL 


(Guiding principles for using single crowns restorative 
dentistry for soldiers of the Federal Armed 
Forces--reorganization] Fest. 

Zahnaerzti Mitt 63:179-80, 16 Feb 73 (Ger) 
(Guiding principles for prosthodontic therapy for 
soldiers of the Federal Armed 
Forces--reorganization] Fest. 
Zahnaerzt! Mitt 63:176-9, 16 


MILK 


Milk and prevention. Deakin P. 

3 Am Dent Assoc 87:539, Sep 73 
Milk fluoridation as a public health measure. Stamm 
JW. J Cam Dent Assoc 38:446-8, 72 
(Fluoridation of milk for the prevention of dental 
caries] Schmidt HJ. 

Osterr Z Stomatol 69:426-32, Nov 72 


HG. 
(Ger) 


Feb 73 (Ger) 


(Ger) 
ADVERSE EFFECTS 


The use of the nursing bottle. Bouge-Paraskaki A. 
J Dent Child 40:303, Jul-Aug 73 
(Epidemiological survey of dental diseases on the 
arsenic poisoning children caused by morinaga-dried 
milk. 3. Survey on the external form of dentofactorial 
complex and dental arch] Miura K, et al. 

3 Hiroshima Univ Dent Soc 4:115-8, 1972 (Jap) 
[Epidemiological survey of dental diseases on the 
arsenic poisoning children caused by morinaga-dried 
milk. 1. Clinical and roentogenographic survey on the 
dental hard tissues) Shintani H, et al. 

J Hiroshima Univ Dent Soc 4:104-10, 1972 (Jap) 
[Epidemiological survey of dental diseases on arsenic 
Poisoning children caused by morinaga-dried milk. 2. 
Clinical and on the 
Periodontal tissue) Yagashira T 

3 Hiroshima Univ Dent Soc eines, i972 (Jap) 


MINERAL WATERS 


Nalecz6w mineral water spray in the treatment of 
Periodontal diseases] Jarzgb G, et al. 
Czas Stomatol 26:73-8, Jan 73 (Eng. Abstr.) (Pol) 


MINERALOCORTICOIDS 
PHARMACOD YNAMICS 
(The influence of mechanical callosities of oral mucous 
membrane by hormonal application in rabbits. 2) 
Pokorny J, et al. 
Cesk Stomatol 72:328-34, Sep 72 (Eng. Abstr.) (Cze) 
MINERALS 


{The mineral tooth must not die] Tanzer G. 


Dent Echo (Heidelb) 42:29-30, Sep 72 (Ger) 

{Why mineral enriched bread?] Myhre H. 

Tid Tann 34:7-9, Feb 73 (Nor) 

{Why mineral enriched bread?] Myhre H. 

Tid Tann 34:7-9, (Nor) 
ANALYSIS 


[Influence of caries on the mineral composition of 

incisors and canines in man] Berenhole C. 

Cah Odontostomatol Touraine 4:41-6, Apr-Jun 72 
(Fre) 


MINING 


(Correlation between the chemical composition of the 
silicogenic dust from the atmosphere of nonferrous 
mines and the composition of the dental calculus of 
miners} Buda M, et al. 

Stomatologia (Bucur) 19:289-95, Jul-Aug 72 (Eng. 
Abstr.) (Rum) 


MIXED SALIVARY GLAND 


MINNESOTA MULTIPHASIC PERSONALITY 
INVENTORY see MMPI (F3) 


MINORITY GROUPS 


Minority-group dental students need a helping aeee 
Henry JL. Dent Stud 51:30 passim, Dec 72 

Minority Henry JL, etal. 
Dent Stud 51:55 passim, 


Johnson Foundation announces 4 million dollar student 

grant. J Am Dent Assoc 85:1244, Dec 72 

AFDE awards 74 dental scholarships to disadvantaged 

minority students. J Dent Educ 36:32, Nov 72 
WE. 


Development of minority health manpower--setting the 
goals. Spruce GB Jr. Q Natl Dent Assoc 31:27-34, Jan 73 


MISSIONS AND MISSIONARIES 


Dentist relates missionary experience. Burch HK. 
Detroit Dent Bull 42:17, Jul-Aug 73 
[Dental study of the remains of Father Eusebio 


Francisco Kino) (Francisco Kino E), Bojorquez 
Penién G. ADM 29:436-43, Nov-Dec 72 (Spa) 
MITOCHONDRIA 

METABOLISM 


Respiration of homogenates and mitochondrial 
fractions of bovine dental pulp. Rosett T, et al. 
Arch Oral Biol 17:1691-8, Dec 72 

Respiration of homogenates and crude mitochondrial 
fractions of bovine attached gingiva. Rosett T, et al. 
Arch Oral Biol 17:1543-50, Nov 72 
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Przegl Epidemiol 27:85-95, 1973 (Eng. Abstr.) (Pol) 

[Side effects of the use of the preventive mixed 
mumps, rubella and measles vaccine inchildren of the 


City of Sdéo Paulo] Konichi SR, et 
Rev Inst Med Trop Sao Paulo 15:161-4, Hay-Jun 
(Eng. Abstr.) (Por 
— prevention of epidemic parotitis with ve 
strain virus] Odiseev Kh, et al. 
can A. 17:478-9, Jul-Aug 72 (Eng. Abstr.) (Rus) 


THERAPY 


Mumps. Gray JA. Br Med J 1:338-40, 10 Feb 73 
MUNICIPAL GOVERNMENT 
Influencing comm 


unity decisions on fluoridation. Burt 
BA, et al. Br Dent J 135:75-7, 17 Jul 73 


MURAMIDASE 


Studies on the substrate specificity of egg white 
lysozyme. IV. A comparative study of the substrate 
specificities of lysozymes from different sources. 
Hara §S, et al. J Biochem (Tokyo) 72:993-1000, Oct 72 

Lysis of certain organisms by the synergistic action of 
complement and lysozyme. Bladen H, et al. 

J Dent Res 52:371-6, Mar-Apr 73 


ANALYSIS 


Lysozyme activity in the saliva in relation to 
Poststreptococcal diseases. Vejjajiva S, et al. 
3 Med Assoc Thai 56:109-17, Feb 73 
Lysozyme (muramidase) activity of leukocytes and 
exfoliated epithelial cells in the oral cavity. Raeste 
AM. Scand J Dent Res 80:422-7, 1972 
Distribution of muramidase (N-acetyl muramide 
glycanohydrolase) from different salivary glands. 
Séder PO, et al. Sven Tandlak Tidskr 65:89-94, Feb 72 
[The level of lysozyme in human saliva) Cisowski R. 
Czas Stomatol 26:589-95, 1973 (Eng. Abstr.) (Pol) 
(Quantitative modifications of salivary lysozymes in 
ulcerative diseases of the mouthy mucosa] Sabdu M, 


et al. 
Mar-Apr 73 (Eng. 
Rum) 


Stomatologia (Bucur) 22:123-7, 
Abstr.) 

[Lysozyme content in the saliva of healthy children and 
children with stomatitis] Beliaeva NF, et al. 
Stomatologiia (Mosk) 52:44-6, Jan-Feb 73 (Eng. 
Abstr.) (Rus) 


ANTAGONISTS & INHIBITORS 


Action of fluoride on salivary lysozyme. Mechin JC, et 
al. J Dent Res 52:647-50, Jul-Aug 73 


Salivary enzymes and oral health. Redman RS. 
North West Dent 52:124-8, Mar-Apr 73 
[Chemical and biological properties of lysozyme) 
Cisowski R 


Czas Stomatol 26:487-90, 1973 (Eng. Abstr.) (Pol) 
(Muramidase activity in saliva, gastric juice and serum 

in patients having undergone gastrectomy for = 

or duodenal ulcer) Kowal-Gierczak B, et 

Pol Tyg Lek 27:1071-3, 10 Jul 72 (Eng. Abstr.) wen 


PHARMACODYNAMICS 
[Fluorine and lysozyme. Prevention of caries and 
buccodental hygiene} Méchin JC. 
Actual Odontostomatol (Paris) 26:251-63, 1972 
Abstr.) 
MURDER see under HOMICIDE (I) 
MUSCLE CONTRACTION 


Electronic control of muscle contraction--a new clinical 
era in occlusion and prosthodontics. Jankelson B. 
Sci Educ Bull Int Coll Dent 2:29-31, 1969 


MUSCLES 


Identification of stretch receptors in the frog 
geniohyoid muscle by sinusoidal = Ito F, et 
al. J Dent Res 52:352-5, Mar-Apr 73 

ANATOMY & HISTOLOGY 

mylohyoideus) 
Dtsch Zahnaerztl Z 20:000-14, Aug 73 (Eng. 

BLOOD SUPPLY 

{Vascularization of the tongue. 2. Micr tion 
of the tongue muscle in the dog] Nikolov SD, et al. 
Dtsch Stomatol 23:337-43, May 73 (Eng. Abstr.) (Ger) 

EMBRYOLOGY 


[Studies on the disposition and distribution of the 


MYCOSES 


tongue muscle in human fetus) Oikawa R. 
Shikwa Gakuho 73:485-527, Mar 73 (Eng. Abstr.) (Jap) 


A comparative study of in vitro 3H-17B estradiol 
binding in gingiva, skeletal muscle and uterus of 
ovariectomized rabbits. Rubright WC, et al. 

3 Periodont Res 8:304-13, 1973 


PHYSIOLOGY 


Muscle pressures and tooth position. A review of 
current research. Proffit WR. 

Aust Orthod J 3:104-08, Feb 73 

Coordination of activity of the two bellies of the 
digastric muscle in basic jaw movements. Munro RR. 
3 Dent Res 51:1663-7, Nov-Dec 72 

An electromyographic study of the function of the 
lateral pterygoid muscle. Molin C. 

Sven Tidskr 66:203-8, Mar 73 


SURGERY 


Effect on protusive tongue force of detachment of the 
genioglossus muscle. McWilliams AR, al. 

3 Am Dent Assoc 86:1310-7, Jun 73 
Pre-prosthetic considerations--aberrant 
muscle attachments. Skurnik H. 

3 Can Dezt Assoc 39:534-6, Aug 73 
Surgical alteration of muscle attachments: to enhance 
esthetics and denture stability. Hamula W. 
Proc Found Orthod Res 143-64, 1971 


MUSCULAR ATROPHY 


DIAGNOSIS 


frena and 


Spinal muscular atrophy in childhood. Two clues to 
clinical diagnosis. Moosa A, et al. 
Arch Dis Child 48:386-8, May 73 


MUSCULAR DISEASES 


{Aimed functional analysis and 
myoarthropathies} Schul w. 
Dtsch Zahnaerzti Z 27: 719-98. 1972 (Eng. Abstr.) (Ger) 


ETIOLOGY 
[New aspects of the etiology of masseter-muscle 
hypertrophy] Richter M, et al. 
Osterr Z Stomatol 69:472-8, Dec 72 


THERAPY 


(Ger) 


[Indication of bite plates in therapy of 
myoarthropathies}] Bollinger K. 

Dtsch Zahnaerzti Z 27:816-21, 1972 (Eng. Abstr.) (Ger) 
{Technic of physio-therapeutic exercises - self 
massage in myoarthropathies} Wissner 

Dtsch Zahnaerzt! Z 27:822-5, 1972 (Eng. 


MUSCULAR DYSTROPHY 
COMPLICATIONS 


Enlargement of the tongue and changes in the ~ ain with 
muscular dystrophy. Ardran GM, et 
Clin Radiol 24:359-64, Jul 73 


MUSEUMS 


The odontological Museum of the Royal College of 
Surgeons of England.world. (Hunter J), Miles AE. 
Br Dent J 133:115-9, 1 Aug 72 

The future of the odontological museum. Miles AE. 
Br Dent J 134:499-500, 5 Jun 73 

Living in the past. J Am Dent Assoc 86:940-1, May 73 


MUSIC 


Dentures for wind instrument players. Langer K. 
Quintessence Imt 4:45-6, Jul 73 

Harold C. Sternlicht...interesting Texan. (Sternlicht 
HC), Tex Dent J 90:16-21, Nov 72 


(Methodical auxiliary apparatus--an aid og the wind 
instrument player] Landeck E, et 
Dtsch Stomatol 23:438-43, Jun 73 (Eng. Abst.) (Ger? 
MYCOSES 


DIAGNOSIS 


Deep mycoses. Hoffarth GA, et al. 
Arch Otolaryngol 97:475-9, Jun 73 


OCCURRENCE 
Clinical, epidemiological and therapeutic aspects of 
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. 
METABOLISM 
OCCURRENCE 
METABOLISM 
[Psycho-musical technics and hypnosis] Campa J. 
Promot Dent 86-90, 1972 (Fre) 
| 


MYCOSES 


entomophthoromycosis. Martinson 

Ann Soc Belg Med Trop s2:320-42, 1972 
MYELOMA, PLASMA CELL see MULTIPLE 
MYELOMA (C2) 
MYOBLASTOMA 


Congenital epulis. Das RK, et al. 

3 Indian Med Assoc 59:439-43, 16 Nov 72 
What’s your diagnosis? Granular cell myoblastoma. 
Appel BN, et al. Odontol Bull 52:8, Nov 72 
(Granular cell myoblastoma of the tongue] Costa V de, 
et 

Rev Assoc Paul Cir Dent 26:332-4, Nov-Dec 72 (Eng. 
Abstr.) (Por) 
{Myoblastomyoma of the maxilla in a newborn] 
Belenkov MN, et al. 

Stomatologiia (Mosk) 52:80, May-Jun 73 (Rus) 


CONGENITAL 


{A case of congenital epulis}] Masuda M, et al. 
jap J Oral Surg 17:524-7, 1971 (Jap) 


DIAGNOSIS 


Granular cell lesions of the mouth. O’Brien FV. 

Br J Oral Surg 10:89-94, Jul 72 

oy further case of melanotic Pprogonoma] Frappat P, et 
Pediatrie -Mar 72 (Fre) 


ETIOLOGY 
Light- and electron-microscope of the of 


granular-cell myoblastoma. HJ, et 
3 Pathol 109:101-11, Feb 73 


PATHOLOGY 


Ultrastructural data on the neurogenic a of 
Abrikossoff’s tumour. Simdrszky J, et 
Acta Morphol Acad Sci Hung 20: “ree 1972 
Granular-cell myoblastoma in parotid gland. Nussbaum 
M, et al. NY State J Med 72:2887-8, 1 Dec 72 
[ Histogenesiz of granulated cell tumors] Gilliet F, et al. 
Hautarzt 24:52-7, Feb 73 (Ger) 
(Granular Ay a Natvig K, et al. 
93:171-3, 30 Jan 73 (Eng. 
(Nor) 


MYOCHRYSINE see under GOLD (D1) 
MYOFIBRILS 


see also related 
MUSCLE CONTRACTION (G1) 


Morphological evidence for the presence of contractile 
elements in secretory ameloblasts of the rat. Reith EJ, 
et al. Arch Oral Biol 18:445-8, Mar 73 

MYOSITIS OSSIFICANS 

[A case of myositis ossificans traumatica] Konukman E. 
Dentoral (Istanbul) 4:80-5, Mar-Apr 72 (Eng. Abstr.) 

(Tur) 

MYTHOLOGY 

Possible human-animal paranormal events. Schwarz 
BE. J Am Soc Psychosom Dent Med 20:39-53, 1973 


The aesthetically pleasing face: an orthodontic myth. 
Peck S, et al. Trams Eur Orthod Soc 175-84, 1971 


MYXEDEMA 

in congenital myxedema) 
Stomatologiia (Mosk) 52:102-3, Mar-Apr 73 (Rus) 
MYXOMA 


Myxoma of the maxilla: report of case. Byrd DL, et al. 
3 Oral Surg 31:123-6, Feb 73 


PATHOLOGY 


Myxoma of the jaw bones. Ghosh BC, et al. 
Cancer 31:237-40, Jan 73 


SURGERY 
Myxoma treated by ostectomy. Six year 


follow-up. Himmelfarb R, et al. 
NY State Dent J 38:612-5, Dec 72 


NAIL BITING 
infancy: follow-up study of 


(Hyperkeratosis and parakeratosis verruciformis: an 
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al. 


of nail-biting] GJ, et 
led Tijdschr (Eng. 
(Dut) 


Vieugels Schutter 
Geneeskd 116:1991-3, 28 Oct 72 
) 
NAILS 
ANALYSIS 
Selenium content of human nails: a new index for 
epidemiologic studies of dental caries. 
DM, et al. J Dent Res 52:389, Mar-Apr 73 
NANISM see DWARFISM (C3, C7) 
NARCOSIS see under ANESTHESIA (E3) 


NARCOTICS 


see also related 
ERUG ADDICTION (F2) 


[Dental care in spite of the risk of hepatitis? ] Wikstrém 
L. Tandlakartidningen 65:265-8, 1 Mar 73 (Swe) 


ADMINISTRATION & DOSAGE 


Intravenous sedation. Trieger 
Dent Werth am Apr 73 


NASAL BONE see under NOSE (Al, A2, A4) 
NASAL CAVITY see under NOSE (Al, A2, A4) 
NASAL SEPTUM 
ANATOMY & HISTOLOGY 
Histology of the =vomerine suture in a 
bilateral cleft case. Friede H. 
Cleft Palate J 10:14-22, Jan 73 
INJURIES 
(Trauma of the columella] Stricker 
Rey Stomatol Chir Maxillofac Sep 72 (Eng 
Abstr.) 
PATHOLOGY 
[Benign tumors of vascular origin in the nasal septum] 
BoZidar S, et al. 
Stomatol Glas Srb 19:129-31, Mar-Apr 72 (Cro) 
TRANSPLANTATION 
Orbital floor repair with nasal septal cartilage. 
Wiesenbaugh J, et al. 
Trans Congr Int Assoc Oral Surg 4:308-10, 1973 
NASAL SINUSES see PARANASAL SINUSES (A4) 
NASOALVEOLAR CYST see under 
NONODONTOGENIC CYSTS (C2) 
NASOPALATINE CYST see under 
NONODONTOGENIC CYSTS (C2) 
NASOPHARYNGEAL NEOPLASMS 
Juvenile nasopharyngeal angiofibroma. Hicks JL, et al. 
Oral Surg 35:807-17, Jun 73 (18 ref.) 
[Plasmacytoma of the maxilla and nasopharynx) 
Derbina MM, et al. 
Stomatologiia (Mosk) 51:73-4, Nov-Dec 72 (Rus) 
Stomatol Glas Srb 19:129-31, Mar-Apr 72 (Cro) 
DIAGNOSIS 
Diagnostic problems with tumors located in the 
retromaxillary space. Zehm S. 
Dentomaxillofac Radiol 2:32-6, 1973 
RADIOTHERAPY 
Retreatment of recurrent 
— a radium mold. Deutsch * et al. 
Prosthet Dent 30:315-20, Sep 73 
NASOPHARYNGITIS see under PHARYNGITIS (C5) 
NASOPHARYNX 
GROWTH & DEVELOPMENT 
Relationships between variation of mandibular 
morphology and variation of airway 


nasopharyngeal 
size in monozygotic twins. Dunn GF, et al. 
Angle Orthod 43:129-35, Apr 73 


INDEX DENTAL LITERATURE 


NATAL TEETH see under TOOTH, DECIDUOUS 
(A3) 

NATIONAL HEALTH PROGRAMS see under STATE 
MEDICINE (N3) 

NATIONAL INSTITUTES OF HEALTH see UNITED 
STATES NATIONAL INSTITUTES OF HEALTH 
(N3) 

NATIONALITY see under ETHNIC GROUPS (1,N1) 

NECK 

Self-induced air emphysema of the face and neck. Lee 


JL Jr, et al. Oral Surg 36:603-5, Oct 73 
cervical adenopathies in adults} Michelet 


Rev Odontostomatol Fr 1972 (Fre) 
(Ly of diseases of 
Dordevic R, et al. 
Stomatol Glas Srb 19:124-8, Mar-Apr 72 (Eng. oo 


NECK NEOPLASMS 
COMPLICATIONS 


Malocclusion associated with an extensive 
lymphangioma of the face. Knowles CC. 
Trans Br Soc Study Orthod 57:101-4, 1970-71 


DIAGNOSIS 


Diagnostic problems with or ay located in the 
retromaxillary space. Zehm 
Derntomaxillofac Radiol 1973 
(The problem of early diagnosis of malignant 
neoplasms of lymph nodes in face and neck regions) 
Stojnev IV, et al. 
(Sofiia) 54:205-11, May-Jun 72 
< neck tumors] Orive 

Rev Esp Estomatol 20:439-42, (Spa) 


PATHOLOGY 


Aspiration biopsy of head and neck tumours. Eneroth 
CM. Sven Tandiak Tidskr 66:177-9, Mar 73 


RADIOTHERAPY 


Head and neck operations after radiation therapy. 
Goode RL. Oral Surg 36:170-6, Aug 73 


SURGERY 


A conservative approach for prosthetic intervention. 
Rose H. Quintessence Imt 4:53-5, May 73 


NECROSIS 
ETIOLOGY 


(Clinical experimental results of selective tissue 
destruction by cold] Ernst FD, et al. 
Dtsch Stomatol 23:172-9, Mar 73 (Eng. Abstr.) (Ger) 


NEEDLES 


Management of a broken hypodermic needle: report of 
a case. Kennett S, et al. 
Anesth Prog 20:48-50, Mar-Apr 73 
Management of a broken hypodermic needle: report of 
a case. Kennett S, et al. 
3 Cam Dent Assoc 38:414-6, Nov 72 

phobic 


H, 
Dtsch Zahn Mund Kieferhetlkd 60:305-13, May 73 (Eng. 
Abstr.) (Ger) 
(Swallowing ofthe injection needle during irtention of 
the root canal) 
Fogorvy Sz 66:55-6, Feb (Hun) 


NEFA see FATTY ACIDS, NONESTERIFIED (D11) 

NEGATIVISM see under DEFENSE MECHANISMS 
(Fl, F2) 

NEGROES 

‘Perlman DJ. Dest Manage i3:17-20, Jul 73 


How to get an early start on a dental career. 
Dent Stud 51:38-40, Jan 73 


‘ ee WA. J Dent Child 40:125-7, Mar-Apr 73 
(Methods of animal experimental histological studies = 


INDEX DENTAL LITERATURE 


Black participation. Wilson WE. 

Ohio Dent J 47:54-5, May 73 

Tribute to a pioneer dentist. (Somerville JA), Dummett 
CO. Q@ Natl Dent Assoc 31:58-60, Apr 73 


NEGROID RACE 


Negro-Caucasoid differences in permanent tooth 
emergence at a constant income level. Garn SM, et al. 
Arch Oral Biol 18:609-15, May 73 

Epidemiology of leukoedema in the Negro. Martin JL. 
3 Oral Med 28:41-4, Apr-Jun 73 

[Flattening of the occipital region of the skull 
(plani-occipitalization in Brazilians] Picosse M, et al. 
10:99-105, Jan-Jun 72 

r 


NEIGHBORHOOD HEALTH CENTERS see under 
COMMUNITY HEALTH SERVICES (N2) 


NEOMYCIN 


PHARMACODYNAMICS 
Tissue reaction to nebacetin. An ital 
histopathologic study in guinea pigs. Bang G, et al. 
Sven Tandlak Tidskr 64:879-82, Dec 71 (Eng. Abstr.) 
(Swe) 


The effect of Nivemycin on pain and swelling very 

ae 4 third molar removal. MacGregor AJ, et al. 
3 Oral Surg 10:321-5, Mar 73 

[Cttateal studies on infectious disease of dental origin 
after administration of Neuzym, especially by the 
double blind method in combination with the use of 
neomycin] Kudo K, et al. 
Jap J Oral Surg 18:430-4, 1972 (Jap) 

[Influence of the excipient on the reaction of pulp toa 
corticoid and antibiotic mixture] Perrotto BM, et al. 
Rev Asoc Odontol Argent 60:521-4, Nov 72 (Spa) 


NEOPLASM METASTASIS 


Ameloblastoma with metastases to lung, ilium and soft 

tissues--a case report. Hopson WL, et al. 

Br J Plast Surg 25:367-75, Oct 72 

Metastatic carcinoma of the jaws. Cherrick HM, et al. 

3 Am Dent Assoc 87:180-1, Jul 73 

- metastases from carcinoma. Robinson D. 
Laryngol Otol 87:603-9, Jun 73 

Motastatie bronchogenic carcinoma to the maxilla: 

report of case. Adler CI, et al. 

3 Oral Surg 31:543-6, Jul 73 

Metastatic carcinoma of the mandibular condyle: 

report of case. Hartman GL, et al. 

3 Oral Surg 31:716-7, Sep 73 

Malignant mixed tumor of parotid gland « wre 

metastasis to the radius. Jacobson ES, et 

3 Oral Surg 31:539-42, Jul 73 

Histologically benign mixed parotid tumour with 

hepatic metastasis. Youngs GR, et al. 

3 Pathol 109:171-2, Feb 73 

Occult regional metastasis: carcinoma of the oral 

tongue. Lee JG, et al. Laryngoscope 82:1273-81, Jul 72 

Metastatic tumours of the jaws. Chan YF. 

Med J Malaya 27:48-51, Sep 72 

Gingival and pharyngeal metastasis from a malignant 

melanoma. Report of a case. Mosby EL, et al. 

Oral Surg 36:6-10, Jul 73 

Metastatic tumor to the tongue. Report of twelve cases. 

Zegarelli DJ, et al. Oral Surg 35:202-11, Feb 73 

Secondary tumors of the maxilla. Towers JF. 

Trans Congr Int Assoc Oral Surg 4:138-42, 1973 

[A case of melanoma malignum with a dental pulp 

metastasis} Balbanov K, et al. 

Stomatologiia (Sofiia) 54:182-5, May-Jun 72 (Eng. 

Abstr.) (Bul) 

[Formation of metastases from malignant tumors in the 

maxillofacial region] Machtens E, et al. 

Dtsch Zahnaerztl Z 27:901-4, 1972 (Eng. Abstr.) (Ger) 

(Central metastatic mandibular carcinoma] Frenkel G. 

Fortschr Kiefer Gesichtschir 15:157-60, 1972 (Eng. 

Abstr.) 

(The central mandibular carcinoma] Kriiger E. 

Fortschr Kiefer Gesichtschir 15:161-7, 1972 (Eng. 

Abstr.) (Ger) 

(Metastasis of malignant epithelial — into the 

region of the jaw bones] Matras 

Fortschr Kiefer Gesichtschir 15: 1706. 1972 (Eng. 

Abstr.) (Ger) 

{An ameloblastoma with distant metastases] 


Steinhduser E. 

Fortschr Kiefer Gesichtschir 15:202-6, 1972 (Eng. 
Abstr.) (Ger) 
(Incidence and histology of metastasizing tumors in the 
jaw and face region] Momma WG. 

ZWR 82:76-9, 25 Jan 73 (Ger) 
{The problem of infiltration of bone tissue by 
adamantinomas] Jablofiski M, et al 


Czas Stomatol 26:497-501, 1973 (Eng. Abstr.) (Pon 
[Choriocarcinoma of the testicle with metastasis to 


gingiva (report of a case)} Roa HS, et al. 
Rev Guatem Estomatol 2:96-9, Sep-Dec 72 (Spa) 


- Robert J, et al. 
PATHOLOGY 


Prognostic factors in cu’ 

and neck. Huvos AG, et al. 

Am J Pathol 71:33-48, Apr 73 

Arch Dermatol 107:80-6, Jan 


NEOPLASM RECURRENCE, LOCAL 


Ameloblastic sarcoma in the maxilla. A case report. 
Hatzifotiadis D, et al. J Maxillofac Surg 1:62-4, Mar 73 

Recurrent ameloblastoma 30 years after surgical 
treatment. Hayward JR. J Oral Surg 31:368-70, May 73 

Occult regional metastasis: carcinoma of the oral 
tongue. Lee JG, et al. Laryngoscope 82:1273-81, Jul 72 

Central and peripheral fibrogenic and neurogenic 
sarcoma of the oral regions. Eversole LR, et al. 
Oral Surg 36:49-62, Jul 73 

Fibrosarcoma of the mandible. Report of a case. Wright 
JA, et al. Oral Surg 36:16-20, Jul 73 

Cancer of the tongue. Southwick HW. 
Surg Clin North Am 53:147-58, Feb 73 

(Prognostic significance of the relapse-free interval 
after radiotherapy in reticulum cell sarcoma] Masaki 


N, et al. 
Nippon Acta Radiol 33:19-23, Jan 73 (Eng. Abstr.) 
(Jap) 
RADIOTHERAPY 


Retreatment of recurrent nasopharyngeal 

using a radium mold. Deutsch M, et 

J Prosthet Dent 30:315-20, Sep 73 

[X-ray treatment of postoperative recurrences of 

malignant salivary gland neoplasms) Borejko J. 

Pol Przegl Radiol 36:795-8, Nov-Dec 72 (Eng. - 
‘ol) 


NEOPLASM TRANSPLANTATION 


Heterotransplantation of human epidermoid 
carcinomas to the mouse mutant nude. Povisen CO, et 
al. Acta Pathol Microbiol Scand [A] 80:713-7, 1972 

Facilitation of macrophage-mediated destruction of 
allogeneic fibrosarcoma cells by tumor-enhancing IgG 
2 in vitro. Cruse JM, et al. 

Transplant Proc 5:961-7, Mar 73 


NEOPLASMS 


see also related 
ANTINEOPLASTIC AGENTS (D4) 
DNA, NEOPLASM (D10) 


The effect of environmental pH on the growth of 
normal and malignant cells. Eagle H. 
3 Cell Physiol 82:1-8, Aug 73 


it tumor at site of metal 
implant. Bodine R. Oral Implantol 3:65-9, Summer 72 
(Current problems in cancer research] Latarjet M. 
Bull Acad Dent (Paris) 17:49-53, Oct-Dec 71 (Fre) 
[Action of natural ionizing radiations on human cancer 
cell lines cultured in vitro] Croute F, et al. 
C R Soc Biol (Paris) 165:2189-93, Jun 71 (Fre) 
[Clinical aspects of use of inhibition radiation from an 
electron accelerator] Rabukhina NA, et al. 
Med Radiol (Mosk) 17:83-94, Sep 72 (75 ref.) (Rus) 


CLASSIFICATION 


[Principles of TNM classification] Spiess! B. 
Z Krebsforsch 78:31-41, 1972 (Eng. Abstr.) (Ger) 


Multiphasic mobile cancer screening: a positive 
approach to early cancer detection and control. Lynch 
HT, et al. Cancer 30:774-81, Sep 72 


{Experimental studies and clinical evaluation of 
diagnosis of tumors using 99mTc labelled bleomycin) 
Mori T, et al. Jap J Clin Radiol 18:201-5, Mar 73 (Jap) 


DRUG THERAPY 
Results in 169 patients with cancer of the head and neck 


treated by intra-arterial infusion therapy. Freckman 
124:501-9, Oct 72 


NEOPLASMS 


intravenous chemotherapy. Priestman TJ. 
Br J Cancer 27:400-5, May 73 
The chemofusor: a new apparatus for maintaining 


continuous intra-arterial infusion chemotherapy. 
Burn JI, et al. Br J Surg 60:375-7, May 73 
y with 


J Surg Oncol 5:189-93, 1973 

Bleomycin--a new approach in cancer chemotherapy. 
Stephens FO. Med J Aust 1:1277-83, 30 Jun 73 
Cancerostatic activity of apurinie acid, a modified DNA 
against transplanted allogeneic and xenogeneic 
tumors in the golden hamster. Goldenberg DM, et al. 
Verh Dtsch Ges Inn Med 77:1333-6, 1971 


ENZYMOLOGY 


The presence of “fetal” 
tumors. Stafford MA, et 
Biochim Biophys Acta s77:430-42, 25 Aug 72 


IMMUNOLOGY 


HL-A antigens of human tumor-derived cell lines and 
viral transformed fibroblasts in culture. Kersey JH, et 
cancer. Penn I, et al. 

Transplant Proc 508-7. Mar 73 


The mechanism of action of the epidermal growth 
factor. 3. Stimulation of the uptake of labeled 

into RNA, DNA and proteins induced by 
EGF in isolated tumor cells. Covelli I, et al. 
Hormones 3:183-91, 1972 


OCCURRENCE 
A new approach to cancer screening and education. 
Lynch H, et al. Geriatrics 28:152-7, May 73 
Histologically 


diagnosed cancers in 693 Indians of the 
United States, 1950-65. Dunham LJ, et al. 
J Natl Cancer Imst 50:1119-27, May 73 
Childhood malignancies in Central India. Grover S, et 
al. J Natl Camcer Imst 49:953-8, Oct 72 
The pattern and proportion of malignant neoplasms in 
cases operated at the Sassoon General Hospital, Poona 
in 3 years. Purohit GG, et al. 
J Postgrad Med 18:161-7, Oct 72 
Risk of cancer in renal-transplant recipients. Hoover R, 
et al. Lamcet 2:55-7, 14 Jul 73 
Cancer incidence patterns in the subcontinent of India. 
Jussawalla DJ. Proc R Soc Med 66:308-12, Apr 73 


RADIOGRAPHY 


Medical radiography with fast neutrons. Bewley DK, et 
al. Br J Radiol 46:24-9, Jan 73 


RADIOTHERAPY 


Experience with californium 252 in clinical 
radiotherapy. Castro JR, et al. 
Am J Roentgenol Radium Ther Nucl Med 117:182-94, 
Jan 73 
Clinical dose-response curves of human malignant 
epithelial tumours. Fletcher GH. 
Br J Radiol 46:1-12, Jan 73 
Use of iridium-192 in interstitial tumor therapy. Stella 
JG, et al. Camcer 32:665-71, Sep 73 
Clinical experience with fast neutrons. Catterall M. 
Proc R Soc Med 65:839-43, Oct 72 
Problems with neutron therapy. Morrison R. 
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Radiat Res 54:141-51, Apr 73 
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evaluation. Fichardt T. 
S Afr Med J 47:1070-80, 23 Jun 73 (37 ref.) 
(Synchronized a in malignant tumors. 
Theoretical bases and clinical results} Nitze HR. 
HNO 21:201-7, Jul 73 (Eng. Abstr.) (Ger) 
[10-year statistics of cobalt 60 radiotherapy for 
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Strahientherapie 144:541-65, Nov 72 (Eng. Abstr.) 
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radiotherapy] Tsuya A, et al. 
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Jap J Clin Med 30:2658-60, Dec 72 (Jap) 
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METABOLISM 
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Cancer Programs in New Jersey. Caffrey W. i" 
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DIAGNOSIS 
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carcinoma of the head and neck treated by | 
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SURGERY 


Results of stereotaxic thalamotomy for pain. Sugita K, 
et al. Confin Neurol 34:265-74, 1 

Radicality in cancer surgery. Int Surg 58:182-9, Mar 73 

Local and regional skin flaps in head and neck surgery. 
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THERAPY 


Methotrexate plus Bacillus Calmette-Guérin (BCG) and 
isoniazid in the treatment of cancer of the head and 
neck. Donaldson RC. Am J Surg 124:527-34, Oct 72 

The delay problem in cancer. Lynch HT, et al. 
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(Combined treatment of malignant tumor with 
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(Clinical experience with of 
tumors) Balliuzek FB, et 
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morphology, transplantation, and virus auton, Yabe 
Y, et al. Gann 63:329-36, Jun 72 

Neoplasms and proliferative lesions in 1065 nonhuman 
primate necropsies. Seibold HR, et al. 
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and supporting tissues} Mohr U, et al. 
Zahnaerstl Prax 22:39-40, 15 Feb 71 
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ETIOLOGY 
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metastasis} Balbanov K, al. 


Stomatologiia (Sofiia) 54: 182-5, May-Jun 72 pn 
Abstr.) 


NEOPLASMS, EMBRYONAL AND 
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Melanotic neuroectodermal tumor of infancy. Oldhoff 
J, et al. Trans Congr Int Assoc Oral Surg 4:55-7, 1973 

{Parotid mixed tumor-epithelioma association. 
Apropos of 23 cases] Micheau C, et al. 

- Anat Pathol (Paris) 21:251-60, Sep 73 one. 
r.) 

[Mixed tumors of the buccal cavity] Lachard J, et a 
Rev Stomatol Chir Maxillofac 73:216-7, Apr-May 72 
(Eng. Abstr.) (Fre) 

(Clinical and histological findings in 220 cases of 
parotid gland tumor] Rénay P, et al. 
Zentralbl Chir 97:1082-7, 5 Aug 72 


PATHOLOGY 


(Ger) 


is tumours] Béck J, et 

Abstr.) (Ger) 
SURGERY 


Retinal anlage tumour. A case report. Heydenrych JJ. 
8S Afr Med J 47:616-8, 14 Apr 73 

{Mixed tumor of the parotid gland of enormous 
dimensions} Bobi¢é J. 
Med Arh 25:75-9, Jan-Jun 71 


(Ser) 


THERAPY 


Embryonal rhabdomyosarcoma of the head and neck in 
children. Sessions DG, et al. 
Laryngoscope 83:890-7, Jun 73 


NEOPLASMS, EXPERIMENTAL 


see also related 
NEOPLASM TRANSPLANTATION (E5) 


In vitro and in vivo labelling of animal tumours with 
tritiated thymidine. Denekamp J, et al. 
Cell Tissue Kimet 6:217-27, May 73 
Cytophotometric measurements of the DNA content 
juced 


Experimental giant cell granulomas Ri in jaws of 
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albino rats. Chan WC, et al. 
3 Periodontol 44:511-8, Aug 73 

The experimental pathology of oral cancer. Shklar G. 
Sci Educ Bull Imt Coll Dent 3:15-9, 1970 
Demonstration of an adenovirus-inhibitory factor in 
adenovirus-induced hamster tumor —_ Champe PC, 
et al. Virology 50:482-94, Nov 

(Experimental carcinogenicity of DMBA in solution] 
Opitz JA, et al. 

Rev Fac Odontol P Alegre 12:77-82, 1970 (Por) 


DRUG THERAPY 


(Research on substances with antineoplastic activity. 
LII. Tylophorine analogs. I. Synthesis and cytostatic 
and cytotoxic activity of 
4-(3,4-dimethoxyphenyl)piperidine derivatives) 

Nacci V, et al. 
Farmaco [Sci] 28:399-410, May 73 (Eng. Abstr.) (Ita) 


THERAPY 


The effect of deep freezing on hamster cheek pouch 
carcinoma. A pr report. Iida T, et al. 
Oral Surg 34:044-9, Nov 72 


NEOPLASMS, MULTIPLE PRIMARY 


Neurofibromatosis associated with malignant 
neurofibromas. Knight WA 3d, et al. 
Arch Dermatol 107:747-50, May 73 
Multiple cancers of the oral cavity. Burkes EJ. 
NC Dent J 56:21-3, Aug 73 
[A case of 5 primary neoplastic localizations] Dubois 
JB, et al. Nouv Presse Med 2:1912, 14 Jul 73 (Fre) 
(Primary multiple malignant neoplasms of the female 
genital organs and their combination with carcinoma 
of other sites} Klunichenko et al. 
Akush Ginekol (Mosk) 47: =+y 71 (Rus) 
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Estrin IM, et al. 
Zh Ushn Nos Gor! Bolezn 31:110-2, Jul-Aug 71 (Rus) 
(Sjégren’s syndrome--risk of Faldt R. 
Lakartidningen 69:4050-1, 6 Sep 72 (Swe) 
jaw osteoma in Gardner’s syndrome] Subjak 
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Cesk } 73:177-9, 1973 (Eng. 
COMPLICATIONS 


Abstr.) (Slo) 


Nevoid basal cell carcinoma syndrome. Case report: 
histopathology of skeletal lesions. Miller RF, et al. 
Clin Orthop 89:246-52, 1972 

DIAGNOSIS 


(Neurilemmona of the conjunctiva and eyelids with 


Monatsbl Augenheilkd 162:251-4, Feb 73 ox. 

larynx and lower lip) Voitsekhovskaia SG. 

Zh Ushn Nos Gor! Bolezn 31:112-4, wed 71 (Rus) 
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Gardner’s syndrome 

J, ot, al. 

Cervicofac 90:161-7, Mar 73 
(Fre) 


Ann Otolaryngol Chir 
(Eng. Abstr.) 
PATHOLOGY 


al. Otolaryngol Pol 26:597-8, 1972 (Pol) 


THERAPY 
Simultaneous malignant tumors in patients with head 
and neck cancer. Brownson RJ, et al. 
Arch Otolaryngol 97:347-9, Apr 73 
NEOPLASMS, NERVOUS TISSUE 
(The neurogenic tumors of the face and jaws] 
KarapandZzié M, et al. 


NEOPLASMS, RADIATION-INDUCED 


EL. 


PATHOLOGY 
(Morphology and enzyme histochemistry of 224 radium 
induced osteosarcomas of the mouse] Géssner W, et 


al. Z Krebsforsch 78:225-35, 1972 (Eng. Abstr.) (Ger) 
NEOPLASMS, VASCULAR TISSUE 
(Tumors of vascular tissues] Mohr U, et al. 
Prax 22:91-4, 15 Apr 71 (Ger) 
[Benign tumors of vascular origin in the nasal septum] 
BoZidar S, et al. 

Stomatol Glas Srb 19:129-31, Mar-Apr 72 (Cro) 


NEOPLASTIC TRANSFORMATION, CELL see CELL 
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NEPHRITIS 


(Clinical significance and diagnosis of chronic 
odontogenic ew foci in children] 
Maksimova OP. 

erg (Mosk) 52:60-3, Jul-Aug 73 (Eng. 
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NERVE ENDINGS 
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The dentinal tubules and the odontoblast processes. A 
scanning electron microscopic study. Brannstrém M, 
et al. Acta Odontol Scand 30:291-311, Sep 72 


NERVE GROWTH FACTOR 


{Endocrinous aspects of the physiology of 
glands. 2. Nerve growth factor (NGF) bs “its 
hormonal relation] Valenzuela SA. 


Odontol Chil 20:11-4, Jan-Mar 72 (Spa) 
NERVE REGENERATION 
Non-sutured nerve ta! (A report on 
experiments). Matras — et al. 
3 Maxillofac Surg 1:37-40, Mar 73 
NERVE TISSUE 
CYTOLOGY 


{Normal ultrastructure of the nerve fibers of the 
human dental pulp) Ivanchukova LA. 
Stomatologiia (Mosk) 52:32-6, May-Jun 73 (Eng. 
Abstr.) (Rus) 

SURGERY 

(The behavior of the pulp of multiple rooted teeth with 
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Waldhart E. Osterr Z Stomatol 70:11-33, Jan 73 (Ger) 

NERVE TRANSMISSION see NEURAL 
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NERVOUS SYSTEM DISEASES 


[Acute emergency situations with neurological and 


psychiatric symptoms in dental practice) Reisner H. 
Osterr Z Stomatol 69:318-23, Sep 72 (Ger) 
OCCURRENCE 
([Occupa' diseases dentists. 
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Riv Ital Stomatol 26:815-6 passim, Nov 71 a 
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NEURAL TRANSMISSION 


Cocarcinogenic action of mechanical damage and x-ray 


irradiation on intramandibular tissue of mice. 
Eulderink F, et al. J Natl Cancer Inst 49:821-7, Sep 72 
o! 

Presse 1:9006-0, 16 Dec 72 (Eng. Abstr.) 


(Fre) 
[Post radiation malignancy of the head and neck] 
Schindel J. 

Harefuah 83:577-80, 15 Dec 72 or. Abstr.) (Heb) 
[Development of angiosarcoma of region 
ane Podliashuk 


Bull Tokyo Dent Cou 13:145-64, Aug 72 
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(Results of radiotherapy of malignant neoplasms with ) : 
Synaptic transmission in the submandibular ganglion of 
z trigeminal and glossopharyngeal neuralgia. Kaul AK, 
tumors in rats. Sakaki T, et al. et al. J Indiam Dent Assoc 45:8-13, Jan 73 


NEURAMINIC ACIDS 


ANALYSIS 


Cyclic variation of sialic acid content in saliva. Oster G, 
et al. Am J Obstet Gynecol 114:190-3, 15 Sep 72 
The acid and enzymic hydrolysis of O-acetylated sialic 
acid residues from rabbit Tamm-Horsfall 
glycoprotein. Neuberger A, et al. 

Biochem J 129:683-93, Sep 72 

Neuraminic acid content of sputum in chronic 
bronchitis. Keal EE, et al. Thorax 27:643-53, Nov 72 


Mucosubstances in giant cells of the so called central 
and peripheral giant cell granuloma: histochemical 
analysis. Birman EG, et al. 

Ann Histochim 17:117-22, Apr-Jun 72 

Effect of castration and androgen supplementation on 
sialic acid levels in rat submandibular gland. 
Zebrowski EJ. Arch Oral Biol 18:567-70, Apr 73 


PHYSIOLOGY 


The requirement of membrane sialic acid in the 
stimulation of phagocytosis by the natural 
tetrapeptide, tuftsin. Constantopoulos A, et al. 
J Biol Chem 248:3819-22, 10 Jun 73 


NEURAMINIDASE 
METABOLISM 


Source of neuraminidase in human whole saliva. Fukui 
Y, et al. Infect Immun 8:329-34, Sep 73 


NEURILEMMOMA 


Neurilemmoma of the cervical portion of the vagus 
nerve. A collective review and two case reports. 
Reddick LP, et al. Am J Surg 12! °744-7, Jun 73 

Solitary oral neurilemmoma. Allan IM, et al. 
Br Dent J 134:21-2, 2 Jan 73 

Oral neurilemmoma. Weidmann GM. 

Br J Oral Surg 10:97-9, Jul 72 

Central neurilemoma of the mandible: report of case 
and review of the literature. Shimura K, et al. 
3 Oral Surg 31:363-7, May 73 (24 ref.) 

Solitary intraosseous neurofibroma involving the 
mandibular canal: report of case. Singer CF Jr, et al. 
3 Oral Surg 31:127-9, Feb 73 

Neurilemmoma of the facial nerve. Conley J, et al. 
Plast Reconstr Surg 52:55-60, Jul 73 

(Neurinoma of the facial nerve in the parotid 
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Light- and electron-microscope study of the origin of 
granular-cell myoblastoma. Sobel HJ, et al. 
3 Pathol 109:101-11, Feb 73 


DIAGNOSIS 


Neurilemmoma of facial nerve presenting as parotid 
gland tumour--a case report. Budhraja SN, et al. 
Indian J Cancer 10:107-10, Mar 73 

[Benign and malignant schwannomas of the facial nerve 
simulating parotid neoplasms] Kruse CG, et al. 
HNO 21:107-10, Apr 73 (Eng. Abstr.) (Ger) 

{Neurilemmona of the conjunctiva and eyelids with 
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{Lingual neurofibroma}] Ukleja Z, et al. 
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malignant neurilemmoma. Eddy HA, et al. 
Microvasc Res 6:63-82, Jul 73 

{Neurilemmoma of the lower lip: report of a case] 
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the head and neck. Mandel MA, et al. 
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J, et al. 
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mandibular canal: report of case. Singer CF Jr, et al. 
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[A rare oral localization of neurofibroma] Cirillo F, et 
al. 
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Neurofibromatosis associated with malignant 
neurofibromas. Knight WA 3d, et al. 
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CONGENITAL 


Congenital plexiform neurofibroma of the vagus with 
cardiac, pulmonary and visceral involvement. Ra4lié Z, 
et al. J Pathol 107:55-7, May 72 


DIAGNOSIS 


[Benign and malignant schwannomas of the facial nerve 
simulating parotid neoplasms] Kruse CG, et al. 
HNO 21:107-10, Apr 73 (Eng. Abstr.) (Ger) 
[Diagnosis and treatment of tumors of the facial bones] 
Spiess! B, et al. 
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sarcoma cell line. Drewinko B, et al. 
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disease] Divinyi T. Fogory Sz 65:373-5, Dec 72 (Hun) 
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NEUROLEPTOANALGESIA 
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Intraepithelial nerve fibers in the human oral mucosa. 
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[Electron microscopic studies on nerve ae in 
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(The myelinated nerve fibers contained in . my 
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(Normal ultrastructure of the nerve fibers of the 
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Abstr.) (Rus) 
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An electrophysiological study of the central 
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White sponge naevus. Lewis MB. 
Australas J Dermatol 13:106, Dec 72 
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(Fre) 
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3 Gen Virol 16:429-34, Sep 72 : 
: 
— 
+ 

— 


NEVUS 


nevus linearis sebaceus. Holden 
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J Jap Soc Dent Appar Mater 12:4-7, Jun 71 (Jap) 
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compound after maxillofacial surgical interventions] 
Garlipp OF, et al. 
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(Por) 
(Experiment with an in 
dentistry] Ferro JC, et 
90-1604, Jui-Gep ¥2 (Spa) 


NINHYDRIN see under INDICATORS AND 
REAGENTS (D13) 
NIOBIUM 
METABOLISM 


(Experimental studies on metabolism in hard 
structures of the teeth. 1. Metabolism of niobium-95 in 
soft and hard tissues; 
hamster] Held M, et 
Dtsch Stomatol 23:81-6, Feb 73 (Eng. Abstr.) (Ger) 


NITRILES 
PHARMACODYNAMICS 


The effect of the lathyritic agent aminoacetonitrile on 
the unimpeded eruption rate in normal and 
root-resected rat lower incisors. Berkovitz BK, et al. 
Arch Oral Biol 17:1755-63, Dec 72 

[Effect of lathyrogen on the eruption rate of the 
mandibular incisor of the rat] Tsuruta M. 

J Jap Stomatol Soc 39:432-41, Sep 72 (Jap) 


NITRITES 
ANALYSIS 


(The determination of nitrite in human whole saliva) 
Tsujitsuka T. Odontology (Tokyo) 60:222-9, Aug 72 
(Method for the determination of nitrite in saliva] 
Koyama T, et al. 

Odontology (Tokyo) 60:218-21, Aug 72 (Jap) 
[Salivary nitrite in and adults] Tsuda M, et al. 
Odontology (Tokyo) 60:232-5, Aug 72 (Jap) 


NITROFURANS 
PHARMACODYNAMICS 
[Sensitivity of oral to nitrofuran 
derivatives] Kobayashi Y, al. 
Aichi Gakuin J Dent Sci 10:45, Sep 72 (ng, Abate 
NITROGEN 
PHARMACODYNAMICS 
[Histologic research on dental pulp after treatment 
with N2] Iacobelli L. 
Arch Stomatol (Napoli) 11:101-6, Apr-Jun 70 (Ita) 
NITROGLYCERIN see GLYCERYL TRINITRATE 
(D5) 
NITROSOUREA COMPOUNDS 
[An experimental study of en tumors in 
hamsters by N-nitrosomethylur T. 
3 Jap Stomatol Soc 39: 191-212, Jun (Jap) 
PHARMACODYNAMICS 
N-methyl-N-nitrosurea-induced 


odontogenic 
neoplasms in rats. Ebling H, et al. 
J Dent Res 52:177, Jan-Feb 73 


experimen 
studies using N-methyl-N-nitrosourea in rats and 


INDEX DENTAL LITERATURE 


mice] Schmitz R, et al. 


Dtsch Zahn Mund Kieferheilkd 60:220-31, snes 
Abstr.) 
NITROUS ACID see under NITRITES (D1) 
NITROUS OXIDE 
The case for oxygen-nitrous oxide conscious sedation. 
Swepston B. 


3 Natl Amalg Soc 2:36-44 passim, Apr-Jun 73 
[Role of premedication in dental surgery under general 
anesthesia with nitrous oxice] Sukachev VA, et al. 
Voen Med Zh 5:30-2, May 72 (Rus) 


ADMINISTRATION & DOSAGE 
An evaluation of nitrous oxide oxygen analgesia after 


The dental auxiliary and oxygen-nitrous conscious 
sedation. Lee B. Dent Assist 42:15-7, Sep 73 
A case for nitrous oxide-oxygen inhalation sedation: an 

“needle”. Sorenson HW, et 

Dent Clin North Am 17: si-08, Jan 73 
Nitrous oxid esia or anesthesia. Stuebner EA. 
Dent Clin North Am _ 17:235-47, Apr 73 
Altered state of consciousness. 4 The relationship 
between N2-02 experience the hypnotic 
experience. Section C. for using NZO-02 
and hypnosis together. R. 

Natl Soc Jan-Mar 73 
Altered state of consci: 


experience. Carnow R. 

Natl Amalg Soc 1:70-5, Oct-Dec 72 
variables of N20-02 
administration. I. 
Carnow R. J Nati Analg Soc 2:75-85, Jul- 
Medical-dentist histories for use with pen 
oxide-oxygen sedation. Hennes TE. 

a Natl Analg Soc 1:60-3, Oct-Dec 72 

Nitrous oxide analgesia and endodontic practice. Morse 
DR. J Natl Amalg Soc 1:55-8, Oct-Dec 72 


3 Natl Amalg Soc 2:26 passim, Apr-Jun 73 


HISTORY 


Some highlights in the history of nitrous oxide. 
Hutchinson BR. NZ Med J 77:171-7, Mar 73 


PHARMACODYNAMICS 


Evaluation of the effects of nitrous oxide in man. 
Horkey J, et al. Anesth Prog 20:16-9 passim, Jan-Feb 73 
Identification of central trigeminal nociceptors and the 
effects of nitrous oxide. Kitagata LM, et al. 
38:12-9, Jan 73 


a woe 2:40-42, Apr-Jun 73 
NOCARDIA INFECTIONS 
DRUG THERAPY 
ganglionic nocardiosis) Scheffer P, et 


Rev Stomatol Chir Maxillofac 73:303-5, Jun 72 (Eng. 
Abstr.) (Fre) 


NOISE 


see also related 
ACOUSTIC TRAUMA (C11, C14) 


(The problem of noise in the dental practice] Swedner 
K. Sven Tandlak Tidskr 64:331-2, May 71 (Swe) 


NOMA 


(Noma or forgotten ugliness. Clinical study and 
pathogenesis apropos of 6 cases at Fort-Lamy (Chad) ] 
— J, et al. 
Ann Dermatol Syphiligr (Paris) 99:511-6, 1972 (Eng. 
Abstr.) (Fre) 


DRUG THERAPY 
(Bilateral, evolutive, nonmutilating noma (a case)] 


Diop L, et al. 
Bull Soc Med Afr Noire Lang Fr 17:511-4, 1972 (Fre) 


Arch Oral Biol 17:1357-71, Sep 72 


iad two years of use. Jeffery DE. 4 
| 
between the N20-02 experience and the hypnotic 
ADVERSE EFFECTS 
3 
The physiology of respiration and circulation. Effects 
‘4 
OCCURRENCE 
THERAPEUTIC USE 
Epidemiological and biochemical studies of necrotizing 
<< 7% (Chemically induced abnormalities of the masticatory ulcerative gingivitis and noma (cancrum oris) in 


INDEX DENTAL LITERATURE 


SURGERY 


Sten = an otolaryngologist in Vietnam. Black 
South Med J 66:308-12, Mar 73 


NOMENCLATURE 


Code on Dental Procedures and Nomenclature. Council 
on Dental Care Programs. 

3 Am Dent Assoc 85:789-92, Oct 72 

Color matching in dentistry. I. The 

nature of color. Sproull RC. 

3 Prosthet Dent 29:416-24, Apr 73 

Gnathology for general practioner. Reed V. 

3 Tenn State Dent Assoc 53:157-70, Apr 73 
Our professional language--a basis for mutual 
understanding. Kimmel K. 

Quintessence Int 4:81-2, Jan 73 

[Proposal of new Czech technical terms for new 
expressions in fixed orthodontics] Kamfnek M, et al. 
Cesk Stomatol 73:193-6, 1973 (Cze) 
(Working program for the introduction of uniform 


Schweiz Monatsschr 


¢ 
{Treatment of category IV of dental pulp diseases. I. 
Terminology, etiology and pathology of dental pulp 
necrosis} Baume LJ, et al. 

Schweiz Monatsschr Zahnheilkd 82:1161-87, Nov 72 
(Eng. Abstr.) (Fre) 
{Nomenclature of gingival changes during pregnancy] 

Klimm W, et al. 

Dtsch Stomatol 22:683-6, Sep 72 (Eng. Abstr.) (Ger) 
[Proposal of a toxonomy for diagnosis of tooth, mouth 

and jaw diseases for data recording in the surgical 

Polyclinic) Pfeifer G, et al. 

Dtsch Zahnaerzt! Z ‘28: 361, Feb 73 

Zahntechnik (Berl) 14:143-5, Apr 73 
[List of words in use in modern Socteatoars Vai A. 

Rass Odontotec 18:30-6, Mar-Apr 72 (Ita) 
[Stomatological terminology] Gérski M. 

Czas Stomatol 25:755-7, 1972 (Pol) 
[Types and nomenclature of epidemiological studies on 

dental caries] Obersztyn A. 

Czas Stomatol 26:577-81, 1973 (Eng. Abstr.) (Pol) 
[Proposed terminology of invaginations of dental hard 

tissues] Wojtowicz N. 

Czas Stomatol 26:309-13, Mar 73 (Eng. Abstr.) (Pol) 
(Terminology in therapeutic stomatology] Groshikov 

MI. Stomatologiia (Mosk) 52:77-9, Mar-Apr 73 (Rus) 
(Curt Proskauer 1887-1972--a great dental historian) 

(Proskauer C), Léfgren AB. 

Tandlakartidningen 65:726-9, 15 Jun 73 (Swe) 
[Slovakian stomatological nomenclature) Skotnicky F. 

Cesk Stomatol 72:365-72, Sep 72 (Slo) 


NONODONTOGENIC CYSTS 


Newer concepts of odontogenic cysts. Toller PA. 
Int J Oral Surg 1:3-16, 1972 (32 ref.) 


Indian Dent Assoc 

The origins of globulomaxillary cyst. 

3 Ir Dent Assoc 18:218-22, Sep-Oct 72 
Keratocysts of the jaws. Donoff RB, et al. 

3 Oral Surg 30:880-4, Nov 72 

Median mandibular cyst partially lined with 
pseudostratified columnar epithelium. Report of a 
case. Albers DD. Oral Surg 36:11-5, Jul 73 
Lymphoepithelial cysts of the oral mucosa. Giunta J, et 
al. Oral Surg 35:77-84, Jan 73 
(Non-odontogenic maxillary cysts] Mathieu L. 
Ann Odontostomatol (Lyon) 28:185-96, Sep-Oct 71 


(Fre) 
Caietres cysts of the jaws] Mella L. 
Trimest Odontoiatr 53:17-27, 


Diagnosis please. DeChamplain RW. 

3 Hawaii State Dent Assoc 6:18-9, Feb 73 
Nasopalatine cyst of unusual size: report of case. 
Campbell JJ, et al. J Oral Surg 31:776-9, Oct 73 
[A case of a giant globulo-maxillary cyst involving the 
jaw: diagnostic problems] De Lathouwer 

et 
Rev Stomatol Chir Maxillofac 74:21-7, Jan 73 oo 


Abstr.) 
[Periodontal cyst--a rare type desmodontal 
(Ger) 


Zahnaerzti 

([Nasoalveolar cysts. 

Nor Tanniaegeforen Tid 


82:529-34, Nov 72 (Nor) 


EMBRYOLOGY 


eS ie cyst. Little JW, et al. 


globulomaxillary 
Oral Surg 31:188-95, Mar 73 


ETIOLOGY 


concepts of odontogenic cysts. Toller PA. 
Int J Oral Surg ie 4 1972 (32 ref.) 


PATHOLOGY 


The relative incidence of cysts of the jaws. Hakala PE, 
et al. Suom Hammasiaak Toim 68:292-9, 1972 
(Depth eS and measurement of jaw cysts in 

vivo] 
Osterr 69:406-19, Nov 72 


Case report: 3-D radiography. Dent Surv 48:52, Oct 72 

Radiolucent lesions in the globulomaxillary region. 

Zegarelli DJ, et al. J Oral Surg 31:767-71, Oct 73 

Roentgenographic interpretation and management of 
SN. 


(Ger) 


Tomography in diagnosis of incisive canal Lysell 
L, et al. Sven Tandiak Tidskr 65:321-6, Jun 72 
(Cysts of non-dental origin in the upper jaw] Mathieu L. 
(Paris) 99:365-78, Sep 72 4 


SURGERY 


Some dental problems and the surgeon. Hopkins R. 
Ann R Coll Surg Engl 53:95-111, Aug 73 
Enucleation and primary closure of jaw cysts. Doorn 
ME van. Int J Oral Surg 1:17-25, 1972 
Surgical removal of a nasophalatine cyst. Report of a 
case. Cardo VA Jr, et al. 

State Dent J 39:484-7, Oct 73 


Ugeskr Laeger 134: a0, 4 Dec 72 (Eng. Abstr.) (Dan) 
[A case of extensive globulomaxillary cyst] Agoston B. 
Fogory Sz 65:299-301, Oct 72 ~ 
{Paradental maxillary cyst] Rodriguez JH, et al. 
Rev Cire Argent Odontol 35:50, Oct 72 (Spa) 


NONPSYCHOTIC ORGANIC BRAIN SYNDROME see 
under MENTAL DISORDERS (F2) 
NORADRENALINE see NOREPINEPHRINE (D2, D5) 
NOREPINEPHRINE 
ADVERSE EFFECTS 
Adverse reactions to local anaesthetic-vasoconstrictor 
Preparations. A study of the cardiovascular responses 
to Xylestesin and Hostacain-with-Noradrenaline. 
Boakes AJ, et al. Br Dent J 133:137-40, 15 Aug 72 
ANALYSIS 
Quantitation of transmitter noradrenaline in the pulps 
of cat canine teeth. Pohto P, et al. 
Suom Hammasiaak Toim 68:20-5, 1972 
PHARMACODYNAMICS 
[Effects of vasoconstrictor agents in jaw surgery under 
local anesthesia] Pissler et al. 
Dtsch Stomatol 23:187-92, Mar 73 (Eng. Abstr.) (Ger) 
NORETHYNODREL 
PHARMACODYNAMICS 
Effect of the contraceptive steroids norethynodrel and 
mestranol on dental caries activity in young adult 
female rats. Liu FT, et al. 
3 Dent Res 52:753-7, Jul-Aug 73 
NOSE 


Traumatic displacement of a tooth into the nasal fossa: 

report of case. Dunn WP, et al. 

3 Oral Surg 31:783-4, Oct 73 
nasopalatine duct on the basis of the 


acrylic resin. Technical application] Souza EW de. 
Bol Fac Odontol Piracicaba 1-8, 1971 (Por) 


Open surgical management of naso-orbital-ethmoid 


Stomatol 26:305-7, Apr 73 (Eng. Abstr?) (Pol) 
NOSE DEFORMITIES 
SURGERY 


Maxillofac Surg 1:50-61, Mar 73 


NOSE DISEASES 


see also related 
OTORHINOLARYNGOLOGIC DISEASES 
(C5, C11) 


Rhinolith. Boylan PA. Oral Surg 36:290, Aug 73 

NOVOCAINE see PROCAINE (D6) 

NUCLEASE, DNA see DEOX YRIBONUCLEASE (D9) 

NUCLEOTIDYLTRANSFERASES 
METABOLISM 


(Glucose-1-phosphate uridylotransferase activity in 
gingival papillae in healthy subjects and in 
inflammatory parodontopathies}) Sadurska B, et al. 
Czas Stomatol 25:1165-8, Dec 72 (Eng. Abstr.) (Pol) 


NUMISMATICS 


Apollonia on a coin and a medallion from 
‘Narsbers) (St. Apollonia), Hofmeier H. 
Zahnmaerzt! Mitt 62:976-7, 1 Oct 72 


NURSERIES 


UGhildren at the Boduen Nursery in Warsaw] Hoppe A, 
Ceas Stomatol 26:167-70, Feb 73 (Eng. Abstr.) (Pol) 
NURSES 

In the multieuziliary office .. how to deal with the 


women in your life. Kimble JA. 
Dent Econ Oral Hyg 63:28-9 passim, Feb 73 


NUTRITION 


see also related 
DIET (E2) 
FOOD (3) 


(Ger) 


Diet, nutrition, and masticatory ability in a group of 
elderly edentulous patients. Ettinger RL. 

Aust Dent J 18:12-9, Feb 73 

Dentition and nutrition. Elwood PC, et al. 
Dent Pract Dent Rec 22:427-9, Jul 72 

The fine art of understanding patients through 
nutrition counseling. Nizel AE. 

Dent Stud 51:24-6 passim, Nov 72 

Diet, nutrition and the elderly edentulous patient. 
Ettinger RL. Edinb Dent Hosp Gaz 12:24-9, Summer 72 
Elements of dietetics for the general practitioner. 
Enwonwu CO. Int Dent J 23:317-27, Jun 73 
Does nutrition have a role? 

3 DC Dent Soc 47:16-7, Dec 72 


Sep-Oct 72 
The role of local dental societies in the improvement of 
television nutritional education. Choate RB. 
NY State Dent J 39:473-5, Oct 73 


The role of nutrition in prevention of oral disease. 
Chari AT. Orange Cty Dent Soc Bull 3-4, Nov 72 
(Compaign for nutrition and exercise] Hartimaier KM. 
Zahmaerzt] Mitt 62:1215-7, 16 Dec 72 (Ger) 
(Modern aspects of nutrition education] Wenger R. 
Zahmaerztl Mitt 63:472-4, 16 May 73 (Ger) 
(Relationship between nutrition and incidence of 
dental caries) Anastasiu F, et al. 

Stomatologia (Bucur) 20:229-38, May-Jun 73 (Rum) 
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NUTRITION 
facial fractures. Epker BN. 
Trams Congr Int Assoc Oral Surg 4:323-9, 1973 | 
(Nascethmoidal injuries), Splessl et al 
Osterr Z Stomatol 70:2-6, Jan 73 (Ger) y 
[A case of nose prosthesis] Mugan N, et al. | 
Pl | Dentoral (Istambul) 4:25-31, Jan-Feb 72 (Eng. Abstr.) . 
(Tar) 
RADIOGRAPHY 
Foreign bodies in nasal fossae of children. Goldstein E, : 

et al. Oral Surg 36:446-7, Sep 73 
— 
3 Tenn State Dent Assoc 53:19-25, Jan 73 
Large median palatal cyst. Gormley MB. a 
definitions and terms in dentistry) Baume LJ. Oral Surg 36:606-7, Oct 73 ; 
| 
Dentigerous cyst from supernumerary tooth in the i 
ft nasal cavity. Arora MM, et al. in 
J Indian Dent Assoc 45:85-6, Apr 73 A 

Globulomaxillary cyst: a case report. Rao BC, et al. ee ‘ 
= 
| 
skull and its evolution in mammals) Allard J. Personalized nutrition counseling. Nizel AE 2 
Orthod Fr 42:355-71, 1971 (Eng. Abstr.) (Fre) k 
(Reproduction of nasal and auricular protheses in es 
Putting good nutrition into practice--your practice. ; 
ANATOMY & HISTOLOGY 
Relationship of intercanine distance with the distance ee 
Pe between the alae of nose. Puri M, et al. ‘ 
J Indiana State Dent Assoc 44:46-50, Mar 72 id 


NUTRITION 


[Prevention of dental caries in relation to ecology] 
Rusu M, et al. 

Stomatologia (Bucur) 20:39-45, Jan-Feb 73 (Eng. 
Abstr.) (Rum) 
[Peculiarities of the masticatory apparatus and 
nutrition | the elderly and senile persons) Grigorov 
IuG, et al. 

— (Mosk) 51:51-3, May-Jun 72 = 

r.) 


EDUCATION 


Nutrition teaching in preventive or Nizel AE. 
3 Am Coll Dent 39:211-24, Oct 


NUTRITION DISORDERS 


{Oral manifestations of child malnutrition) Taracena 
RG, et al. 
Rev Guatem Estomatol 3:29-31, Jan-Apr 73 (Spa) 


COMPLICATIONS 


Effect of undernutrition during the perinatal period on 
caries development in the rat. IV. Effects of 
differential tooth eruption and exposure to a 
cariogenic diet on subsequent dental caries incidence. 
Menaker L, et al. J Dent Res 52:692-7, Jul-Aug 73 

Effect of undernutrition during the perinatal period on 
caries development in the rat. 3. Effects of 
undernutrition on biochemical parameters in the 
developing submandibular salivary gland. Menaker L, 
et al. J Dent Res 52:688-91, Jul-Aug 73 


NUTRITION SURVEYS 


[Signals for abundance and shortage] Hartimaier KM. 
Zahnaerztl Mitt 63:667-72, 16 Jul 73 (Ger) 
{Right nutrition--presupposition for a healthy life. 
Report of the scientific committee of the Federal 
Physician’s Board] 

Zahnaerzt! Mitt 63:270 passim, 16 Mar 73 (Ger) 


NYSTATIN 
THERAPEUTIC USE 
Nystatin in denture liners--an alternative treatment of 
denture stomatitis. Douglas WH, et al. 
Br Dent J 135:55-9, 17 Jul 73 


(Therapeutic use of antibiotics} Agren E. 
Odontol Samf Finl Arsb 19-26, 1968-69 


(Swe) 

OBSESSIVE BEHAVIOR see under COMPULSIVE 
BEHAVIOR (F1, F2) 

OBSESSIVE-COMPULSIVE PERSONALITY see 
under COMPULSIVE BEHAVIOR (F1, F2) 

OBTURATORS see under CLEFT PALATE 
PROSTHESIS (E4, E6) 

OCCIPITAL BONE 

GROWTH & DEVELOPMENT 

The human spheno-occipital synchondrosis. I. The time 
of closure appraised macroscopically. Ingervall B, et 
al. Acta Odontol Scand 30:349-56, Sep 72 

In vivo cerebral implantation of the anterior and 
posterior halves of the spheno-occipital 
synchondrosis in rats. Dorenbos J. 
Arch Oral Biol 17:1067-72, Jul 72 

OCCLUSAL EQUILIBRATION see under DENTAL 
OCCLUSION, BALANCED (E6) 

OCCLUSAL PLANE see under DENTAL 
OCCLUSION (E6, G1) 

OCCLUSIVE DRESSINGS 


A clinical trial of an oral adhesive dressing. Street ER, 
et al. Aust Dent J 17:343-5, Oct 72 


A case for the use of haemorrhage plates. Wood GD. 


Probe (Lond) 14:578, Jun 73 
OCCUPATIONAL DERMATITIS 


[Contact allergy to Scutan] Déser R. 
Quintessenz 23:88, Aug 72 (Ger) 
(Skin hazards and - prevention for dental 
technicians) Sieler 


Zahntechnik (Ber!) Jul 72 (Ger) 
OCCURRENCE 

{Occupational diseases dentists. ere 

dermatitis. (Statistical Gennari U, et al. 
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Riv Ital Stomatol 26:757-60 passim, Oct 71 (Eng. 
Abstr.) 


(ita) 
OCCUPATIONAL DISEASES 


The hazard to the dentist and his staff from dental 

radiology. Smith NJ. 

Dent Pract Dent Rec 22:409-13, Jul 72 

Mercury vapor: a hazard in the dentist’s office. Cedar 

WR. Dent Stud 51:28-30, Feb 73 

Studies in occupational dentistry. The effect of 

glass-blowing on conditions of the oral cavity. 

el-Hadary MS, et al. Egypt Dent J 18:267-80, Jul 72 

Viral hepatitis: a hazard to oral surgeons. Glazer RI, et 

al. J Oral Surg 31:504-8, Jul 73 

The potential toxic hazards in the dental laboratory. 

Autian J. NADL J 19:5 passim, Sep 72 

Infectious diseases presenting a hazard to the 

Practicing dentist. Frick JR. 

NC Dent J 56:10-2 passim, Jan 73 

The venous syst pational hazard? Freese AS. 

Tic 32:7-9, Apr 73 

(Caries incidence in the sugar processing industry] 

Bairakov V. 

(Sofiia) 54:123-6, Mar-Apr 72 
) 

ee findings in people exposed to mercury] Bicns F P. 


py Stomatol 73:57-9, Jan 73 (Eng. Abstr.) (Cze) 
[Studies and protective measures] Hintenberger K. 
Dent Labor (Munch) 20:42-5, 18 Oct 72 (Ger) 
[Supply of dental prosthesis for injured persons and 
Persons suffering from occupational diseases] Haep 
F. Zahmaerztl Mitt 63:660-6, 16 Jul 73 (Ger) 
(Caries in bakers as an occupational disease] Gardemin 
U, et al. Zahnaerztl Prax 22:22-3, 15 Jan 71 (Ger) 
[Dento-stomatological clinical observations on workers 
in a metal mechanical industry] Tartaro S, et al. 
Arch Stomatol (Napoli) 11:69-75, Jan-Mar 70 (Eng. 


Abstr.) (Ita) 
(The ae of mercury in the dental office) Siedlecki 
M. Dent Cadmos 40:1638-47, Nov 72 (Ita) 


[Occupational diseases of the oral cavity. 2. Diseases of 
the mouth and teeth and the place of work. A. 
Statistical clinical projections of 
interest in some work 
surro in Sardinia] Falconi P, et al. 
Riv Ital Stomatol 27:85-129, Jan-Jun 72 (Eng. Abstr.) 


ita) 

[Occupational diseases of the oral cavity. 2. Diseases of 

the mouth and teeth and the place of work. B. Cellular 

changes in the oral cavity, respiratory tract and urine 

of workers in extraction and petrochemical industries 
in Sardinia) Giacobbe E. 

Riv Ital Stomatol 27:131-48, Jan-Jun 72 (Eng. Abstr.) 


ta) 

[Occupational diseases of the oral cavity. 3. Effects of 
some industrial poisons and dusts on the 

submandibular and parotid salivary glands and on the 

extraorbital lacrymal gland of the albino rat. 

(Experimental resarch)] Gombos F, et al. 

Riv Ital Stomatol 27:149-249, Jan-Jun 72 (Eng. Abstr.) 

ita) 


[Occupational diseases of the oral cavity. 1. 
Occupational oral changes] Marenduzzo A. 
Riv Ital Stomatol 27:17-84, Jan-Jun 72 (Eng. Abstr.) 
(Ita) 
(Serum ascorbic acid level in patients with periodontal 
diseases working in the coke-chemical plant of Lenin 
steel works] Dufiska E, et al. 
Czas Stomatol 26:441-3, 1973 (Eng. Abstr.) (Pol) 
{Inflammatory periodontal disease in metallurgical 
workers of the city of Piracicaba] Benatti O. 
Bol Fac Odontol Piracicaba 1-31, 1970 (Por) 
(Oral hygiene index and inflammatory periodontal 
disease in metallurgical workers in Piracicaba] 
Benatti O. Bol Fac Odontol Piracicaba 1-25, 1970 (Por) 
[Dental lesions in workers from the sulfuric acid 
industry] Florescu M. 
Stomatologia (Bucur) 19:395-403, Sep-Oct 72 (Eng. 
Abstr.) (Rum) 
(Changes of tissues and organs of the oral cavity under 
of mercury-organic pesticides] Kuznetsov 
et 
— (Mosk) 52:12-6, Mar-Apr 73 one. 
r 
dentists in the Moldavian SSR) Vartikovakii AM. 
Stomatologiia (Mosk) 52:83-4, Mar-Apr 73 (Rus) 


CHEMICALLY INDUCED 


(Correlation between the chemical composition of the 
silicogenic dust from the atmosphere of nonferrous 
mines and the composition of the dental calculus of 
miners} Buda M, et al. 

(Bucur) 19:289-95, Jul-Aug 72 


OCCURRENCE 


a diseases of dentists. Visual disturbances 
illumination and foreign object wounds. 


(Statistical study)] Gennari 


U, et al. 
Riv Ital Stomatol 26:747-55, Oct 71 (Eng. Abstr.) (Ita) 


Riv Ital Stomatol 26:801-4, Nov 71 (Eng. Abstr. ) (ita) 
[Occupational diseases of dentists. X-ray 
(Statistical study)] Gennari U, et al. 
Riv Ital Stomatol 26:805-14, Nov 71 (Ita) 
(Occupational diseases of dentists. Nervous 
disturbances. (Statistical study)] Gennari U, et al. 
yay Stomatol 26:815-6 passim, Nov 71 -~ 
[Occupational diseases of dentists. Internal domme 
(Statistical study)] Gennari U, et al. 
Lev Best Stomatol 26:820-40, Nov 71 (Eng. Abstr.) (Ita) 
[Analysis of stomatological morbity with temporary 
work incapacitation of workers of F. 
metallurgic Plant] Gudymenko LI. 
Stomatologiia (Mosk) 52:73-4, Jul-Aug 73 (Rus) 


PREVENTION & CONTROL 


Bacterial aerosols generated during high speed 
instrumentation: possible means of reduction. Skirvin 
D. Dent Stud 51:54-6, Nov 72 

Hand controls: a revolutionary approach to health and 
Production. Rackson CB. 

J Am Dent Assoc 86:1322-4, Jun 73 
(Methodical auxiliary apparatus--an aid for the wind 
instrument player] Landeck E, et al. 


[Theoretical basis for prevention of periodontal 


wiftski K. 
Czas Stomatol 26:771-6, 1973 (Eng. Abstr.) (Pol) 
THERAPY 


(Treatment of essential varices of the legs] Tournay R. 
Inf Dent 54:4143-5, 2 Nov 72 (Fre) 


OCCUPATIONS 


see also related 
HEALTH OCCUPATIONS (G2) 
HEALTH MANPOWER (N2) 
MILITARY PERSONNEL (M) 


{Theses of the free occupations] 
Zahnaerztl Mitt 63:58-9, 16 Jan 73 


OCHRONOSIS 
Cee of the teeth in alkaptonuria (ochronosis) 
Parkinsonism. Link 
Omaha Dist Dent ‘Soe 
OCULOMOTOR MUSCLES 
ANATOMY & HISTOLOGY 


(Regional anatomical studies on the Japanese 
orbicularis oculi muscle] Ishikawa K, et al. 
Shikwa Gakuho 73:148-52, Jan 73 (Eng. Abstr.) (Jap) 


ODONTOBLASTS 


The dentinal tubules and the odontoblast processes. A 
scanning electron microscopic study. Brannstrém M, 
et al. Acta Odontol Scand 30:291-311, Sep 72 

Prisms and tubules in multituberculate enamel. Fosse 
G, et al. Caleif Tissue Res 11:133-50, 19 Feb 73 

Eearly pulp changes following reduction of open bite by 
segmental surgery. Poswillo DE. 

Int J Oral Surg 1:87-97, 1972 

Ultrastructure of capillaries in the odontoblastic layer. 
Corpron RE, et al. J Dent Res 52:393, Mar-Apr 73 

Perfusion fixation of rat molar pulp tissue for light 
microscopy. Heide S. Scand J Dent Res 81:135-44, 1973 

Ultrastructural observations on human coronal dentin. 
Tronstad L. Scand J Dent Res 81:101-11, 1973 

Dental pulp response to trauma. An experimental study 
in the rat. Luostarinen V. 

Suom Hammasiaak Toim 67:Suppl 2:3-74, 1971 

The ultrastructure of dentinogenesis and amelogenesis 
in rat molar tooth germs grown as organ cultures in 
vitro. Wigglesworth DJ, et al. 

Z Zeliforsch Mikrosk Anat 138:171-86, 29 Mar 73 

[Several aspects of the predentin role in the 
differentiation of ameloblasts] Ruch JV, et al. 
Arch Anat Microsc Morphol Exp 61:127-38, Apr-Jun 72 

(Fre) 


(Ger) 


36:130, Jan 73 


tine epithelium in the 
differentiation of odontoblasts] Karcher-Djuricic V, 
et al. C R Soc Biol (Paris) 165:1992-4, 1971 (Fre) 
[Problems and hypothesis concerning the 
differentiation of teeth] Ruch JV, et al. 
C R Soc Biol (Paris) 165:2425-7, 1971 om 


(Innervation of the teeth] Schumacher GH, 


Folia Morphol (Warsz) 31:345-50, 1972 (Eng. abet) ) 


INDEX DENTAL LITERATURE 


ANALYSIS 


Fine structural localization of acid and alkaline 
Phosphatase in collagen-con vesicles of 
fibroblasts. Deporter DA, et al. 

3 Amat 114:457-61, Apr 73 
X-ray fluorescence microanalysis 
specimens. Nicholson WA, et al. 
3 Phys E Sci Instrum 6:781-4, Aug 73 
Circadian uptake of H-thymidine in the rat incisor 
under the influence of cortisone. Kiely ML, et al. 
Proc Soc Exp Biol Med 143:844-9, Jul 73 


CYTOLOGY 


Electron microscopic studies on Von Korff fibers in the 
human developing tooth. Whittaker DK, et al. 
Anat Rec 174:175-89, Oct 72 

The organization of microtubules within rat 
odontoblast processes revealed by perfusion fixation 
with glutaraldehyde. Garant PR. 

Arch Oral Biol 17:1047-58, Jul 72 

Ultrastructural observations of initial calcification in 
dentine and enamel. Bernard GW. 

3 Ultrastruct Res 41:1-17, Oct 72 

Ultrastructure of initial crystal formation in dentin. 
Eisenmann DR, et al. J Ultrastruct Res 41:18-28, Oct 72 

Studies on dentinogenesis in the rat. Fine structure of 
developing odontoblasts and predentin in relation to 
the mineralization process. Larsson A, et al. 
Z Anat Entwicklungsgesch 139:227-46, 16 Apr 73 


Effects of tetracycline on the respiratory activity s 
odontoblasts of rat incisors. Engstrém C, et al. 
Odontol ty 24:1-4, 1973 

(Collagenase and adamantoblast differentiation] 
Gerber R, et al. 

C R Soc Biol (Paris) 165:2173-6, Jun 71 (Fre) 


ENZYMOLOGY 


A biochemical study of alkaline phosphatase in isolated 
rat incisor odontoblasts. Granstrém G, et al. 

Arch Oral Biol 17:1213-24, Aug 72 

A method for the biochemical study of enzymes in the 
rat odontoblast layer during dentinogenesis. Linde A. 
Arch Oral Biol 17:1209-12, Aug 72 

Enzymatic studies of the ym Pulp in dogs. Il. 
Succinate dehydrogenase, 6-ph 

dehydrogenase, NADH 2 tetrazolium reductase, 
— phosphatase and phosphorylases. Olkowski 
, et al. 

Folia Histochem Cytochem (Krakow) 11:51-7, 1973 

Acid phosphatase in the golgi apparatus of cells 
forming extracellular matrix of hard tissues. Hanker 
JS, et al. Histochemie 35:39-50, 1973 

Alkaline phosphatase activity in sequential mouse 
molar tooth development. An electron microscopic 
study. Leonard EP, et al. 

Histochemie 34:343-54, 26 Mar 73 

Fine structural localization of acid and alkaline 
Phosphatase in LL vesicles of 
fibroblasts. Deporter DA, et al. 

3 Amat 114:457-61, Apr 73 

{ATPase activity during odontogenesis in the rabbit 
fetus] La Roche BR. 

C R Soc Biol (Paris) 165:1897-9, 1971 (Fre) 


Ultrastructure of rat odontoblasts in various stages of 
their development and maturation. Takuma §, et al. 
Arch Oral Biol 16:993-1011, Sep 71 

[Differentiation of presumptive or early dental germ. 
Results obtained by the “ee homograft 
method in mice] Gerber R, et 
C R Soc Biol (Paris) 166: ‘ove.102, 1972 (Fre) 


INNERVATION 
The ultrastructure of intradental nerves in developing 
mouse molars. Corpron RE, et al. 
Anat Rec 175:585-606, Mar 73 
METABOLISM 
Radioautographic visualization of the deposition of a 
phosphoprotein at the mineralization front in the 
dentin of the rat incisor. Weinstock M, et al. 
3 Cell Biol 56:838-45, Mar 73 
[Stages in collagen synthesis] Weinstock M, et al. 
Union Med Can 101:2079-84, Oct 72 (Eng. Abstr.) (Fre) 
PHYSIOLOGY 
[Dentin and dental pulp sensitivity] Miranda Y, et al. 
Rev Fr Odontostomatol 19:131-7 passim, Mar-Apr 72 
(Fre) 
PHYSIOPATHOLOGY 


[Odontoblastic and dentin reactions to injuries caused 


by abrasives] Bocskay 5S, et al. 
8 (Bucur) 19:497-502, Nov-Dec 72 (Eng. 
Abstr.) (Rum) 
ODONTOCLASTS 

CYTOLOGY 


[Electromicroscopic studies of the odontoclasts 
appearing in the resorption sites on the roots of 
human deciduous teeth] Ono K. 


J Jap Stomatol Soc 39:113-58, Jun 72 (Jap) 
ODONTOGENESIS 
Calcification of fetal teeth as an index of fetal 


maturation. Lemons JA, et al. 
Am J Obstet Gynecol 114:628-30, 1 Nov 72 
Taurodont, pyramidal and fused molar roots associated 
with other anomalies in a kindred. Ackerman JL, et al. 
Am J Phys Anthropol 38:681-94, May 73 
Size and shape in similarity coefficients based on 
metric characters. Corruccini RS. 
Am J Phys Anthropol 38:743-53, May 73 
The incidence of agenesis and co we in the 
Primate dentition. Lavelle CL, et 
Am J Phys Anthropol 38:671-9, oo 73 
Prenatal dental development in the black howler 
monkey (Alouatta caraya). Tarrant LH, et al. 
Am J Phys Anthropol 38:255-9, Mar 73 
The ultrastructure of intradental nerves in developing 
mouse molars. Corpron RE, et al. 
Anat Rec 175:585-606, 73 
Electron microscopic studies on Von Korff fibers in the 
human developing tooth. Whittaker DK, et al. 
Anat Rec 174:175-89, Oct 72 
Effects of various levels of maternal vitamin A 
deficiency on the craniodental development of the rat 
fetus. Baume LJ. J Dent Res 51:1685, Nov-Dec 72 
The dental primordium, an electron microscopic study 
of the cervical loop. Provenza DV, et al. 
J Periodontol 44:551-8, 73 
The importance of nutrition in tooth development. 
Dreizen S. J Sch Health 43:114-5, Feb 73 
Cytokinesis in the stratum intermedium of the rat 
molar enamel organ. Reith EJ, et al. 
3 Ultrastruct Res 42:51-65, Jan 73 
Odontogenic tumors. Baden E. 
Pathol Annu 6:475-568, 1971 (534 ref.) 
Dental changes in Burkitt’s lymphoma. Adatia AK. 
Pathol _ Microbiol (Basel) 39: 196-203, 1973 
Acidic gly glycans of human tooth 
germs. Matthiessen ME, et al. 
Scand J Dent Res 81:174-6, 1973 
Some current concepts on yg te 4 G, et 
al. Sven Tandlak Tidskr 64:289-92, May 7 
[Bifurcation or tripartition of the roots in a 
molars. II. A contribution to the embryology of the 
human teeth] Ooé T. 
Acta Anat (Basel) 82:512-24, 1972 (Eng. ye el 
{Several aspects of the predentin role in 
differentiation of ameloblasts] Ruch JV, et oI 
Arch Anat Microsc Morphol Exp 61:127-38, Apr-Jun 72 
(Eng. Abstr.) (Fre) 
[Obtainment of buccal apertures and complete mouths 
by implantation, in the blastocoele, of embryonal 
tissues from Pleurodeles waltlii Michah. (urodele 
amphibian)] Cassin C, et al. 
C R Acad Sci (D) (Paris) 275:2953-6, 18 Dec 72 (Fre) 
[Differentiation of presumptive or early dental germ. 
Results obtained by the intratesticular homograft 
method in mice] Gerber R, et al. 
C R Soc Biol (Paris) 166:1098-102, 1972 (Fre) 
[ATPase activity during odontogenesis in the rabbit 
fetus) La Roche BR. 

(Fre) 


C R Soc Biol (Paris) 165:1897-9, 1971 
{Problems and hypothesis concerning the 
differentiation of teeth} Ruch JV, et al. 
C R Soc Biol (Paris) 165:2425-7, 1971 (Fre) 
(Determination of the ist stages of teeth 
differentiation. Preliminary results] Ruch JV, et al. 
C R Soc Biol (Paris) 166:1379-82, 1972 (Fre) 
eo and physiopathological aspects of the 

Our knowledge about infantile psychology] 


13:179-202, Jan-Dec 
(Fre) 
evolution of the dentomaxillary system] 
Rev Port Estomatol Cir Maxilotac 13:61-124, Jan-Dec 
(Phylogenetic evolution of the maxillodental 
Rev Port Estomatol Cir Maxilofac 13:49-59, Jan-Dec 72 
(Fre) 
{Factors influencing the development of the 
dentomaxillary system] Grivu O. 
9 Port Estomatol Cir Maxilofac 13:125-77, Jan-Dec 
(Fre) 
(Congenital hypophosphatasia and dental 
organogenesis} Laplane R, et al. 
Rev Stomatol Chir Maxillofac 73:543-60, Nov 72 (Eng. 


Abstr.) (Fre) 
(Resection of the dental papilla of rat incisors. Clinical 


ODONTOGENIC CYSTS 
and histological study) Carvalho AC de, et al. 
Rev Bras Pesqui Med Biol 5:181-8, Sep-Dec 72 (Eng. 
Abstr.) (Por) 


Pregnancy and fluorine in hard tissues. A preliminary 
report. Alvesalo L, et al. 
Acta Odontol Scand 31:71-4, 1973 

The prenatal effects of maternal vitamin A deficiency 
on the cranial and dental development of the progeny. 
Baume LJ, et al. Am J Orthod 62:447-60, Nov 72 

Prevalence of tetracyclines in children’s teeth. II. A 
resurvey after five years. Stewart DJ. 
Br Med J 3:320-2, 11 Aug 73 


Toverud SU, et al. NC Dent J 
Experimental pathological study on the "effect 
treatment of infected root canals in the ph 
tooth on growth of the permanent tooth germ. 
Matsumiya S. Sci Educ Bull Int Coll Dent 2:78-83, 1969 
(Experimental studies on mineralization during tooth 
growth under the effect of alizarine and tetracycline. 
I. Alizarine deposits during tooth and jaw growth and 
dentin growth = under the effect of alizarine) 
Noguchi I, et 
Desh Zabnacrst! 27:156-60, Sep 72 (Eng. Abstr.) 
Ger) 


Experimental studies on mineralization during tooth 
growth using alizarine and tetracycline. IV. —— 


using microradiography and eee electron 
I, et 
h Zahnaerztl Z 28:460-4, Mar 73 (Eng. 4 


yn studies on mineralization during tooth 

owth using alizarine and tetracycline. 3. Analyses 

oan microhardness measurements and polarization 

microscopic studies of the growing dentin and bone 
pretreated with alizarine] I, et al. 

Dtsch Zahnaerztl Z 28:455-60, Mar 73 (Eng. Abstr. ? 
(Ger 


pharmacology of arsenite. 
of arsenite upon teeth] Kojima H. 
Gakuho 72:115-23, Dec 72 (Eng. Abstr.) 
(Experimental comparison of the passage 
tetracyclines through the placenta and its 
+ ce in the dental tissues] Deborgarello 
LTT. 


Rev Odontol (Cordoba) 15:1-15, Jun 70 (Eng. a 
pa 


ODONTOGENESIS IMPERFECTA 


] Roper O, et al. 
Tandilaegebladet 76:732-40, Aug 72 (Eng. > 


ETIOLOGY 

[Congenital hypophosphatasia and odontogenesis] 
Laplane R, 

Acta, Stomatol Belg 70:23-43, 1973 (Fre) 
ODONTOGENIC CYSTS 


nevus syndrome. Uliman S, et 

Acta Derm Venereol (Stockh) s3:320-98, 

Basal cell nevus. Markovits AS, et al. 

Arch Ophthalmol 88:397-9, Oct 72 

The calcifying odontogenic cyst. Cran JA, et al. 

Aust Dent J 18:10-1, Feb 73 

The odontogenic —. Herd JR. 

Aust Dent J 17:421-8, Dec 

Multiple basal cell naevi te A case report. 

Webb CH. Br Dent J 133:491-2, 5 Dec 72 

Nevoid basal cell carcinoma syndrome. Jackson R, et al. 

Can Med Assoc J 105:850 passim, 23 Oct 71 

Cytogenetic studies on cultured fibroblast-like cells 

derived from basal cell carcinoma tissue. Happle R, et 

al. Clim Gemet 4:17-24, 1973 

Case report: median mandubular cyst. Beatty RE. 

Dent Surv 48:27-8, Nov 72 

Incisive canal cyst. History and clinical findings. 

Scholle RH, et al. Il Demt J 42:454-6, Jul 73 

Newer concepts of odontogenic cysts. Toller PA. 

Int J Oral Surg (32 ref.) 

Odontogenic keratocyst of maxilla. Kotton B. 

Laryngol Otol Nov 72 

Ameloblastoma origina 

cyst: 

3 Oral Surg 31:301-4, Apr 73 

Keratocysts of the jaws. Donoff RB, et al. 

3 Oral Surg 30:880-4, Nov 72 

Jaw cysts and the basal-cell naevus syndrome: 

recurrence in a bone graft. Edwards JL. 

NZ Dent J 68:229-37, Jul 72 

Interesting cases of cysts in the jaws. Harnisch H. 

Quintessence Int 3:9-15, Sep 72 

Odontogenic keratocysts. Calonius PE, et al. 
Hammasiaak Toim 68:243-50, 1972 

Recurrences and multiplicity of cysts. Stoelinga PJ. 

Trams Congr Imt Assoc Oral Surg 4:77-80, 1973 

[Basal cell nevi syndrome] Roorda LA. 


cyst 


DRUG EFFECTS 
¢ PB Effects of vitamin D on developing bones and teeth. 
DRUG EFFECTS Kal 
4 
3 
GROWTH & DEVELOPMENT 


ODONTOGENIC CYSTS 


Ned Tijdschr Geneeskd 116:1644-9, 9 Sep 72 ox 
Abstr.) 

(Gortin’s syndrome. Multiple nevoid 
epitheliomas. Clinical and radioautographic study] 
Achten G, et al. 

3 Med Lyon 53:1009-15, Abstr.) (Fre) 
(Keratocysts of jaws] 

Dtsch Stomatol 22: 72 (Eng. (Ger) 
(Jaw cysts in daily practi Harnisch 


ZWR 82:21-5, 10 Jan 73 (Ger) 
{Giant mandibular cyst] Csanddy I. 
Fogory 8z 65:370-2, Dec 72 (Hun) 


[Caleifying odontogenic syst. Case report; literature 
review] Sampaio RK, et al. 
Rev Bras Odontol 30:55-8, Mar-Apr 73 (Por) 

[A case of a combination of a large follicular cyst of the 
mandible with retention of 2 teeth] Nikogosova SO. 
Stomatologiia (Mosk) 52:82, Sep-Oct 73 (Rus) 

(Clinical picture, diagnosis and treatment of 
odontogenic cysts of the jaws in children with mixed 
dentition] Radvan SKh. 

Stomatologiia (Mosk) 51:85-6, May-Jun 72 (Eng. 
Abstr.) (Rus) 
[Epidermoid cysts of the jaws] Nunes da Silva A. 
An Esp Odontoestomatol 32:21-34, Jan-Feb 73 (Spa) 
{Primordial cysts in the mandibular ramus] De La Mata 
Pages R. Rev Esp Estomatol 21:43-50, Jan-Feb 73 (Spa) 
(Jaw cysts, a main symptom of the basal cell nevus 

syndrome) Matras H, et al. 

Rev Esp Estomatol 20:443-8, Nov-Dec 72 (Spa) 
{The basal cell nevus syndrome] Bjérnberg A, et al. 

Lakartidningen 70:478-81, 7 Feb 73 (Eng. Abstr.) 


(Swe) 
(Cysts. 2] Konukman E. 
Dentoral (Istanbul) 4:32-48, Jan-Feb 72 (Tur) 
[Variable approaches in the treatment of the 
odontogenic keratocyst] Forman GH. 


Isr J Dent Med 22:37-44, Apr 73 (Mul) 
CLASSIFICATION 

Newer concepts of odontogenic cysts. Toller PA. 

Int J Oral Surg 1:3-16, 1972 (32 ref.) 


COMPLICATIONS 


Nevoid basal cell carcinoma syndrome. Case report: 
histopathology of skeletal lesions. Miller RF, et al. 
Clin 89:246-52, 1972 


DIAGNOSIS 


Macroscopic satellite cyst formation in the odontogenic 
keratocyst. Waldron ‘CA. Oral Surg 35:770, Jun 73 


ENZYMOLOGY 
Collagenolytic activity in keratocysts. Donoff RB, et al. 
3 Oral Surg 30:879-84, Dec 72 
ETIOLOGY 


Newer concepts of odontogenic cysts. Toller PA. 
Int J Oral Surg 1:3-16, 1972 (32 ref. 

The epithelial cell rests of Malassez and the genesis of 
the dental cyst. Ten Cate AR. 

Oral Surg 34:956-64, Dec 72 

{Incorrect construction of tooth replacement due to 
diagnostic error] Szabé E. 
Fogory Sz 66:21-3, Jan 73 (Hun) 
FAMILIAL & GENETIC 


The basal cell naevus syndrome. Report of a family with 
anosmia and a case of hypogonadotrophic 
hypopituitarism. Wallace DC, et al. 

3 Med Genet 10:30-3, Mar 73 


IMMUNOLOGY 


Newer concepts of odontogenic cysts. Toller PA. 
Int J Oral Surg 1:3-16, 1972 (32 ref.) 
[Pathogenesis of odontogenic cysts; correlation of 
morphological and immunological findings] Stosiek P, 
et al. 

Acta Histochem (Jena) 45:322-30, 1973 (Eng. 4 


A histochemical investigation into the presence and 
role of glycogen in human odontogenic cysts and 
periapical granulomas. Summers L. 

Arch Oral Biol 18:577-82, May 73 

Fibrinolytic activity in dental | —_ Harris M, et al. 

Oral Surg 35:818-26, Jun 


Oral tumours in Kenya. Cameron HM. 

Pathol 39:187-95, 1973 
{Maxillary and mandibular cysts] Knapik S, et al. 
Czas Stomatol 26:377-83, 1973 (Eng. Abstr.) (Pol) 


INDEX DENTAL LITERATURE 


PATHOLOGY 


Calcifying odontogenic cyst. A case report. O’Brien FV, 
et al. Br Dent J 133:151-2, 15 Aug 72 
Newer concepts of odontogenic cysts. Toller PA. 
Int J Oral Surg 1:3-16, 1972 (32 ref.) 
Metaplasia and degeneration in odontogenic cysts in 
man. Browne RM. J Oral Pathol 1:145-58, 1972 
Squamous cell carcinoma possibly arising from an 
odontogenic cyst: report of —_. Hamp! PF, et al. 
3 Oral Surg 31:359-62, May 73 

and keratinizing ou cyst. Sauk JJ 
Jr. J Oral Surg 30:893-7, 
keratocyst. Report of two cases. Keith DA. 
Oral Surg 35:21-7, Jan 73 
Unusual multilocular cysts of the jaws Sear 
odontogenic cysts). Weathers DR, et 
Oral Surg 36:235-41, Aug 73 
Preservation and demonstration of mast cells in human 
apical granulomas and radicular cysts. Mathiesen A. 
Scand J Dent Res 81:218-29, 1973 
The relative incidence of cysts of the jaws. Hakala PE, 
et al. Suom Hammasiaak Toim 68:292-9, 1972 
[Pathogenesis of odontogenic cysts; correlation of 
— and immunological findings] Stosiek P, 
et 
Acta Histochem (Jena) 45:322-30, 1973 (Eng. —? 


[Depth determination and measurement of jaw cysts in 
vivo] Spranger H. 
Osterr Z Stomatol 69:406-19, Nov 72 (Ger 
(Primary odontogenic carcinoma of the jaw] Heden ry 
Tandilakartidningen 65:840-5, 15 Aug 73 (Swe) 


Some dental problems and the surgeon. Hopkins R. 
Ann R Coll Surg Engl 53:95-111, Aug 73 
The radiological features of odontogenic keratocysts. 
Mclivor M. Br J Oral Surg 10:116-25, Nov 72 
Some aspects of equine dental radiology. Baker GJ. 
Equine Vet J 3:46-51, Jan 71 
Odontogenic keratocyst of the maxilla. Kotton B. 
3 Laryngol Otol 86:1169-75, Nov 72 
Roentgenographic interpretation and management of 
apical lesions. Bhaskar SN. 
J Tenn State Dent Assoc 53:19-25, Jan 73 
Midline maxillary cyst complicated by unerupted 
mesiodens. Report of a case. Ciola B, et al. 
Oral Surg 34:978-83, Dec 72 
[Occurrence of secondary on panoramic 
tomographic pictures) et al. 

Dtsch Zahnaerztl Z 27:993-6, Dec 72 (Eng. —_ 


[Clinical the 
Katayama H, 


e 

Jap J Clin me 17:404-12, Jun 72 (Jap) 
{Orthopantomography. A presentation and some 
experiences] Klafstad J. 

Tidsskr Nor Laegeforen 93:177-8, 30 Jan 73 x 
Abstr.) 

[Jaw cysts in children] Zemlowa 

Czas Stomatol 25:759-64, 1972 Abstr.) (Pol) 


SURGERY 
ae and primary closure of 


Int J Oral Surg 1:3-16, 1972 (32 ref.) 

Odontogenic keratocyst of the maxilla. Kotton B. 

3 Laryngol Otol 86:1169-75, Nov 72 

(Therapy of tooth eruption disorders caused by cysts] 

Hotz R, et al. 

Fortschr Kieferorthop 33:1-9, Jul 72 (Eng. Abstr.) 
(Ger) 


[Radiological and densitometric follow-up studies of 
the healing process after cyst surgery} Selle G, et al. 
Osterr Z Stomatol 70:136-43, Apr 73 (Ger) 

(Clinical-radiographical investigation of a operation 
material of jaw cysts & 
Nor Tanniaegeforen Tid 82:455-64, Oct 72 poms 
Abstr.) 


THERAPY 


Care and treatment of large cysts according to Partsch 
II, with autohemotherapy onK Frenkel G, et al. 
Quintessence Imt 4:11-20, Mar 

(Treatments of ety cysts by kt. Cuestas 
Carnero R, et 
Rev 6:4-14, Jan-Jun 71 
Abstr.) 


VETERINARY 


Some aspects of equine dental radiology. Baker GJ. 
Equine Vet J 3:46-51, Jan 71 


ODONTOGENIC TUMOR 


Acta Otolaryngol (Stockh) 74:368-6, Oct 72 


Myxoma of the mandible with a 35 year follow-up. 
Gawson "RA. Br Oral” Surg. 10:56-63, Jul 72 
The loblast Chambers 
a Oral _Surg 10:310-20, Mar 

st 
J Am Dent Assoc 86:672-4, Mar 
Complex odontoma of the mandible. ot of. 
3 Indian Dent Assoc 45:95-7, Apr 73 
Ameloblastic sarcoma in the maxilla. A case report. 
Hatzifotiadis D, et al. J Maxillofac Surg 1:62-4, Mar 73 
Cementifying fibroma of maxilla. Case report. oy | 
BE, et al. J NJ Dent Assoc 44:27 passim, 
Adenomatoid odontogenic tumor. Khin U, et = 
J Oral Surg 31:607-12, Aug 73 
Papilliferous ameloblastic fibroma. Christ TF, et al. 
Oral Surg 34:806-10, Nov 72 
Benign (true) cementoblastoma of the mandible. 
Curran JB, et al. Oral Surg 35:168-72, Feb 73 
Case reports of evaginated odontomes in Caucasians. 
Palmer ME. Oral 35:772-9, Jun 73 
Case report. Martis CS, et al. 
Plast Reconstr Surg 50:409-11, Oct 72 
Ameloblastic fibroma with hyalinisation and 
myxomatous changes. Hammarstrém L, et al. 
Sven Tandlak Tidskr 64:633-9, Sep 71 


Fortschr Kiefer Gesichtschir 15:177-81, 1972 bo 
([Odontogenic tumors] Mohr U, et al. 
Zahmaerzt! Prax 22:88, 15 Apr 71 (Ger) 
(Management of tumors in the oral cavity] Schlegel D. 

Zahnmaerzt! Prax 22:85-6, 15 Apr 71 (Ger) 
[Management of tumors of the oral cavity] Schlegel D. 
Zahnaerztl 


Prax 22:88-91, 15 Apr 71 (Ger) 
{Malignant ad loblast of the maxilla] Gianni 
E. Minerva Stomatol 21:247-54, Nov-Dec 72 (Ita) 
= composite odontoma] Shimono M, 
et al. 
Shikwa Gakuho 73: 163-7, Jan 73 (Eng. fa. ) (ap) 
(En pearl] Schioth 
Nor Tannlaegeforen Tid 82:544-5, Nov 9s (ine. -) 


[Dentinomas] Barnaé 

Cons 25-1207-12, Dee 72 (Rag. Abstr.) (Pol) 
{2 cases of cementoma with atypical course] 
Czerniawska A, et al. 

Czas Stomatol 25:1235-9, Dec 72 (Eng. Abstr.) (Pol) 
[Odontogenic myoma or mixofibroma of the maxilla] 
De Borgarello LT, et al. 

Rev Asoc Odontol Argent 61:175-8, May 73 (Eng. 
Abstr.) (Spa) 
(Multiple dens in dente and gestante odontomas] 
Tierno de Hael JO. 

Rev Esc Odontol Tucuman 25-37, 1972 (Eng. —_— 


(Spa 
Tandilakartidningen 65:840-5, 15 Aug 73 (Swe) 


CHEMICALLY INDUCED 


N-methyl-N-nitrosurea-induced odontogenic 
neoplasms in rats. Ebling H, et al. 

3 Dent Res 52:177, Jan-Feb 73 

{An experimental study of odontogenic tumors in 
hamsters by N-nitrosomethylurea] Kogo T. 

J Jap Stomatol Soc 39:191-212, Jun 72 (Jap) 


CLASSIFICATION 


Odontogenic tumors. Baden E. 

Pathol Annu 6:475-568, 1971 (534 ref.) 
——— tumors] Brochériou C, et 
Arch Anat 
Abstr.) 


COMPLICATIONS 


ite complex odontoma with associated 
impaction and autogenous bone graft: 
Magnus WW, et al. Milit Med 136:373-4, Apr 7 
cementoma (cementifying fibroma). 
Montgomery WW. 
Trans Am Acad Ophthalmol Otolaryngol 76:i380-3, 


Sep-Oct 72 

(Treatment of disorders caused by odontoma 
compositum conglobatum] L. 
Fogory Sz 65:350-2, Nov 72 


DIAGNOSIS 


Ameloblastic fibroma. Olofsson 

Acta Otolaryngol (Stockh) 74:368-4, Oct 72 
Tumors of the mandible and maxilla in children. I. 
Clinicopathologic study of 46 histologically benign 
lesions. Dehner LP. Cancer 31:364-84, Feb 73 
Fibrous dysplasia: a nosologic problem in the diagnosis 
of fibro-osseous 
J Oral Pathol 1:189-220, 
Odontogenic tumors. Baden E. 

Pathol Annu 6:475-568, 1971 (534 ref.) 
[Diagnosis and treatment of tumors of the facial bones] 
Spiess! B, et al. 

Ther Umsch 29:664-8, Nov 72 (Eng. Abstr.) (Ger) 


al. 
Pathol (Paris) 20:203-22, Jun 72 


(Hun) 


| 
jaw cysts. Doorr 
25, 1972 
» Newer concepts of odontogenic cysts. Toller PA. 
— 
METABOLISM 
S-266 


Zakrzewski 
Otolaryngol re ‘011 113-6, 1973 (Pol) 
[Cementoblastoma] Burlibaga C, et al. 
Stomatologia (Bucur) 20:47-57, Jan-Feb 73 (Eng. 
Abstr.) (Rum) 
(Apropos of a cementifying fibroma of the maxilla] 
Gonzélez Alonso J 


Acta Otorinolaryngol Iber Am 23:320-2 passim, 1972 
(Eng. Abstr.) (Spa) 


{Ameloblastic fibroma in a 62-year-old patient] 
Castelletto de Fanchiotti, 


et al. 
Arch Fund Roux Ocefa 6:237-41, 1972 (Eng. Abstr.) 
(Spa) 


ENZYMOLOGY 
Ameloblastic fibroma and 


Univ Dent Sch 12:91-107, Sep 72 
ETIOLOGY 


Odontogenic tumors. Baden E. 

Pathol Annu 6:475-568, 1971 (534 ref.) 

[The origin of odontomas in the anterior tooth region] 
Pfeifer G, et al. 

Fortschr Kiefer Gesichtschir 15:182-7, 1972 (Eng. 
Abstr.) (Ger) 


FAMILIAL & GENETIC 


[Familial congenital occurrence 


of multiple 
odontomas] 
Dtsch 


R, et al. 
Z 28:628-32, May 73 (Eng. Abstr.) 
(Ger) 


Oral tumours in Kenya. Cameron HM. 
Pathol Microbiol (Basel) 39:187-95, 1973 
PATHOLOGY 


Ameloblastic fibroma. Olofsson J. 
Acta Otolaryngol (Stockh) 74:302-6, Oct 72 
Benign cementoblastoma in the maxilla. Adkins KF, et 
al. Aust Dent J 18:99-101, Apr 73 
Tumors of the mandible and maxilla in children. I. 
Clinicopathologic study of 46 histologically benign 
lesions. Dehner LP. Cancer 31:364-84, Feb 73 
A biopsy case of the ad loblastoma. Awazawa Y. 
3 Nihon Univ Sch Dent 14:40-1, Jun 72 
Ameloblastic odontosarcoma in a bovine mandible. 
Binnington JA, et al. J Pathol 108:169-72, = 72 
Amyloid-containing odontogenic tumors of 
Meenagham MA, et al. Oral Surg 34:908-19, Dec Dec 72 
Odontogenic tumors. Baden E. 
Pathol Annu 6:475-568, 1971 (534 ref.) 
Experimental induction of benign mesenchymal jaw 
tumours. Eulderink F, et al. Pathol Eur 7:144-50, 1972 
blastoma. Case report. Martis CS, et al. 
Plast Reconstr Surg 50:409-11, Oct 72 
RPC from the AFIP. Krolis SO, et al. 
Radiology 105:439-43, Nov 72 
Ossifying cementoma (cementifying fibroma). 
Montgomery WW. 
Trans Am Acad Ophthalmol Otolaryngol 76:1380-3, 
Sep-Oct 72 
[Odontogenic tumors] Brochériou C, et al. 
Arch Anat Pathol (Paris) 20:203-22, Jun 72 (Eng. 
Abstr.) 


(Fre) 

{The ultrastructure of fibromatous ameloblastoma] 
Csiba A, et al. 

Bull Group Int Rech Sci Stomatol 15:233-50, Jul-Oct 72 
(Eng. Abstr.) (Fre) 
[So-called odontogenic calcifying epithelial tumor] 
Tomasino RM, et al. 

Arch De Vecchi Anat Patol 57:243-52, Dec 71 (Ita) 
(Clinical and morphological wr of 
cementoblastoma] Ross B, et 

Czas Stomatol 26:865-71, Aug 73 (aes. Abstr.) (Pol) 


RADIOGRAPHY 


Differential radiographic diagnosis of lesions of the 
jawbones. — 

Radiology 105:277-84, Nov 

RPC from the AFIP. Krolis SO, et al. 
Radiology 105:439-43, Nov 72 

Ossifying cementoma (cementifying fibroma). 
Montgomery WW. 

Trans Am Acad Ophthalmol Otolaryngol 76:1380-3, 
Sep-Oct 72 

(Clinical experience using the orthopantomography] 
Katayama H, et al. au) 


Jap J Clin Radiol 17:404-12, Jun 72 

{Clinico-x-ray characteristics of 

mandible] Rabukhina NA, et 

Rentgenol Radiol 47:56-60, 72 ox 
bstr. 


INDEX DENTAL LITERATURE 


impaction and autogenous bone graft: 
Magnus WW, et al. Milit Med 136: 


Plast 
(Diagnosis and treatment of tumors of the facial bones] 

Spiess] B, et al. 

Ther Umsch 29:664-8, Nov 72 —- Abstr.) (Ger) 
[Prosthetic rehabilitation after total resection of the 
maxilla] Ca 


vallazzi C. 
yen Odontostomatol 14:766-74, Sep-Oct 72 = 
bstr.) 
({Ameloblastic fibroma. Control after 
curettage] Ebling H, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:187-90, 
Jan-Dec 72 (Eng. Abstr.) (Por) 


VETERINARY 


Ameloblastic odontosarcoma in a bovine mandible. 
Binnington JA, et al. 3 Pathol 108:169-72, Oct 72 


ODONTOMA see under ODONTOGENIC TUMOR 
(C2) 
ODONTOMETRY 


Fluctuating dental asymmetry and audiogenic stress. 
Siegel MI, et al. Growth 37:35-9, Mar 73 
Odontometric comparisons between maxillary 
premolars and molars of different ethnic groups. 
Lavelle CL. Hum Biol 45:123-35, May 73 
Morphological variations between English population 
samples. Lavelle CL. J Dent 1:47-52, Oct 72 
Morphological variations between English population 
samples. Lavelle CL. J Dent 1:47-52, Oct 72 
A study on the size of permanent teeth, shovel shaped 
incisors and paramolar tubercle in Thai skulls. 
k SS. J Dent Assoc Thai 22:199-205, Sep-Oct 72 
Variability of leeway space. Nanda RS, et al. 
J Indian Dent Assoc 45:99-108, May 73 
(The width of the upper anterior teeth and the upper 
central incisor in Greeks] Kopsiautes KP, et al. 
Odontiatrike 5:329-31, Sep-Oct 72 (Eng. Abstr.) (Gre) 
[Relative size of the mesiodistal crown diameter of 
molars in man and mammals) ura H. 
Aichi Gakuin J Dent Sci 10:89-124, Sep 72 (Eng. Abstr.) 
(Jap) 


(The examination of harmony between maxillary and 
mandibular tooth sizes) Yatabe K, et al. 
J Jap Orthod Soc 31:22-31, Jun 72 (Eng. Abstr.) (Jap) 
[Anthropological studies on the Mandarin Formosan 
mouth. 2. Occlusal form] Kou K. 
Shikwa Gakuho 72:81-93, Jun 72 (Eng. Abstr.) (Jap) 
{Periapical radiographic long cone technic. 
Comparative study of short and long cone technics, 
used to determine tooth length in endodontic 
practice] Vale IF do, et al. 

Estomatol Cult 6:53-8, Jan-Jun 72 (Eng. Abstr.) (Por) 
(Somatogram of the infantile population of the town 
Rful Alb compared with that of Drdgus) Firu P, et al. 
Stud Cercet Endocrinol 24:299-307, 1973 (Rum) 
(Mesiodistal diameters of crowns in the deciduous 
dentition] Robles Ventosilla A, et al. 

Odontologia (Lima) 16:21-8, Dec 72 
(The mesio-distal measurement of permanent teeth, 
significance (review of the literature)} Sanin C. 
Temas Odontol 11:297-310, 1971 (8) 


ODONTOMETRY see under CEPHALOMETRY 
(E1, ES, E6) 
OFFICE MANAGEMENT 


Office management: our —— contact with patients-- 
the telephone. Lewis 
gains. 


Effects of nutrition on the composition of tooth lipids 
and fatty acids in rats. 3. Effects of feeding different 
oils and fats on caries and on fatty acid composition of 
teeth. Alam SQ, et al. J Dent Res 52:236-41, Mar-Apr 73 


OILS, ESSENTIAL see OILS, VOLATILE (D11) 


ORAL HEALTH 


OILS, IODIZED see IODIZED OILS (D1, D13) 
OILS, VOLATILE 


An experiment on the side effect of mouth 
ts. Tamura T, et al. 
14:34-9, Jun 72 
OLD AGE HOMES see HOMES FOR THE AGED (N2) 
OLD YELLOW ENZYME see under 
OXIDOREDUCTASES (D9) 
OLEANDOMYCIN 


THERAPEUTIC USE 


(Results of 5-years follow-up studies of gangrenous 
multiple-root teeth treated with TAO) Strébi I, et al. 
Fogorvy Sz 66:24-6, Jan 73 (Hun) 


OLFACTORY BULB see under LIMBIC SYSTEM 
(A8) 
OLFACTORY NERVE 
PHYSIOLOGY 


{A study on objective olfactometry using sex 
responses} Motegi K. oun 


a Soe 39:653-91, Dec 72 
OLLIER’S DISEASE see DYSCHONDROPLASIA (C3) 
ONYALAI see under PURPURA, THROMBOPENIC 

(C9) 

ONYCHOPHAGIA see NAIL BITING (F1, F2) 


OPHTHALMIC NERVE 
SURGERY 


A surgical approach to the ophthalmic-maxillary nerve 
trunks in the rat. Gregg JM. 
3 Dent Res 52:392, Mar-Apr 73 


ORAL HEALTH 


see also related 
DENTAL CLINICS (E6,N2) 
DENTAL HEALTH SURVEYS (E6, N1) 
DIAGNOSIS, ORAL (E1, E6 
MOUTH DISEASES (C4) 
MOUTH REHABILITATION (E6) 


Oral cytology. Seven year oral cytology screening 
Program in the State of Rhode Island. Analysis of 6448 
cases. Allegra SR, et al. 

Acta Cytol (Baltimore) 17:42-8, Jan-Feb 73 
Communication between the public and the dental 
Profession. Rayner JF. 

Am J Public Health 63:21-32, Jan 73 

A study of dental care cost, time and treatment 
requirements of older persons in the community. 
Banting DW. 

Can J Public Health 63:508-14, Nov-Dec 72 
Adult dental health surveys in England and Wales. 
Bulman JS. 


Community Health 4:191-6, Jan-Feb 73 

Vitamin C test. Tasch GE, et al 

Dent Assist 42:10-3, May 73 

Community commitments. Buller DL. 

Dent Stud 51:67-8, Jun 73 

Old age and the quality of life. Elwood TW. 

Health Serv Rep 87:919-31, Dec 72 

Elements of dietetics for the general practitioner. 

Enwonwu CO. Int Dent J 23:317-27, Jun 73 

Effect of the physical consistency of food on the 

*crevicular complex’ and the salivary glands. Sreebny 
394-400, Sep 72 


LM. Imt Dent J 22: q 
ae dentistry. McGrew WC, et al. 
J Dent Assoc 85:1198-204, Dec 72 
attivese of dentists. Walker BN. 
3 Am Dent Assoc 86:933-4, May 73 

and R dations from the Advisory 
Committee on Dental Health to the Secretary 
Department of Health, Education and Welfare. 
December 1972. J Am Dent Assoc 87:101-23, Jul 73 
National Dental Health Conference explores peer 
review, 


our pharmacist: vital ally in oral health care. 
3 Am Soe Prev Dent 2:22-3, Sep-Oct 72 


S-267 


: 
i. 
Ameloblastic fibroma. Olofsson J. 3 
} Acta Otolaryngol (Stockh) 74:302-6, Oct 72 a 
Composite complex odontoma with associated PHARMACODYNAMICS ve 
4 
Apr 71 
Restoration of resected mandible by grafting with 7 
combination of mandible homograft and autogenous — 
iliac marrow, and postoperative treatment with 5 
hyperbaric oxygenation. Mainous EG, et al. ee 
Oral Surg 35:13-20, Jan 73 ig 
Adenoameloblastoma. Case report. Martis CS, et al. ‘ 
report of the cases, histopathology and Pe me 
hist 
q 
OCCURRENCE 
Dent Manage 13:52 passim, Sep 73 
[Stamp licking or machine franking? The use of a 
franking machine in the dental office] 
Quintessenz J 3:33-5, Apr 73 (Ger) 
OILS 
PHARMACODYNAMICS consumers. Council on Dental Health, Council on 
Dental Care Programs. 
3 Am Dent Assoc 86:960-1, May 73 
The pharmacist and oral health. McGregor TD. 
3 Am Pharm Assoc 13:238-43, May 73 


ORAL HEALTH 


Bits and pieces: dental programs in HEW. Hillenbrand 
H. J Dent Educ 37:8, Apr 73 

Recommendations to HEW from Advisory Committee 
on Dental Health. J Dent Educ 37:50-1 passim, Apr 73 

The roots of health. Marshall MS. 
J Dent Health (Tokyo) 22:305-9, Jun 72 (Eng. —_ 


Significant correlations between gingival scores and 

ascorbic acid status. Shannon IL. 

J Dent Res 52:394, Mar-Apr 73 

The effects of waxed and unwaxed dental floss on 

interdental plaque accumulation and interdental 

gingival health. Hill HC, et al. 

J Periodontol 44:411-3, Jul 73 

The relationship between the width of keratinized 

gingiva and gingivai health. Lang NP, et al. 

J Periodontol 43:623-7, Oct 72 

Behavioral motivation. Weisenberg M. 

J Periodontol 44:489-99, Aug 73 (54 ref.) 

A modified sanitary pontic. Perel ML. 

J Prosthet Dent 28:589-92, Dec 72 

Occlusal considerations in preventive care. Rieder CE. 

3 Prosthet Dent 28:462-8, Nov 72 

Establishment and maintenance of oral health 

behavior. Douglass CW, et al. 

3 Public Health Dent 33:123-5, 1973 

A rational for obtaining change in attitudes and 

behavior of dental. patients. Dworkin SF. 

3 Tenn State Dent Assoc 53:147-52, Apr 73 

University of Adelaide Dental students: sociological 

aspects and oral health status. Fanning EA. 

Med J Aust 2:615-6, 9 Sep 72 

Salivary enzymes and oral health. Redman RS. 

North West Dent 52:124-8, Mar-Apr 73 

A study of some relationships between educational 

status and dental heaith. Hill FJ, et al. 

Proc Br Paedod Soc 2:13-4, Oct 72 

Aspects of bacterial endocarditis in the Johannesburg 

General Hospital. An analysis of 30 cases. Mazansky C, 

et al. S Afr Med J 47:413-8, 10 Mar 73 

Relationship between occlusal wear of the teeth and 

periodontal health. Ainamo J. 

Scand J Dent Res 80:505-9, 1972 

Comparison of dental health data obtained from 

questionnaires, interviews and clinical examination. 

Heloé LA. Scand J Dent Res 80:495-9, 1972 

Orthodontic need of treatment of Swedish 

schoolchildren from objective and subjective aspects. 

Myrberg N, et al. Scand J Dent Res 81:81-4, 1973 

Emphasis on the patient--the oral health service 

department. Winer RA. 

Tufts Health Sci Rev 3:44-7, Spring 73 

[The influence of social, economic, cultural and other 

factors on attitudes toward oral health, and their 

values in oral health education] Borup J, et al. 

Odont (Aarhus) 13:51-93, 1972 (Dan) 

[Effect of various factors m buccal condition 

on the distribution and the number of saprophytic 

yeasts] Vidal PA, et al. 

Bull Soc Pathol Exot 65:331-4, Mar-Apr 72 = 

Abstr.) 

[Study of various species of yeasts found in the ious 

of healthy persons) Vidal PA, et al. 

str.) 

[Biological equilibrium of the oral ential 

Goudaert M, et al. 

Rev Stomatocdontol Nord Fr 26:185-90, 1971 (Fre) 

[International study of the World Health Organization 

on dental care and its relation to dental and oral health 

of the population] 

Oeff Gesundheitswes 35:368-9, Jun 73 (Ger) 

[The relationship between intelligent understanding of 

oral health and dental instruction in school children. 

2) Tanaoi H, et al. 

J Dent Health (Tokyo) 22:295-304, Jun 72 (Eng. Abstr.) 
(Jap) 


(Evaluation of questionnaires in 

studies] Wodniecki J. 

Czas Stomatol 26:769-70, 1973 (Pol) 
(Oral health and community; preliminary data about 

the elaboration of a program of education for health] 

Fossati G, et al. 

Arq Cent Estud Fac Odontoi (Belo Horiz) 9:59-82, 

Jan-Dec 72 (Eng. Abstr.) (Por) 
{Somatogram of the infantile population of the town 

Rful Alb compared with that of Dragus] Firu P, et al. 

Stud Cercet Endocrinol 24:299-307, 1973 (Rum) 
A ——_ dentition as part of general health] Martino 

F. Cult Odontol 31-2, Mar-Apr 72 (Spa) 
(Popular beliefs about oral health in Patzin) Solares J, 
al. 


Rev Guatem Estomatol 3:9-24 contd, Jan-Apr 73 (Spa) 
ORAL HYGIENE 


see also related 
DENTAL DEVICES, HOME CARE (E6) 


Dental health of four-year-old children. —~ L, et al. 
Acta Paediatr Scand 62:269-78, 

A home-care program of chemical preventive dentistry 
for orthodontic patients. — = et al. 
Am J Orthod 63:12-7, Jan 


Communicating dental hygiene practices to 
chronically, emotionally ill, hospitalized patients. Bell 
CE, et al. Am J Public Health 63:778-81, Sep 73 

Incidence and causes of failures to control by 
irradiation the primary lesions in squamous cell 
carcinomas of the anterior Wey of the tongue 
and floor of mouth. Chu A, et 
dm 3 Roentgenol Radium Ther Nucl Med 117:5024, 


Oral physiotherapy and its meaning in general dental 
Oral hygiene. Pearson GJ. Apex 6:187-8, Nov 72 
Periodontal disease and oral hygiene in 2383 Moroccan 
school children aged eight and twelve years. Poulsen 
S, et al. Arch Oral Biol 17:1513-8, Nov 72 

A longitudinal clinical study of oral cleanliness 
dental caries in school children. Sutcliffe P. 
Arch Oral Biol 18:765-70, Jul 73 

A new approach to oral hygiene for the cerebral palsy 
patient. Shannon IL. 

Bull Dent Guia Counc Cereb Palsy 12:12-3, Winter 72 
Periodontal disease: is it microbial in origin? 
Jayawardene A, et al. 

Can J Public Health 64:174-9, 
Oral hygiene procedures for the 
Sirmans AG. 

Chron Omaha Dist Dent Soc 36:156-8, Feb 73 
Maintenance of the partially edentulous mouth and 
care of the denture. Wagner AG. 

Dent Clin North Am 17:755-68, Oct 73 

You can lead your patients to water, but ... 

Dent Econ Oral Hyg 63:39-43, Feb 73 
Behaviors and attitudes: implications for dental health 
education. Samuels Ju. 

Dent Hyg (Chic) 47:149-54, May-Jun 73 
Concepts of home care. Schantz D. 

Dent Hyg (Chic) 47:33-6, Jan-Feb 73 

The influence of personal dental care in periodontics. 
Masters DH. Dent Stud 51:32 passim, Nov 72 
The effect of water irrigation on oral =" Sherman 
JA. Dent Stud 51:49 passim, Jan 

A new clinic teaches te control. 
Dent Stud 51:21, Feb 73 

Student project wants to bring dentistry to the 
handicapped. Dent Stud 51:28 passim, Jan 73 
Changes in gingival characteristics of leukemic 
patients and relation to oral hygiene. Caglayan G, et al. 
Dishekim Derg 3:325-31, Jul 72 
Interrelationship of preventive actions in health and 
other areas. Williams AF, et al. 

Health Serv Rep 87:969-76, Dec 72 

Local preventive measures and education in the 
Prosthetic patient. Naujoks R. 

Int Dent J 23:77-81, Mar 73 

A5-year follow-up study of retention of prong = 
by skin-folded pockets. Wallenius K, et 

Int J Oral Surg 1:26-33, 1972 

Deficiency of coenzyme Q in gingiva of patients with 
Periodontal disease. Nakamura R, et al. 

Int J Vitam Nutr Res 43:84-92, 1973 
Preventive dentistry primitive style: a case history. 
Fingar WW, et al. J Acad Gen Dent 21:40-1, May-Jun 73 
Lingual flossing. Prince JP. 

3 Acad Gen Dent 21:39, Jan 73 


Mar 73 (54 ref.) 
handicapped child. 


Oral physiotherapy of the tongue and palate: 
relationship to plaque control. Jacobson SE, et al. 
3 Am Dent Assoc 87:134-9, Jul 73 

Predicting the readiness of elementary school children 
to learn an effective dental flossing technique. 
Terhune JA. J Am Dent Assoc 86:1332-6, Jun 73 
Found: a new soaking solution for dentures. Tucker 
KM, et al. J Am Dent Assoc 87:169-70, Jul 73 
Efforts to improve oral hygiene practices: a review and 
critical evaluation. Ayer WA. 

3 Am Dent Hyg Assoc 46:437-41, Nov-Dec 72 
Individualizing instruction in dental hygiene at the 
University of Hawaii. Koga YT. 

3 Am Dent Hyg Assoc 46:370-2, Sep-Oct 72 
Your office approach to oral home care — 
in a “plain brown wrapper”. 

3 Am Dent Hyg Assoc 46:450-1, Nov-Dec 72 
Grassroots nutrition--or, consumer participation. 
Williams CD. J Am Diet Assoc 63:125-9, Aug 73 
Denture cleansers and retaining devices. Beck HO. 
3 Am Pharm Assoc 13:246-7 passim, May 73 
The pharmacist and oral health. McGregor TD. 
3 Am Pharm Assoc 13:238-43, May 
Hydrotherapy in dentistry. Gruenwald S. 

J Conn State Dent Assoc 47:99-100 passim, Apr 73 
Periodontal disease and oral hygiene among children, 
United States. J Dent Child 39:469, Nov-Dec 72 
Studies in dental health education. I. Effect of 
antibiotic prophylaxis on the oral hygiene and 
Periodontal health of young men. LA. 
3 Dent Res 51:1619-23, Nov-Dec 72 

Statistical tests for the OHI-S and PI: a commentary. 
Erickson JD. J Dent Res 52:36-9, Jan-Feb 73 


Dent Res 52:791-6, 73 
Dental diseases among the children in Chung-Shin 


INDEX DENTAL LITERATURE 


Village and Tsaotung. Hsieh CC. 

3 Formosan Med Assoc 71:537-49, 28 Aug 72 
The relationship between socio-economic factors and 
preventive dentistry in fourth graders. Darbo D, et al. 
J Indiana State Dent Assoc 27:18-21, May-Jun 73 
Personal responsibility for the home care of the mouth 
and teeth. Coker RC. 

3 La Dent Assoc 31:10-1, Summer 73 
Flossing--does it really work? Thomas LO. 

3 La Dent Assoc 30:9-14, Winter 72 

Oral health practices in children: a behavioral analysis, 
time. Stachnik T, et 

J Mich State Dent sw 55:38-41, Feb 73 
Preventive dentistry--yesterday and today. (Role of 
Personal oral hygiene). Arnim SS. 

3 Nebr Dent Assoc 49:6-9, Spring 73 
Consistency of plaque distribution in individuals 
without special home care instruction. Cumming BR, 
et al. J Periodont Res 8:94-100, 1973 
Computer analysis of oral hygiene habits. Chambers 
DW, et al. J Periodontol 44:505-10, Aug 73 
Effects of a water pressure device on oral hygiene and 
gingival inflammation. Gupta OP, et al. 

J Periodontol 44:294-8, 73 
Toothbrushing frequency as it relates to plaque 


Oral hygiene and periodontal disease in an adult 
Population in the United States. Suomi JD, et al. 
3 Periodontol 43:677-81, Nov 72 

The relationship of frequency of toothbrushing, oral 
hygiene, gingival health, and caries-experience in 
school children. Berenie J, et al. 

J Public Health Dent 33:160-71, Summer 73 

Eliminating dental plaque in the sixth grade. Clark CA, 
et al. J Public Health Dent 33:70-4, 1973 

Comprehensibility of the literature given to children at 
a dental hospital. Lovius J, et al. 

3 Public Health Dent 33:23-6, Winter 73 

A quantitative assessment of the oral hygiene of 
mentally retarded residents in a state institution. 
Powell EA. J Public Health Dent 33:27-34, Winter 73 
Improvement in oral hygiene as a function of applied 
principles of behavioral modification. ag DC, et al. 
3 Public Health Dent 32:234-42, Fall 

Science today; your teeth should ~~. oe do. 
Young HW. Kenya Nurs J 2:33 Jun 73 
Dental-health education. Lancet 2:807, 14 Oct 72 

Oral care in radiation therapy. Broude DJ, et al. 
Minn Med 56:581-5, Jul 73 
“Store-bought” or natural, teeth need pr care. 
Walker E. Mod Nurs Home 31:12 cummn Jul 73 


NY J Dent 43:245-7, Oct 73 

Program of Oneida-Herkimer County Dental Society. 

DeCarlis P. NY State Dent J 39:350-3, Jun-Jul 73 

Behavior modification in dentistry. Colquhoun JS. 

NZ Soc Periodontol Bull 2-9, Feb 73 

Oral hygiene service in Finland. Westerholm N. 

Odontol Samf Finl Arsb 15-8, 1968-69 

Care in systemic disease. Johnson RH. 

Ont Dent 50:14-5, Jan 73 

Giving plaque the flak. North York’s grade 6 flossing 

Program promotes healthy mouths. Kawall K. 

Ont Dent 50:15-9, Aug 73 

Effect of tongue brushing on plaque bacteria. Gilmore 

EL, et al. Oral Surg 36:201-4, Aug 73 

Dental and oral hygiene habits of students at the 

University of Erlangen-Nuremberg. Gulzow HJ, et al. 

Quintessence Imt 4:83-5, Apr 73 

How to motivate patients toward effective and 

permanent oral health. Lobene RR. 

Quintessence Int 4:25-6, Mar 73 

ee motivation in periodontal prosthesis. Scharer 
Quintessence Int 4:44, Mar 73 

Conteh disclosing tablets--an aid for oral hygiene. 

Schienbein H. Quintessence Imt 4:29-33, Mar 73 

How do I motivate my patients towards good and 

Permanent oral hygiene? Wade B. 

Quintessence Int 4:23-4, Jun 73 

Safeguarding your patients against periodontal disease. 

Levine P, et al. RN 36:38-41, Jul 73 

Relationship between occlusal wear of the teeth and 

Periodontal health. Ainamo J. 

Scand J Dent Res 80:505-9, 1972 

An evaluation of the duration and the = of 

orthodontic treatment. Myrberg N, et 

Scand J Dent Res 81:85-91, 1973 

The management of complications in head and neck 

surgery. Zarem HA. 

Surg Clin North Am 53:191-201, Feb 73 

(Influence of some social factors and unhealthy habits 

upon the incidence of periodontal diseases among the 


Stomatologiia (Sofiia) 54:190-5, May-Jun 72 
of stomotological diseases} Fedorov JA. 

Stomatologiia (Sofiia) 54:81-5, Mar-Apr 72 (Eng. 
Abstr.) (Bul) 


3 
7 development and gingival health. Lang NP, et al. 
ts 
7 Hemophilia: the new look. Patterson PC. 
- Nurs Clin North Am 7:777-85, Dec 72 
= 

: Personality characteristics associated with preventive 

; dental health practices. Williams AF. 

J Am Coll Dent 39:225-34, Oct 72 7 

gee 
Periodontal disease and oral hygiene in an Alaskan 
S-268 


INDEX DENTAL LITERATURE 


(Why don’t you wash your teeth?] Gourion G. 
Dentoscope 5:21-3, Jul-Aug 72 (Fre) 
{Epidemiologic survey: carie-hygiene. 
Parondontopathies and fluor in Yonne canton. 1] 
Renard N, et al. 

Rev Odontostomatol (Paris) 20:29-53, Jan-Feb 73 


(Fre) 
[Rubber teat and modern pediatrics] Kiister F. 
Dtsch Med Wochenschr 98:1734-5, 14 Sep 73 (Ger) 
[Periodontopathies in diabetes mellitus with reference 
to the mouth Yen index] Busch W, et al. 
Dtsch Zahnaerztl Z 28:259-62, Feb 73 (Eng. — 


{Longitudinal information-motivation study on 
gingival conditions in school children aged 7-9] 
Campen GJ van, et al. 
Dtsch Zahnaerztl Z 28:264, Feb 73 Pee 
{Caries prevention in pediatrics] Ahrens G. 
Monatsschr Kinderheilkd 120:489-90, Dec 72 (Eng. 
Abstr.) (Ger) 
[Ultrasonic cleaning in orthodontics] Stadelmann W. 
Quintessenz 23:109-12, Sep 72 (Ger) 
[Patient education and oral amu Pollack W. 
Quintessenz J 2:29-32, Jan Ger 
{Our oral hygiene pe Ring G. 
Quintessenz J 2:45-7, Jan 72 
{Our oral hygiene tray] Ring G, 
Quintessenz J 1:33, Feb 71 (Ger) 
[Advice from an experienced dental assistant] — 
S. Quintessenz J 3:43-5, Jun 73 (Ger 
{The toothbrush and its various uses (II)] Tholuck i. 
(Ger 


(Ger) 
et al. 


Quintessenz J 2:39-41, Nov 72 
[Better care of deciduous teeth ] 
Quintessenz J 2:37, Dec 72 (Ger) 
{Habits of oral hygiene in a group of Swiss recruits] 
Saxer UP, et al. 
Schweiz Monatsschr Zahnheilkd 82:1090-9, Oct 72 
(Eng. Abstr.) (Ger) 
[Dental home care devices] Ketterl W. 
Zahnaerzt! Prax 23:511-2, 6 Oct 72 (Ger) 
(Methods and technics of oral hygiene] Ketterl W. 
Zahnaerzt! Prax 23:458-60, 1 Sep 72 (Ger) 
{Report on the use of the Broxodent electric 
toothbrush as a supporting aid in dental therapy] 
Lorber CG. Zahnarzt 16:231-3, Oct-Nov 72 (Ger) 
{Oral hygiene during orthodontic treatment] 
Zahnarzt 16:251-2, Oct-Nov 72 ( 
(Standing up for chewing gum] Aldus NO. 
ZWR 82:633-4, 25 Jun 73 (Ger) 
{Oral physiotherapy and its significance in everyday 
practice] Singer B. ZWR 81:1137-8, 15 Dec 72 (Ger) 
(Effect of rinsing of the mouth on number of germs in 
the oral cavity] Tschamer H. 
ZWR 82:231-3, 10 Mar 73 (Ger) 
[Oral hygiene and fixed prosthesis] Demetrios N, et al. 
Odontostomatol Proodos 26:196-207 contd, Jul-Aug 72 
(Gre) 
[Oral hygiene and fixed prosthesis] Demetrios N, et al. 
Odontostomatol Proodos 26:247-64 concl, Sep-Oct 72 
(Eng. Abstr.) (Gre) 
[Food impaction as et factor in periodontal 
diseases] Sykaras S 
) 
{Periodontal disease] Assif A. 


Harefuah 83:125-7, 1 Aug 72 (Heb) 
{Dental prophylaxis] Gisladéttir G. 
Timarit Hjukrunarfel Isl 48:128-9, 1972 (Ice) 


{Toothbrushes under inquiry) 

Minerva Med 63:Suppl 42:37, Aug-Sep 72 (Ita) 
{ Audio-visual aids in dental prophylaxis] Falconi P, et 
al 


Minerva Stomatol 21:109-19, May-Jun 72 (Eng. Abstr.) 
(Ita) 
{A study on dental occlusion in the light of oral hygiene, 
with reference to the antagonistic relations of upper 
and lower first molars by the contour line method] 
Sato S. 
J Dent Health (Tokyo) 22:225-44, Jun 72 (Eng. Abstr.) 
(Jap) 
[A study on dental occlusion in the light of oral 
hygiene--basic —— on the M-3 plotting 
device] Sato S, et 
3 Dent Health (Tokyo) 3: 217-24, Jun 72 (Eng. Abstr.) 
(Jap) 
{An epidemiological study of caries free subjects in 
jurior high schools} Yamamura H. 
Jap J Hyg 27:459-71, Feb 73 (Eng. Abstr.) (Jap) 
[A study on conditions of caries, tooth surface deposits, 
and paradental diseases, and those correlations in 


infants} Yamane T. 

Odontology (Tokyo) 60:812-38, Feb 73 (Jap) 
{(Chlorhexidine--dentifrice] Eriksen HM. 

Tid Tann 34:161, Jun 73 (Nor) 


{Orthodontic treatment and periodontal disease) 
Vahedifar. 
J Dent Sch Nat! Univ Iran 3:7, Jul 72 (Eng. _ 


[Knowledge of the principles of oral hygiene of Polish 
children] Jaficzuk Z. 
Czas Stomatol 25:785-90, Sep 72 (Eng. Abstr.) (Pol) 
{Oral hygiene and periodontal Ts and dental 
caries} Masztalerzowa Z, et 
Czas Stomatol 26:445-8, 1973 (Eng. Abstr.) (Pol) 


[Oral hygiene, periodontal diseases and dental caries] 
Masztalerzowa Z, et al. 

Czas Stomatol 26:445-8, Apr 73 (Eng. Abstr.) (Pol) 

(Incidence of superficial changes in the periodontium 
of children and the state of oral hygiene) Walczak A. 
Czas Stomatol 25:1013-8, Oct 72 (Eng. Abstr.) (Pol) 

(Toothbrushing. Its application in the mixed dentition] 
Pinto AC, et al. 

Rev Fac Odontol Sao Paulo 10:77-81, Jan-Jun 72 4 
Abstr.) 

{Inflammatory periodontal disease in 
workers of the city of Piracicaba] Benatti O. 
Bol Fac Odontol Piracicaba 1-31, 1970 (Por) 

{Oral hygiene index and inflammatory periodontal 
disease in metallurgical workers in Piracicaba] 
Benatti O. Bol Fac Odontol Piracicaba 1-25, 1970 (Por) 

(Dental caries, periodontal disease and oral hygiene in 
6-17-year-old male children] Vertuan V, et al. 
Rev Fac Farm Odontol Araraquara 4:147-55, Jul-Dec 
72 (Eng. Abstr.) (Por) 

(Cleansers for artificial dentures] Pazzini NA, et al. 
Rev Gaucha Odontol 20:282-6, Oct-Dec 72 (Por) 

{What parents should know about oro-dental hygiene in 
children] Stefdnescu A, et al. 

Munca Sanit 21:91-5, Feb 73 (Eng. Abstr.) (Rum) 

(Epidemiological study of periodontal disease in 
youths. II. Relation between use of tobacco, bacterial 
plaque and gingival condition] De Campabadal MB, et 
al. Rev Asoc Odontol Argent 60:471-4, Oct 72 (Spa) 

[Oral hygiene experiment with the dentifrice “Clean 
Mouth” at Vipeholm hospital] Borglin K. 


Apollonia (Malmo) 17:43-4, 1969 (Swe) 
{Oral hygiene] Antell G. 
Odontol Samf Finl Arsb 45-6, 1968-69 (Swe) 


[Prevention of periodontal diseases by ADL-training of 
children with developmental disturbances} Hed4s B, 
et al. T en 65:194-6, Feb 73 (Swe) 

(Oral hygiene cart for hospitals and institutions] 
Kristerson L. 

Tandilakartidningen 64:626-8, 1 Oct 72 (Swe) 

[Aid to self-help--oral hygiene instructions in text and 
Pictures] Lignell 

Tand mingen 64:822-6, 15 Dec 72 (Swe) 

[Polishing the margins of restorations) Mannerberg F. 
Tandiakartidningen 65:26-30, 1 Jan 73 (Swe) 

[Basic routines in oral hygiene for a general practice] 

Tandlakartid 1 Sep bg (Swe) 


] 
en 65:582-4, 15 Mar 73 
STANDARDS 


(Swe) 


A clinical system for scoring a patient’s oral hygiene 
Performance. Lenox JA, et al. 
3 Am Dent Assoc 86:849-52, Apr 73 


ORAL HYGIENE INDEX see under DENTAL 
HEALTH SURVEYS (E6, N1) 
ORAL MANIFESTATIONS 


Effect on caries susceptibility after surgical treatment 
of drooling in patients with neurological disorders. 
Ericson T, et al. 

Acta Otolaryngol (Stockh) 75:71-4, Jan 73 

Dental management of a young adult with hereditary 
ectodermal dysplasia:: a case report. Layman TA, et 
al. Alumni Bull Indiana Univ Sch Dent 17-21, Fall 72 

Amyloidosis. Am J Med 53:495-504, 

The effect of nutrition in teen-age gravidas on 
Pregnancy and the status of the neonate. I. A 
nutritional profile. Kaminetzky HA, et al. 

Am J Obstet Gynecol 115:639-46, 1 Mar 73 

Endocrine problems in otolaryngology. Lucente FE. 
Ann Otol Rhinol Laryngol 82:131-7, Jan-Feb 73 (39 
ref.) 

The oral mucous membrane markers of internal 
disease. Jones JH. Br Dent J 134:81-7, 6 Feb 73 

Dyschondroplasia and haemangiomata (Maffucci’s 
syndrome). Report of a case with oral and intracranial 
lesions. Kennedy JG. Br Dent J 135:18-21, 3 Jul 73 

Oral features of primary amyloidosis. Keith DA. 
Br J Oral Surg 10:107-15, Nov 72 

Oral manifestations of leprosy. Southam JC, et al. 
Br J Oral Surg 10:272-9, Mar 73 

Histiocytosis *X’. Whitehead FI. 

Br J Oral Surg 10:199-204, Nov 72 

Contact sensitivity to toothpaste. Millard LG. 
Br Med J 1:676, 17 Mar 73 

Oropharyngeal sensation associated with rapid 
intravenous administration of cy 
(NSC-26271). Arena PJ. 

Cancer Chemother Rep 56:779-80, Dec 72 

What the dentist should know about sickle cell anemia. 
Hamler J. Chron Omaha Dist Dent Soc 36:206, Apr 73 

An infant ill with a systemic disease and swollen gums. 
Zangeneh F, et al. Clin Pediatr (Phila) 11:708-9, Dec 72 
Burkitt’s lymphoma. Whittaker LR. 

Clin Radiol 24:339-46, Jul 73 

White lesions of the mouth. Krull EA, et al. 
Clin Symp 25:2-32, 1973 

The diagnosis of Parkinsonism or Parkinson syndrome. 
McDowell FH. Contemp Neurol Ser 8:163-74, 1971 


ORAL MANIFESTATIONS 


Sickle cell anemia and the dentist. Harris DL. 
Dent Stud 50:66-7 passim, Oct 72 

Treating the total patient. Systemic disease symptoms. 
Olsen N. Dent Stud 51:17, Feb 73 

Primary hyperthyroidism. Report of 3 — with 
emphasis on roentgenographic the 
maxillofacial region. Murai T, et al. 
Dentomaxillofac Radiol 1:16-8, 1972 

Oral manifestations in diabetic patients. el-Hadary MS, 
et al. Egypt Dent J 18:291-302, Jul 72 

Some clinical and pathological problems in 
neuro-Behcet’s syndrome. Totsuka S, et al. 
Folia Psychiatr Neurol Jap 26:275-84, 1972 
Crohn’s disease of the mouth. Bishop RP, et al. 
Gastroenterology 62:302-6, Feb 72 
Sickle cell anemia: history and clinical findings. Scholle 
RH, et al. Ii Dent J 42:226-30, Apr 73 
Cherubism. Wowern N von. Int J Oral Surg 1:240-9, 1972 
Agranulocytosis (agranulocytic angina). Oral 
manifestations and the importance of early 
recognition. Josephson BA. 

3 Acad Gen Dent 21:38-9, Jul-Aug 73 
Pigmented lesions related to dentistry. King DR. 
J Acad Gen Dent 21:25, May-Jun 73 
Epidermolysis bullosa dystrophica: report of two cases. 
Howden EF, et al. J Am Dent Assoc 85:1113-8, Nov 72 
Hand-Schiiller-Christian disease: report of case. Maw 
RB, et al. J Am Dent Assoc 85:1353-7, Dec 72 
Thrombocytopenic purpura: the dentist’s 
responsibility. Weiss JI. 

3 Am Dent Assoc 87:165-8, Jul 73 

Oral lichen planus and diabetes: a potential syndrome. 
Howell FV, et al. J Calif Dent Assoc 1:58-9, Jul 7% 
Leukemia--the dental aspects. A case report. Reichart 
P, et al. J Dent Assoc Thai 22:165-73, Sep-Oct 72 
Oral findings in children with Down’s syndrome. 
Gullikson JS. J Dent Child 40:293-7, Jul-Aug 73 
Oral manifestations of the histiocytosis X syndrome: 
report of two cases. O’Donnell JP, et al. 

J Dent Child 40:33-7, Jan-Feb 73 

Behcet’s syndrome-clinico-pathological and 
bacteriological study. Abdelfattah MH, et al. 

J Egypt Med Assoc 55:634-43, 

Dentistry and medical health. Raj BM. 

J Imdian Dent Assoc 45:44-5, Feb-Mar 73 
Epidemic purpuric enanthem. Nelson HG. 

3 Ir Med Assoc 66:407-11, 11 Aug 73 
Melkersson-Rosenthal syndrome: review of the 
literature and report of a case. el-Shennawy M, et al. 
J Laryngol Otol 58:899-902, Sep 73 

Familial bird-headed dwarfism (Seckel’s syndrome). 
Sauk JJ, et al. J Med Genet 10:196-8, Jun 73 
MOdbius syndrome with Poland’s anomaly. Sugarman GI, 
et al. J Med Genet 10:192-6, Jun 73 

Age changes in the periodontium and oral mucous 
membranes. Courtney RM. 

J Mich State Dent Assoc 54:335-42 passim, Nov 72 
Acute lymphocytic leukemia. (In remission) with 
subsequent periapical abscesses of lower central 
incisor teeth: report of a case. Albright CR, et al. 
3 Mo Dent Assoc 52:8-14, Oct 72 

Paget’s disease. Case report. Perrige ML, et al. 
3 NJ Dent Assoc 44:32-3 passim, Spring 73 
The oral lesions of bullous pemphigoid. Brooke RI. 
J Oral Med 28:36-40, Apr-Jun 73 

Infected oral lesions of cyclic neutropenia. Degnan EJ, 
et al. J Oral Med 28:29-31, Jan-Mar 73 
Terminal oral manifestations of acute lymphoblastic 
leukemia. Keene JJ Jr, et al. 

3 Oral Med 27:117-9, Oct-Dec 72 

Salivary gland diseases. Krolis SO. 

3 Oral Med 27:96-9, Oct-Dec 72 
Stevens-Johnson syndrome, report of a case with 
Possible systemic reaction to acute alcoholism. 
Silbermann M, et al. J Oral Med 28:14-7, Jan-Mar 73 
A surgical follow-up of oculonasal dysplasia, a deviant 
of Goldenhar’s syndrome. Byrne RP, et al. 

3 Oral Surg 31:382-4, May 73 

Miliary tuberculosis with oral manifestations: report of 
case. Harris BC, et al. J Oral Surg 31:305-7, Apr 73 
Oral mucosa changes in vitamin-B6 deficient rats. Toda 
T. J Osaka Dent Univ 5:213-22, Oct 71 

A syndrome characterized by congenital ichthyosis 
with atrophy, mental retardation, dwarfism, and 
generalized aminoaciduria. Passwell J, et al. 

3 Pediatr 82:466-71, Mar 73 

Oral tissue changes in the chronic alcoholic. Larato DC. 
3 Periodontol 43:772-3, Dec 72 

Genetic disorders affecting mucous membrane. 
journal report). Villanueva AE. 

J Philipp Dent Assoc 24:43-7, Jun 72 

Oral diagnosis in preventive dentistry. Green D. 
J Wis State Dent Soc 49:3-4, Jan 73 

Oral lesions in pregnancy. Iyengar L. 

Lancet 1:680-1, 24 Mar 73 

Rhinocerebral phycomycosis (mucormycosis). Stephan 
T, et al. Laryngoscope 83:173-8, Feb 73 
Continued study of the ultrastructure of the gingiva in 
the diabetic mouse. Anapolle SE, et al. 
Microvase Res 6:44-50, Jul 73 


(A 


> 
1 
= 
Thrombocytopenia. A case report. Freedman PD, et al. 
NY J Dent 38:552-5, Nov 72 
Thrombocytopenia. A case report. Freedman PD, et al. 
NY State Dent J 38:552-5, Nov 72 
S-269 


ORAL MANIFESTATIONS 


Oral manifestations of hematological disorders. Report 
of four cases. Uthman AA, et al. 

NY State Dent J 39:27-8, Jan 73 

Congenital agranulocytosis. Awbrey JJ, et al. 
Oral Surg 35:526-30, Apr 73 

Dominant inheritance of hemifacial hyperplasia 
associated with strabismus. Bencze J, et al. 
Oral Surg 35:489-500, Apr 73 

Oral manifestations in Crohn’s disease. Report of a 
case. Eisenbud L, et al. Oral Surg 34:770-3, Nov 72 
Oral manifestations in primary hyperoxaluria and 
oxalosis. Report of a case. Glass RT. 

Oral Surg 35:502-9, Apr 73 

Hereditary hemorrhagic telangiectasia. An electron 
microscopic study. Hashimoto K, et al. 

Oral Surg 34:751-68, Nov 72 

Hemifacial hypertrophy. Report of two cases. Hayashi 
S, et al. Oral Surg 35:750-61, Jun 73 
Epidermal nevus syndrome. Report of a case with 
unusual oral manifestations. Kelley JE, et al. 
Oral Surg 34:774-80, Nov 72 


The oral and facial manifestations of dermatomyositis 
with calcinosis. Report of a case. Sanger RG, et al. 
Oral Surg 35:476-88, Apr 73 

Radiographic changes in the mandible associated with 
leukemic cell infiltration in a case of acute 
myelogenous leukemia. Stern MH, et al. 

Oral Surg 36:343-8, Sep 73 

Hermansky-Pudlak syndrome (HPS): a proposed block 
in glutathione peroxidase. Witkop CJ Jr, et al. 
Oral Surg 35:790-806, Jun 73 

Dental changes in Burkitt’s lymphoma. Adatia AK. 
Pathol Microbiol (Basel) 39:196-203, 1973 

Salivary indicators of systemic disease. Wotman §, et al. 
Postgrad Med 53:73-8, Mar 73 

Burkitt’s lymphoma: report of a case from Miami, 
Florida. Brown CB. Q Natl Dent Assoc 31:55-7, Apr 73 

Genetics. Witkop CJ. 

Schweiz Monatsschr Zahnheilkd 82:917-41, Sep 72 

Diagnosis of oral vesicular lesions. Cheema SM. 
Sci Educ Bull Int Coll Dent 5:44-9, 1972 

Dental manifestation of porphyria erythropoietica. 
Sidhu SS, et al. Sei Educ Bull Int Coll Dent 5:73-4, 1972 

Sjégren’s syndrome--a clinica! review. Mason AM, et al. 

Semin Arthritis Rheum 2:301-31, 1973 (101 ref.) 

A review of hyperparathyroidism and an interesting 
case presenting with a giant cell lesion. Chapnick P. 
Trans Congr Int Assoc Oral Surg 4:44-8, 1973 

Histiocytosis X--a case report. Kresberg H. 
Trans Congr Int Assoc Oral Surg 4:40-3, 1973 

A case of multiple myeloma with oral manifestations. 
Sippel HW, et al. 

Trams Congr Int Assoc Oral Surg 4:132-7, 1973 

Cherubism: report of a case. Mainous EG, et al. 
US Navy Med 62:24-5, Jul 73 

{Gingival hemorrhage in uremia] Dosseva D. 
Stomatologiia (Sofiia) 54:318-21, Jul-Aug 72 (Bul) 

a Sag syndrome and its effect on oral cavity] Goranov 

et al. 

(Sofiia) 54:315-8, Jul-Aug 72 
r.) (Bul 
[New findings in the Melkersson-Rosenthal ee. 

Hrochovd L, et al. 
Cesk Dermatol 48:263-72, Aug 73 (59 ref.) (Cze) 

Rev Belge Med Dent 27:365-70, 1972 (Dut) 

{3 cases of plasmocytic lesions] Douniau R. 
Acta Stomatol Belg 69:451-6, 1972 (Fre) 

{Plasmocytic infiltrations in oral pathology] Hustin J, 
et al. Acta Stomatol Belg 69:467-76, 1972 (Fre) 

(Cherubism (apropos of a case) }] Leroux-Robert J, et al. 
Ann Otolaryngol Chir Cervicofac 90:95-100, Jan-Feb 73 
(Eng. Abstr.) (Fre) 

{The periodontal condition of subjects with 
rheumatoid arthritis] Helminen-Pakkala E. 

Med Hyg (Geneve) 30:1456-7, 11 Oct 72 (Fre) 

(Congenital hypophosphatasia and dental 
organogenesis} Laplane R, et al. 

Rev Stomatol Chir Maxillofac 73:543-60, meee 
Abstr.) 

[The state of the periodontium in rheumatoid artheitis} 
Helminen-Parkala E. 

Schweiz Monatsschr Zahnheilkd &3:653-5, Jun 73 (Fre) 

(Changes in the oral cavity in chronic liver diseases] 
Sponholz H, et al. 

Dtsch Stomatol 23: 277-84, — = (Eng. Abstr.) (Ger) 

{M Germann MA. 
Abstr.) (Ger) 

(Wegener’s granulomatosis] Galan E, et al. 
Dtsch Zahnaerztl Z 28:438-42, Mar 73 (Eng. _ 


[Interpretation of in vivo microscopic findings in the 
human tongue (with special reference to diabetic 
patients)] Gétze W. 


contraceptives} Reinken L, et 
Int J Vitam Nutr Res 43:20-7, 1978 (ins. Abstr.) (Ger) 


8-270 


[Clinical aspects of Wegener’s granulomatosis] 
Menninger H, et al. 
Wochenschr 114:1646-50, 29 Sep 
(Epidermolysis bullosa and its oral form] Kinast H, et 
al. Osterr Z Stomatol 70:166-75, May 73 — 


E, et 
Wien Klin Wochenschr 85:519-22, 2 Jul 73 ae. 
Abstr.) 

[Diagnosis of grave diseases by the dentist. penuh 4 
the continuous education performance of the BDZ in 
Salzburg and Meran}] Wunderer S. 

Zahnaerztl Mitt 63:581-5, 16 


Miinch J. Zahnaerztl Prax 24:5, 5 Jan 73 (Ger) 
{Inflammatory processes in the jaw region) 
Zahnaerzt! Prax 23:524-6, 6 Oct 72 (Ger) 
[Biomicroscopic studies on mouth mucosa in diabetic 
and healthy children and adolescence] Dombrowski P, 
et al. ZWR 82:516-20, 25 May 73 (Ger) 
(Oral manifestations in erythema multiforme and 
differential diagnosis from other diseases] Drikos GT, 
et al. 
Proodos 27:45-54, Jan-Feb 73 
r.) 
(Christ-Siemens-Weech 
contribution] Marenduzzo A, et 
Arch Stomatol (Napoli) 11:291-301, Get-Dee 70 ym 
(Ita 


Abstr.) 
of disturbances of a 


(Cariogenic importance 
secretion] Frostell G. 

Tid Tann 34:69 passim, Apr 73 (Nor) 
{Intestinal parasites and oral mucosa] 

Broekere-Biesiadka B. 

Czas Stomatol 25:799-805, Sep 72 ‘Eng. Abstr.) (Pol) 
(Oral changes in congenital bullous epidermolysis] 
Jak6b-DoleZal K, et al. 

Czas Stomatol 26:227-36, Mar 73 (Eng. Abstr.) (Pol) 
(Periodontium and oral mucosa in acute and chronic 
leukemia} Knychalska-Karwan Z, et al. 

Czas Stomatol 26:449-53, 1973 (Eng. Abstr.) (Pol) 
[{Periodontium and oral mucosa in acute and chronic 

leukemia] Knychalska-Karwan Z, et al. 

Czas Stomatol 26:449-53, Apr 73 (Eng. Abstr.) (Pol) 
[The condition of deciduous teeth in children with a 

New hematologic disease of newborn] Kotofiska 

et 

Czas Stomatol 26:123-32, Feb 73 (Eng. Abstr.) (Pol) 
{The effect of acute perimaxillary inflammation on 

exacerbations of latent diabetes] Malinowski J, et al. 

Czas Stomatol 26:631-4, 1973 (Eng. Abstr.) (Pol) 
(Cervicofacial sarcoidosis] Partyka W, et al. 

Czas Stomatol 26:133-7, Feb 73 (Eng. Abstr.) (Pol) 
{A rare clinical picture of Sjogren’s syndrome] 

Rucifisk: J, et al. 

Czas Stomatol 25:735-8, 1972 (Eng. Abstr.) (Pol) 
{The condition of the oral cavity in children with 

o-hypophyseal insufficiency] Rybakowa 

et 

Czas Stomatol 26:45-53, Jan 73 (Eng. Abstr.) (Pol) 
(3 cases of late maxillofacial syphilis} Rytlowa W, et al. 

Czas Stomatol 26:279-85, Mar 73 (Eng. Abstr.) (Pol) 
{Clinical signs of oral a in chronic pemphigus] 

Kulezyhski B, et al. 

Otolaryngol Pol pao yea 1973 (Eng. Abstr.) (Pol) 
(Hearing, speech and voice disorders in a form of 

ectodermal Guinea not described as yet] 

Pruszewicz A, et al. 

Otolaryngol Pol 26:361-4, 1972 (Pol) 
 cieaemneaee syndrome in an infant] Mazur E, et 


Pol Przegl Radiol 37:3-6, Jan-Feb 73 (Eng. we 
dysplasia) Broniewski M, 


Pol Tyg Lek 28:256-8, 12 Feb 73 (Eng. Abstr.) (Pol) 
(Examination of the masticatory organ in diabetic 
children] Otto-Buczkowska E, et al. 
Wiad Lek 26:5-8, 1 Jan 73 (Eng. Abstr.) (Pol) 
(The state of the oral cavity in children following celiac 
disease] Romankiewicz-Wofniczko G, et al. 
Wiad Lek 26:1011-7, 1 Jun 73 (Eng. Abstr.) (Pol) 
(Endocrinology and dentistry] Almeida JF de. 
Rev Assoc Paul Cir Dent 27:94-102, Mar-Apr 73 (Eng. 
Abstr.) (Por) 
[Dentistry and occupational health] Nogueira DP. 
Rev Saude Publica 6:211-23, Jun 72 (Eng. Abstr.) (Por) 
[Ectodermal dysplasia and its manifestations in the 
mouth} Carvalho CA, et al. 

Trib Odontol (Guanmabara) 5:13, May-Jun 73 (Por) 
dysplasia) Cigman D. 

Stomatologia (Bucur) 1014, Mar-Apr 73 


Abstr.) 


INDEX DENTAL LITERATURE 


(Mosk) 52:18-21, Sep-Oct 73 (ane. 


study of the oral cavity 
Shereshevskii Turner syndrome] Beliakov >= et al. 

(Mosk) 52:69-70, Mar-Apr 73 

(Dentomaxillary system in congenital 

Kalinin AP, et al. 

Stomatologiia (Mosk) 52:102-3, Mar-Apr 73 (Rus) 

granulomatosis without visceral 


[Dental implications of poisoning 3 
An Esp Odontoestomatol 32:41-64, Jan-Feb 73 (Spa) 
[Diabetes mellitus: oral manifestations and dental 
management of the diabetic patient] Mallol Burgos 
EF. Rev Dent (St Domingo) 18:5-15, Dec 72 (Spa) 
[Epidermolysis bullosa] Tornos Solano D. 
Rev Esp Anestesiol Reanim 19:263-6, Jul 72 (Spa) 
(Leukemia. Condition of dental interest} Garcia Amigo 
OA. Rev Esp Estomatol 21:203-10, May-Jun 73 (Spa) 
of child malnutrition) Taracena 
et 5 
Rev Guatem Estomatol 3:29-31, Jan-Apr 73 (Spa) 
[Smith-Lemli-Opitz syndrome: description of 2 
aff clinical 
Armendares 


mechanism ] 
Aprdun 73 (Hao Abstr. 
(Spa 


(New formula for the clinical interpretation - 
Periodontal manifestations in diabetic patients) 
Presman J. 

Rev Odontol (Cordoba) 6:30-9, Jan-Jun 71 (Eng. 
Abstr.) (Spa) 
{Endocrine system 

Dentoral (Istanbul) 

(A case report) ] Céloglu S, 


Stohehon Derg 3:451-6, Jul 72 (Eng. Abstr.) (Tur) 
(Use of an orthodontic prosthesis in anhydrous 
ectodermal dysplasia] Ceballos Salobrena A. 
Promot Dent 32-9, 1973 (Mul) 
(Oral manifestations in hypothyroidism] Kordié S. 
Acta Stomatol Croat 7:44-8, 1972-73 (Eng. Abstr.) 
(Cro) 


M, et 
Stomatol Glas Srb 19:87-95, Mar-Apr 72 (Eng. Abstr.) 


(Cro) 
ORAL SUBMUCOUS FIBROSIS 
DIAGNOSIS 


Toludine blue test for detection of carcinoma of the 
oral cavity: an evaluation. Vahidy NA, et al. 
J Surg Oncol 4:434-8, 1972 


ORANABOL see 


HYDROX YMETHYLTESTOSTERONE (D2, D8) 
ORBIT 


A migratory third molar erupting into the lower border 
of orbit causing blindness in the left eye. 
Savundranayagam A. Aust Dent J 17:418-20, Dec 72 


Traumatic defects of the orbital floor. Davies AS. 
Br J Oral Surg 10:133-42, Nov 72 

The radiological management of blow out fractures. 
Ellegast HH, et al. Dentomaxillofac Radiol 1:45-6, 1972 

Choice of treatment of orbital floor fractures as part of 
facial fractures. Herk W van, et al. 
3 Oral Surg 31:600-3, Aug 73 


Trans Congr Imt Assoc Oral Surg 4:321-2, 1973 
Open surgical management of naso-orbital-ethmoid 

facial fractures. Epker BN. 

Trans Congr Imt Assoc Oral Surg 4:323-9, 1973 
Orbital fractures treated with Teflon implants. Keen 

RR. Trams Congr Int Assoc Oral Surg 4:311-3, 1973 
Blow-in fracture of the lateral wall cf the orbit. Linz 


Wiesenbaugh J, et al. 

Trams Congr Imt Assoc Oral Surg 4:308-10, 1973 
(Trauma and fractures of the orbital region] 
Meulemans G. 


Quintessenz 23:90, Jul 72 (Ger) 
{The tooth and the whole body. II] Rost A. 
- Quintessenz J 3:39-45, Aug 73 (Ger) 
: [The tooth and the whole body. I] Rost A. ‘ 
Quintessenz J 3:67-73, Jul 73 (Ger) Stomatologiia (Mosk) 52:106-8, Mar-Apr 73 (Rus) 
- (Mandibulo-facial malformation in congenital [The clinical importance of the state of the masticatory 
| 
[The effect of endocrine disorders on the gingiva] 
Oral manifestations of cystinosis. Nazif M, et al. ‘ 
R Oral Surg 35:330-8, Mar 73 
Numbness--a significant finding. Roistacher SL. 
INJURIES 
Superior orbital fissure syndrome with Bell’s palsy: 
- report of case. Robinson DC, et al. 
3 Oral Surg 31:203-6, Mar 73 
Orbital corrections with the use of alloplastic material. 
Borghouts JM, et al. ; 
: AM, et al. 
‘ Trams Congr Imt Assoc Oral Surg 4:306-7, 1973 ; 
Transplantation of homologous dura in reconstruction 
of the orbital floor. Luhr HG, et al. 
Trams Congr Int Assoc Oral Surg 4:340-4, 1973 
: Fractures of the orbital floor. Rowe NL. 
z Trams Congr Imt Assoc Oral Surg 4:302-5, 1973 
; Orbital floor repair with nasal septal cartilage. 


Rev Stomatol Chir Maxillofac 73:569-73, Nov 72 (Eng. 
Abstr.) (Fre) 
(Therapeutic urgency and necessity in injuries of the 
bony orbit] Pape K. 
Dtsch Stomatol 22:765-8, Oct 72 (Eng. Abstr.) — 
{Diagnosis and therapy of fractures of the floor of 
orbit] Lentrodt J. 


SURGERY 
The conjunctival approach to the orbital floor and 


[Reconstruction of the eye socket for prosthesis) 


Clooster R van, et al. 

Acta Stomatol Belg 69:331-6, 1972 (Dut) 
[Operative and rehabilitative treatment of the 
— of superior orbital fissure] Ostachowicz 

et 

Czas Stomatol 26:727-32, 1973 (Eng. Abstr.) (Pol) 
ORBITAL NEOPLASMS 


Minerva Stomatol 21:216-9, Sep-Oct 72 


SURGERY 


Transplantation of homologous dura in reconstruction 
of the orbital floor. Luhr HG, et al. 
Trans Congr Int Assoc Oral Surg 4:340-4, 1973 


ORGAN PRESERVATION see under TISSUE 
PRESERVATION (E5) 

ORGANIZATION AND 
ADMINISTRATION 


Administrators galore. Br Dent J 133:465-6, 5 Dec 72 
Survey of existing mechanisms for faculty governance 
at AADS member institutions. Barr JH. 

3 Dent Educ 37:35-8, Aug 73 

Survey of organizational structures in dental schools in 
United States. Dilts WE, et al. 

3 Dent Educ 37:44-9, Apr 73 

Initiating and managing change within health services 
and educational organizations. Stone RS. 

J Dent Educ 37:44-8, Mar 73 

(Organization of the clinic] Piera CC. 

Rev Esp Estomatol 21:25-42, Jan-Feb 73 (Spa) 
[Planning and organization of the department of 
dentistry of the Eugenio Espejo Hospital in Quito] 
Chavez O, et al. 

Rev Fed Odontol Ecuat 1:373-8, Jan-Dec 71 (Spa) 
[Local administration and organization of public health 
dentistry] Edwardson L. 

Tandilakartidningen 65:343-6, 15 Mar 73 (Swe) 
[Developing and organizing public health dentistry. A 
working model for the district level based on system 
analysis and independence for the staff. I] Petterson 
E. Tandlakartidningen 65:327-35, 15 Mar 73 (Swe) 


ORGANIZATIONAL AFFILIATION 


Affiliations in dental 1’ -y¥ education. Wolfson E. 
J Dent Educ 36:43-4, 72 


OROANTRAL FISTULA 


A histologic study of experimental oro-paranasal 
communications in monkeys. Haanaes HR, et al. 
Int J Oral Surg 1:250-7, 1972 

Correlation between the development of an oroantral 
fistula and the size of the corresponding bony defect. 
Wowern N von. J Oral Surg 31:98-102, Feb 73 
[Pathology ae fistulas in the antrum of Highmore] Dias 
HM, et 

Rev Fac Odontol P Alegre 12:45-50, 1970 (Por) 


ETIOLOGY 


Appraisal of surgical correction in 130 cases of orbital 
floor fracture. Goldman RJ, et al. 

Am J Ophthalmol 76:152-5, Jul 73 
Tuberculosis causing bilateral oroantral fistulae. 
Juniper RP. Br J Oral Surg 10:352-6, Mar 73 
Infections of the infratemporal space. el-Sheikh MM, et 
al. Br J Oral Surg 10:189-92, Nov 72 
Antro-oral fistula. Ishrat-Husain S. 

Int Surg 58:58-60, Jan 73 

Post-traumatic cerebrospinal fluid otorrhoea. Tos M. 
ORL 35:30-5, 1973 


PHYSIOPATHOLOGY 


Experimental oro-paranasal communications. Haanaes 
HR, et al. Acta Odontol Scand 30:151-65, May 72 


INDEX DENTAL LITERATURE 


SURGERY 


Some dental problems and the surgeon. 
Ann R Coll Surg Engl 53:95-111, Aug 73 
Treatment of oro-antral fistulae. Wowern N von. 
Arch Otolaryngol 96:99-104, Aug 72 
Reconstructive surgery of the oral cavity and gn 
following extensive resections in head and 
regions. Hiranandani LH. 
3 Laryngol Otol 86:991-1030, Oct 72 
Gold foil closure of oroantral fistulas. Meyerhoff W, et 
al. Laryngoscope 83:940-4, Jun 73 
Advancement of soft tissues to correct mild midfacial 
retrusion. O’Connor GB, et al. 
Plast Reconstr Surg 52:42-6, Jul 73 
Complications resulting from dento-surgical 
operations in the area of the sinus. Plastic 
closure in connection with tooth extraction. 
Stellmach R, et al. Quintessence Int 3:17-24, Sep 72 
Complications resulting from dento-surgical 
operations in the area of the maxillary sinus. Surgical 
closure with a double flap repair. Stellmach R, et al. 
Quintessence Int 3:23-9, Nov 72 
Complications resulting from dento-surgical 
operations in the area of the maxillary sinus. Surgical 
closure combined with radical operation in the 
maxillary sinus. (With changes of the mucosa of the 
sinus). Stellmach R, et al. 
Quintessence Imt 3:11-7, Oct 72 
An original procedure for closing large oroantral 
openings where conventional procedures have failed. 
Moose SM. 
Trans Congr Imt Assoc Oral Surg 4:175-8, 1973 
(Surgery of medial cysts and fistulas from the cosmetic 
Point of view) Pihrt J. 
Cesk ol 22:246-8, Aug 73 (Eng. Abstr.) (Cze) 
{Surgical treatment of oronasal fistula resulting from 
Palatoplasty for cleft palate, using autogenous bone 
graft] Antognini F, et al. 
Minerva Stomatol 21:276-85, Nov-Dec 72 (Eng. Abstr.) 
(Ita) 


OROFACIODIGITAL SYNDROME 


syndrome. Apropos of a case) Corfu 
Ann 


Otolaryngol Chir Cervicofac 90:373-5, Jun 73 
(Fre) 


FAMILIAL & GENETIC 


Scarring alopecia. Suter DE, et al. 

Arch Dermatol 106:915, Dec 72 

(Papillon-Lége and Psaume 
(OFD syndrome)}) Felgenhauer WR, 

Cars 1972 (Eng. abate.) 


ORTHODONTIC APPLIANCES 


see also related 
BONDING, DENTAL (E6) 


Orthod 63:271-91, Mar 

canine retraction the universal 
appliance. Fastlicht J. Am J Orthod 64:270-7, Sep 73 

Direct cementation of orthodontic attachments. 
Rensch JA. Am J Orthod 63:156-60, Feb 73 

Invisible lower cuspid to cuspid retainer. Knierim RW. 
Angle Orthod 43:218-20, Apr 73 

The ability of zinc phosphate and hydro phosphate 
cements to seal _band Wi 


Ang’ 

Torque application to maxillary incisors. Sims MR. 
Aust Orthod J 3:5-12, Jun 72 

Removable appliance therapy. Patient co-operation and 
its assessment. Coote JD. Br Dent J 134:91-4, 6 Feb 73 

A directional change in tongue thrust. Weiss CE. 
Br J Disord Commun 7:131-4, Oct 72 

caries on film without removing bands. Kaye 

SR. Dent Surv 48:38, Nov 72 

Modified appliance to control tongue-thrust. Kaye SR. 
Dent Surv 49:24 passim, Aug 73 

Precision castings in orthodontic retention. Bates DE. 

Mar 73 


Sage DL. Int J Orthod 11:58-61, Jun 73 
Precision placement of Edgelok brackets. Blafer JL. 
3 Clin Orthod 7:257-61, Apr 73 

A new and simple — splitting device. Cohen M, et 
al. J Clin Orthod 7:368-9, Jun 73 

The new torqued appliance. Creekmore TD. 

J Clin Orthod 7:553-62 passim, Sep 73 

A technique for direct bonding of orthodontic 
attachments. Dietz VS. 


Orthod 7:95-108 passim, Feb 


3 Clin Orthod 6:613-23 passim, Nov 72 


ORTHODONTIC 


A new high-strength composite-type cement for 
orthodontic bands. Lee HL Jr, et al. 
3 Clim Orthod 7:514-9, Aug 73 
Current status of a attachments. Newman GV. 
3 Clin Orthod 7:425-34 passim, Jul 73 
Universal torquing auxiliary. Perlow J. 
3 Clin Orthod 7:388-91, Jun 73 
Bonding and cementing. Valinoti JR. 
3 Clin Orthod 7:106-10, Feb 73 
Technic clinic. A back-action arch. 
3 Clin Orthod 7:520-1, Aug 73 
Orthodontic devices discussed with 
Galblum HS. J DC Dent Soc 47:12-4, Dec 72 
An unusual cause of increased tooth mobility during 
orthodontic treatment. A report of 2 cases. Brown ID. 
J Dent 1:61-4, Dec 72 
Periodic observation of the relapse of upper incisors 
which had been rotated by an appliance. Perston CM. 
J Dent 1:125-33, Feb 73 
Direct attachment of orthodontic brackets to teeth 
using a plycarboxylate cement--a clinical report. 
Mizrahi E. J Dent Assoc 8S Afr 27:279-84, Jul 72 
Adhesion in dentistry. Retief DH. 
J Dent Assoc S Afr 28:11-24, Jan 73 
Current status of bonded attachments. Newman GV. 
3 NJ Dent Assoc 44:36-9 passim, Summer 73 
Space maintainers in preventive dentistry. Das PC. 
News! Imt Coll Dent [India] 9:13-20, Jun 72 
A modified Adams canine retractor. Franklin W 
Orthodontist 4:65, Autumn 72 
The D8 bracket in fixed appliance technique. II. Gould 
DG. Orthodontist 4:53-7, Autumn 72 
Typodont technique. Huggins DG, et al. 
Orthodontist 4:78-83, Autumn 72 
The philosophy of the universal appliance. Yudelson R. 
Orthodontist 4:58-65, Autumn 72 
Design principles for orthodontic screws. 3. Schienbein 
H. Quintessence Int 3:67-74, Nov 72 

principles for orthodontic screws. (II). 
Schienbein H. Quintessence Int 3:59-64 contd, Oct 72 
An evaluation of the duration and the results of 
orthodontic treatment. Myrberg N, et al. 
Scand J Dent Res 81:85-91, 


movement. Rygh 
Scand J Dent Res 81:62-73, 1973 
A method for radiographic assessment of periodontal 
bone support following orthodontic treatment. 
Sjélien T, et al. Scand J Dent Res 81:210-7, 1973 
Use of some adhesives in orthodontics. Crabb JJ, et al. 
Trams Br Soc Study Orthod 57:93-4, 1970-71 
The interchangeable plastic bracket. Gibson AC 
Trans Br Soc Study Orthod 57:15-7, = ag 
Multiple-strand arches. Stephens CD, et 
Trans Br Soc Study Orthod 57:105-7, 1970-7 
Multiple-strand arches. Stephens CD, et 
Trams Br Soc Study Orthod 57:105-7, 1990-71 
cuspids and the Universal appliance. 
Medway JM. Trans Eur Orthod Soc 227-34, 1971 
Possibilities and limitations of the edgewise appliance. 
Van der Linden FP. Trans Eur Orthod Soc 217-26, 1971 
(Seanning electronmicroscopic investigations of 
surfaces of tooth-supported orthodontic bands) 
Dekova L. 
(Sofiia) 54:220-6, May-Jun 72 


py using bandloss lingual 
J Formosan Med Assoc 72:112-8, Feb 73 (Eng. Abstr.) 

Chi) 
{A retainer arch without a ring) Theuveny F. 
Actual Odontostomatol (Paris) 26:282, 1972 (Fre) 


(Indications and principles for the use of attachments 
in Kennedy-Applegate Class II cases] Lubespere A. 


Inf Dent 55:13-25, 26 Jul 73 (Fre) 
(Use of loops in the 
Fr 42:551-6, 1971 


[Functional appliances with HG framework} Nother 0, 
et al. Orthod Fr 42:541-2, 1971 (Fre) 


Terk B. Orthod Fr 42:561-5, 1971 (Fre) 
{Extraoral oriented forces} Vaillant L. 
Orthod Fr 42:291-305, 1971 (Fre) 


(Contention in dentofacial orthopedics by means of a 
ringless arch] Theuveny F. 
Rev Fr Odontostomatol 19:245-6, May-Jun 72 (Fre) 
{J.P. Rotator or immediate individual rotator] 
Philippot J. 
Soc Odontostomatol Nord Est Rev Ann 158-67, 1971 
(Fre) 
[Results of treatment of distal by fixed and 
removable appliances} Hauenstein 
Trans Eur Orthod Soc 195-205, 1971 ‘une. Abstr.) 
(Fre) 
(Changes in the morphology of the mandible caused by 
orthodontic appliances} Moreno Gonzales JP. 
Trans Eur Orthod Soc 137-48, 1971 (Eng. Abstr.) (Fre) 
(Influence of experimentally induced alterations of the 
occlusion on the morphology of the 
temporomandibular joint in the rat] Knak G, et al. 
Dtsch Stomatol 23:422-8, Jun 73 (Eng. Abstr.) (Ger) 
(Possibilities of influencing the development of the 
facial bones in rhesus monkeys] Lieb L, 


3 
: maxilla in congenital malformation and trauma. » 
Erythrocyte crystallization in rat molar periodontium 7 
; 
{Clinical applications of Broussard’s auxiliary bolt] vi 
ee A fixed-removable appliance for cuspid retraction. A a 
3 Clin Orthod 6:681-9 passim, Dec 72 a 
The lingual arch in the mixed dentition. Fastlicht J. 

PC 3 Clin Orthod 7:111-7, Feb 73 
Ligature cutter-director. Gatoff AM. . 
3 Clin Orthod 7:370, Jun 73 ; 
Direct bonding of plastic brackets. Gianelly AA, et al. s 

7S 
The Edgelok bracket. Gottlieb EL, et al. 

8-271 


ORTHODONTIC 


Fortschr Kieferorthop 33:113-21, Sep 72 (Eng. — 
[Sectional bands within the edgewise-technic] Linge L. 
Inf Orthod Kieferorthop 4:108-16, May-Jul 72 (Ger) 
[Combined use of headgear and activator: an 
orthopedic approach to therapy with fixed 
appliances] Pfeiffer JP, et al. 

Inf Orthod Kieferorthop 4:177-202, Aug-Oct 72 (Ger) 
(The theory of the Universal appliance] Yudelson R. 
Inf Orthod Kieferorthop 4:215-27, Aug-Oct 72 (Ger) 
(The Watkin-appliance--a simple fixed device) Eirew 
HL. Osterr Dent Z 25:13-4, Jan 73 (Ger) 
{Begg technic] Klaassen CB. 

Osterr Dent Z 25:42-50, Mar 73 (Ger 
{Indications for cemented appliances] Vachuda H. 
Osterr Z Stomatol 69:397-400, Oct 72 (Ger) 
(Modifications of the Andresen and Haup! activators. 
IV] Schienbein H. 

Quintessenz 23:123-8 contd, Oct 72 (Ger) 
(Modifications of the Andresen and Haup! activators. 
II} Schienbein H. Quintessenz 23:91-8, Aug 72 (Ger) 
[Orthodontic space reduction in the mandible by fixed 
appliances] Kinzer E, et al. 

Zahnaerst! Prax 24:7-10, 5 Jan 73 (Ger) 
(Basic elements of fixed appliances] Rakosi T, et al. 
Zahnaerzt] Prax 22:19-22, 15 Jan 71 (Ger) 
(Repair and extension of orthodontic appliances] 
Schienbein H. Zahnaerztl Prax 22:55-8, 1 Mar 71 (Ger) 
[Principles of construction and effect of the activating 
plate] Witt E. 

Zahnaerztl Prax 22:13-8 passim, 15 Jan 71 (Ger) 
{News on the construction and technic of orthodontic 
appliances] Frankel R, et al. 

Zahntechnik (Berl) 14:115-23, Mar 73 (Ger) 
(Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:317-21, Jul 72 (Ger) 
(Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:406-9, Sep 72 (Ger) 
(Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:265-6, Jun 72 (Ger) 
[Wire appliance for retention of permanent teeth] 
Winkler H. Zahntechnik (Berl) 13:530, Dec 72 (Ger) 
{Fan expanding screws] Pagani. 

Zahntechnik (Zur) 29:339-42, Jul-Aug 71 (Ger) 
(The Schwarz expansion plate and its modifications. I. 
Plate use in general] Schienbein H. 
Zahntechnik (Zur) 29:351-62, Jul-Aug 71 (Ger) 
(Preparation of bar wires in orthodontic practice] 
Schienbein H. 

Zahntechnik (Zur) 29:229-38, May-Jun 71 (Ger) 
{The Schwarz expansion plate and its modifications. II. 
Modifications of the Schwarz expansion plate] 
Schienbein H. 

Zahntechnik (Zur) 29:437-53, Sep-Oct 71 (Ger) 
(Orthodontics as preparation for prosthetic therapy] 
Borea G. ZWR 81:914-8 passim, 10 Oct 72 (Ger) 
{Effect of an increased masticatory load on root 
formation in Oryctolagus cuniculus] Sergl HG. 
ZWR 82:402-6, 25 Apr 73 (Ger) 
{Schwarz expansion plate and its modification] 
Marburg HS. Dent Cadmos 40:1139-84, Aug 72 (Ita) 
{Results in the orthodontic treatment of Angle class II 
— by means of Bimler’s apparatus] Bimler 
HP. 

Mondo Odontostomatol 14:359-62, May-Jun 72 (Ita) 
[The control of the occlusal plane during orthodontic 
treatment] Cervera A. 

Mondo Odontostomatol 14:400-2, May-Jun 72 (Ita) 
(Clinical and diagnostic responsibility in orthodontic 
treatment] Dewel BF. 

Mondo Odontostomatol 14:413-9, May-Jun 72 (Ita) 
(Corrective treatment of Angle II, div. 1 in the 
light of modern knowledge of orofacial 
bio-orthodontics}] Gianni E. 

Mondo Odontostomatol 14:402-7, May-Jun 72 (Ita) 
{Certain cases of atypical deglutition (the tongue is an 
important factor in the etiopathogenesis of many 
dento-maxillary abnormalities)] Riccioli GA. 
Mondo Odontostomatol 14:461-5, May-Jun 72 (Ita) 
(Fingersucking and its effects on the alveolo-dental 
structures] Riccioli GA. 

Mondo Odontostomatol 14:446-58, May-Jun 72 (Ita) 
[A switch in fixed orthodontic appliances? (A new and 
modern system foresees the attachment and 
the cannula directly to the tooth completely 
eliminating the band)] 

Mondo Odontostomatol 14:956-8, Nov-Dec 72 (Ita) 
{Basic study on the effect of the cements used under 
orthodontic bands. Movement of 32P released from 
radioactivated tooth] Niwa M. 

J Jap Orthod Soc 31:331-53, Dec 72 (Eng. Abstr.) (Jap) 
[2 cases treated by the edgewise mechznism] Shimizu 
H 


3 Jap Orthod Soc 31:206-15, Jun 72 (Eng. Abstr.) (Jap) 
{A direct bonding method with a light wire used as 

bracket with special reference to combination of a 

resin base and metal] Ueno F, et al. 

J Jap Orthod Soc 31:280-8, Jun 72 (Eng. Abstr.) o- 
[Studies on the new orthodontic rubber materials. 2. 

Application of castable-type polyol-cure 

polyurethane rubber} Yoshii O. 

3 Jap Orthod Soc 31:168-74, Jun 72 (Eng. Abstr.) (Jap) 
[Elastic p;olymers for orthodontic treatment. 1. 


S-272 


Physical properties} Yoshii O. 
J Jap Soc Dent Appar Mater 12:234-42, Dec 71 (Jap) 
[The influence of the activator on the position of the 
mandible in the treatment of distocolusion) Korkhaus 
G. Odontology (Tokyo) 61:314-7, Jun 73 (Jap) 
Changes observed in the oral microflora in 
orthodontic _— with multibanded appliance] 
Shimoyama K. 
Odontology (Tokyo) 61:396-422, Jun 73 (Jap) 
[Edgewise appliance] 
3 Korean Dent Assoc 10:335-8, Jun 72 (Kor) 
[Fixed occlussal plane in the treatment of overbite] 
Karlowska I. 
Czas Stomatol 26:889-93, Aug 73 (Eng. Abstr.) (Pol) 
[Late results of orthodontic therapy] Dyras M. 
Folia Med Cracov 15:83-111, 1973 (Eng. Abstr.) (Pol) 
[Movable lower extraoral Anchorage 
Preserver] Lino A de P, et 
yo od Assoc Paul Cir Dent 27: 140-5. May-Jun 73 os. 
Abstr.) 
[Set of orthodontic wrenches] LL, 
Med Tekh 5:50-1, Sep-Oct (Rus) 
[An apparatus to widen dental a & Burvikov MM, et 
al. Stomatologiia (Mosk) 52:92-3, Sep-Oct 73 (Rus) 
[Role of periodontium receptors in orthodontic 
treatment by functional appliances] Dan’kova ND. 
Stomatologiia (Mosk) 51:43-6, Nov-Dec 72 (Rus) 
{The use of acryloxide for dental splints and for 
preparation of retention of orthodontic appliances] 
Kostur BK, et al. 
Stomatologiia (Mosk) 52:93-4, 73 (Rus) 
[Most common faults in the —— of the Frankl 
functional regulator] Farénik 
Zobozdrav Vestn 25:113-6, 0. (Slv) 
{Variations in curved arches] Vatteone AL. 
Rev Cire Argent Odontol 35:19-21, Oct 72 (Spa) 
(Course in orthodontic appliances} Persson HO. 
Tandteknikern 41:200, Oct 72 (Swe) 
(The use of orthocryl in orthodontics] Enginalev A. 
Dentoral (Istanbul) 4:62-4, Jan-Feb 72 (Tur) 
[Preventive retention after mandibular surgery for 
Prognathism] Monti AE, et al. 
Ortodoncia 36:151-3, Nov 72 (Eng. Abstr.) (Mul) 
{Experimental orthodontics in rats (method and 
appliances)}] Otero RL, et al. 
Ortodoncia 36:154-62, Nov 72 (Eng. Abstr.) (Mul) 
{The mechanism of the Fraenkel appliance 
investigated by means of bone-microfluorescence] 
Strate FG, et al. 
Ortodoncia 36:212-20 contd, Nov 72 (Eng. Abstr.) 
(Mul) 


[Use of an orthodontic prosthesis in anhydrous 
ectodermal dysplasia} Ceballos Salobrena A. 
Promot Dent 32-9, 1973 (Mul) 


ADVERSE EFFECTS 


An analysis of broken removable appliances. Munns D. 
Trans Br Soc Study Orthod 57:45-8, 1970-71 
An analysis of broken removable appliances. Munns D. 
Trans Br Soc Study Orthod 57:45-8, 1970-71 
[Hazrads of fixed appliances] Canut JA. 
Inf Orthod Kieferorthop 4:117-33, May-Jul 72 (Ger) 
[A case of Mendelson’s syndrome in a patient with a 
rigid intermaxillary block after Obwegeser-Dal Pont 
intervention for the correction of prognathism] 
Antognini F, et al. 
Mondo Odontostomatol 14:933-50, Nov-Dec 72 (Eng. 
Abstr.) (Ita) 


HISTORY 


The evolution of the fixed appliance in orthodontic 
Practice. Dixon DA. 

Dent Pract Dent Rec 22:320-8, Apr 72 

The evolution of the fixed appliance in orthodontic 
Practice. Dixon DA. 

Trans Br Soc Study Orthod 57:158-66, 1970-71 
The evolution of the fixed appliance in orthodontic 
Practice. Dixon DA. 

Trans Br Soc Study Orthod 57:158-66, 1970-71 


STANDARDS 


An evaluation of cobalt-substituted nitinol wire in 
orthodontics. Andreasen GF, et al. 

Am J Orthod 63:462-70, May 73 

The impact of interproximal band thickness on 
treatment and retention. Cunat JJ. 

Am J Orthod 62:481-98, Nov 72 

A vector analysis of the straight begg arch wire 
throughout stages I and II in the mandible. Curtis SG. 
Am J Orthod 64:209, Aug 73 

Correlation of tooth movement with variable forces in 
the cat. Mitchell DL, et al. 

Angle Orthod 43:154-61, Apr 73 

A method for characterizing the elastic deformability 
of orthodontic wires. Waters NE. 

Dent Pract Dent Rec 22:289-95, Apr 72 

An interim report on an electrochemical method of 
investigating stainless-steel orthodontic wires. 
Williams DW, et al. 

Trans Br Soc Study Orthod 57:108-10, 1970-71 
An interim report on an electrochemical method of 


INDEX DENTAL LITERATURE 


investigating stainless-steel orthodontic wires. 
Williams DW, et al. 

Trans Br Soc Study Orthod 57:108-10, 1970-71 
The selected use of different removable and fixed 
orthodontic appliances. Berg R. 

Trans Eur Orthod Soc 185-93, 1971 
Remodelling of the craniofacial articulations by various 
orthodontic appliances in rhesus monkeys. Moffett B. 
Trans Eur Orthod Soc 207-16, 1971 

{The Wirzburg headgear simulator--a teaching and 
study device for the analysis of extraoral forces] 


Richter F. 
Inf Orthod 243-4 passim, Dec 72 (Ger) 
[Special therapy. 5. and technical 
construction of orthodontic appliances] Schmeil F. 
Zahntechnik (Berl) 13:364-6, Aug 72 (Ger) 
(Preparation of bars and wires in orthodontic oration 
Schienbein H. 
Zahntechnik (Zur) 29:553-61, Nov-Dec 71 (Ita) 
(Mechanical behavior of the dental orthodontic coiled 
spring] Kobayashi K. 
J Jap Soc Dent Appar Mater 12:172-84, Sep 71 (Jap) 
[Redistribution of tensions in the facial skeleton under 
the action of Bynin’s, Brukl’s and Schwartz’ 
appliances} Barinova LP. 
Stomatologiia (Mosk) 51:77-8, Nov-Dec 72 (Eng. 
Abstr.) (Rus) 
[Biometric evaluation of the treatment of posterior 
bite with Frenkel’s articulator] Malygin IuM. 
Stomatologiia (Mosk) 52:64-9, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


ORTHODONTIC APPLIANCES, 
REMOVABLE 


Mixed-dentition treatment with the selective 
functional appliance. Murillo JC. 

Am J Orthod %3:596-605, Jun 73 

The European activator: its basis and use. Valinoti JR. 
Am J Orthod 63:561-80, Jun 73 

The use of a functional corrector. Moss JP. 
Apex 6:167-70, Nov 72 

The attitude of patients to the wearing of a removable 
orthodontic appliance. Lewis HG, et al. 

Br Dent J 134:87-90, 6 Feb 73 

The mechanics of the apron-spring removable 
orthodontic appliance. Waters NE. 

Dent Pract Dent Rec 22:437-44, Jul 72 

A new approach to state I of Crozat therapy. Schwartz 
R. Int J Orthod 11:54-7, Jun 73 

Problems associated with removable orthodontic 
appliances. Schlossberg A. 

J Acad Gen Dent 21:36-8, May-Jun 73 

Casting metal for Crozat appliances. Maxian MJ. 
3 Clin Orthod 7:392-4, Jun 73 

A removable cuspid-to-cuspid retainer. Shilliday DJ. 
J Clin Orthod 7:118-20, Feb 73 

Removable orthodontic appliances in general practice. 
Binder RE. J NJ Dent Assoc 44:21-3 passim, Fall 72 
Effect of the chin cap on the human mandible based 
upon the strain distribution. Fujui T. 

J Osaka Dent Univ 5:109-28, Oct 71 

Alveolar bone changes consequent to orthodontic 
forces. A tetracycline marking study. Miani CM, et al. 
Minerva Stomatol 21:197-202, Sep-Oct 72 
Vestibular appliances. Miller MN. 

Proc Br Paedod Soc 2:9-12, Oct 72 
Removable appliances in the stabilisation of 
traumatised anterior teeth. A preliminary report. 
Saunders ID. Proc Br Paedod Soc 2:19-22, Oct 72 
Use of the activator in mixed dentition. Boyko R. 
Proc Found Orthod Res 91-134, 1971 

Analysis of directional headgear. Traux L. 

Proc Found Orthod Res 245-6, 1971 

Use of coffin-springs. Antoni K. 

Quintessence Imt 3:55-6, Oct 72 

Design principles of orthodontic screws. 1. Schienbein 
H. Quintessence Imt 3:53-63, Sep 72 
Modification of the Andresen-Haup! activator. 
Schienbein H. Quintessence Int 4:57-64, Jun 
Modifications of the Andresen-Haup! activator. 
Schienbein H. Quintessence Int 4:57-64, Aug 
Modification of the Andresen-Haupl activator. II. 
Schienbein H. Quintessence Imt 4:67-74, Jul 73 
A study on the use of an active free-end palatal arch. 
Haataja J, et al. 

Suom Hammaslaak Toim 68:105-9, 1972 

Muscle behavior with some functional removable 
appliances during speech and deglutition. Dahan J. 
Trans Eur Orthod Soc 287-302, 1971 

Jeadgear. a do;e,,a/ Which, when and why. Hilgers DC, 
et al. Trans Eur Orthod Soc 245-53, 1971 
Possibilities and limitations of Kinetor 

appliance. Stockfisch H. 

Trans Eur Orthod Soc 317-28, 1971 
[Advantages and limitations of removable appliances 
with headgear] Vienne G. 

Trans Eur Orthod Soc 235-43, 1971 (Eng. Abstr.) (Fre) 
(Principles of construction of orthodontic screws] 
Schienbein H. 

Dent Labor (Munch) 20:27-30, »” Jun 72 (Ger) 
[Crozat technic] Schwarzk 

Dent Labor (Munch) 20:31-2, "ie Jun 72 (Ger) 


INDEX DENTAL LITERATURE 


[Indication of bite plates in therapy of 
myoarthropathies} Bollinger K. 

Dtsch Zahnaerztl Z 27:816-21, 1972 (Eng. Abstr.) (Ger) 
(Modification possibilities of functional orthodontic 
appliances] Nawodzifiska-Burchart M. 

Fortschr Kieferorthop 33:205-11, Sep 72 (Ger) 
[Use of extraoral forces in the treatment of the open 
and closed bite of Class II as well as Class III 
malocclusions}] Flaten R. 

Inf Orthod Kieferorthop 4:203-14, Aug-Oct 72 (Ger) 
[Differentiated use of extraoral forces in orthodontics] 
Riisch JP, et al. 

Inf Orthod Kieferorthop 4:89-107, May-Jul 72 (Ger) 
[Indications for cemented appliances] Vachuda HJ. 
Osterr Z Stomatol 69:397-400, Oct 72 (Ger) 
{[Drum-splint in poliomyelitis] Politowski A. 
Quintessenz 23:90, Jul 72 (Ger) 
[Modified Andresen and Haupl acitvators. 1] 
Schienbein H. Quintessenz 23:77-84, Jul 72 (Ger) 
[Modifications of Andresen and Haupl activators. 3] 
Schienbein H. Quintessenz 23:97-104, Sep 72 (Ger) 
[Orthodontic treatment of pseudoprognathism by 
means of a removable plate] Dadelahi H. 
Schweiz Monatsschr Zahnheilkd 82:1245-8, Dec 72 

(Ger) 

(Effects of the distal bite therapy by means of an 
activator on the facial bone structure] Demisch A. 
Schweiz Monatsschr Zahnheilkd 83:1072-92, Sep 73 
(Eng. Abstr.) (Ger) 
[Basic pronciples of activator and bionator therapy] 
Witt E. Zahnaerztl Prax 22:1-5, 1 Jan 71 (Ger) 
[Special therapy. 6. Indication and ‘echnical 
preparation of spring-elastic appliances] Schmeil F. 
Zahntechnik (Berl) 13:454-6, 72 (Ger) 
[Orthodontic appliances with vestibular basis] Rakosi 
T. Zahntechnik (Zur) 29:125-32, Mar-Apr 71 (Ger) 
{Construction of the activator] Schienbein H. 
Zahntechnik (Zur) 30:401-15, Sep-Oct 72 (Ger) 
[Early therapy of the morsus inversus. (Upper anterior 
retrusion)] Gallusi G, et al. 

Stomatol (Roma) 21:159-66, May-Jun 72 

itr.) 
and results with extraoral 
nut J. 

Mondo Odontostomatol 14:394-6, May-Jun 72 (Ita) 
(Clinical examination, diagnosis, therapy and outcome 
in a case of malocclusion] Riccioli GA. 
Mondo Odontostomatol 14:467-72, May-Jun 72 (Ita) 
(Clinical examination, diagnosis, therapy and outcome 
in a case of malocclusion] Riccioli GA. 
Mondo Odontostomatol 14:473-81, May-Jun 72 (Ita) 
(Cephalometric analysis on anterior crossbite treated 
using activator] Sako H, et al. 

J Hiroshima Univ Dent Soc 5:24-32, 1973 (Jap) 
[A case of the Begg technique in combination with 
headgear] Inaba S. 

J Jap Orthod Soc 31:433-40, Dec 72 (Eng. Abstr.) (Jap) 
(Cephalometric changes in treatment of anterior 
crossbite cases with the chin cap] Irie M, et al. 
J Jap Orthod Soc 31:75-86, Jun 72 (Eng. Abstr.) (Jap) 
[A cephalometric observation on the effect of the chin 
cap] Suzuki N. 

J Jap Orthod Soc 31:64-74, Jun 72 (Eng. ao -~ (Jap) 
[Five severe class 3 malocclusion cases treated using 
orthopedic force] Yamamoto S, et al. 

J Jap Orthod Soc 31:361-73, Dec 72 (Eng. Abstr.) (Jap) 
(The structure and action of Schénherr’s vestibular 
plate) Lanzendoerfer J. 

Czas Stomatol 25:69-73, 1972 (Eng. Abstr.) (Pol) 
{Lower Schwarz plate with lingual obturator in the 
treatment of open bite in anterior segment] 

Przylipiak S. 

Czas Stomatol 26:177-83, Feb 73 (Eng. Abstr.) (Pol) 
[An outline of development of extraoral orthodontic 
appliance acting on the jaw) Widuch-Janik J. 
Czas Stomatol 25:747-53, 1972 (Eng. Abstr.) (Pol) 
[A removable orthodontic appliance for the treatment 
of the underdeveloped anterior segment of the 

mandible] Musevi VM. 

Stomatologiia (Mosk) 52:96-7, Sep-Oct 73 (Rus) 
[The state of conditioned and unconditioned food 
reflexes in children in treatment of malocclusion by 
removable orthodontic appliances] Shilova GB. 
Stomatologiia (Mosk) 51:58-62, May-Jun 72 (Eng. 
Abstr.) (Rus) 
[The philosophy of the bionator. I] Meroni LR, et al. 
Ortodoncia 36:171-4, Nov 72 (Eng. Abstr.) (Spa) 

{Extraoral traction] Cabrero FF. 

Rev Esp Estomatol 21:171-92, May-Jun 73 (Spa) 
{Extra-oral headgear for the maxilla] Cagil Z. 
Dishekim Derg 3:505-18, Oct 72 (Tur) 
{Bionator] Enginalev A. 

Dishekim Derg 3:221-5, Apr 72 
{Extra-oral anchorage or headgear] Yildirim 
Dishekim Derg 3:213-9, Apr 72 (Eng. Abstr.) ‘oar 


Pitfalls of the Crozat appliance. Hitchcock HP. 
Am J Orthod 62:461-8, Nov 72 

The treatment of an unusual periodontal lesion--a case 
report. Volchansky A, et al. 

3 Dent Assoc S Afr 27:435-9, Nov 72 


HISTORY 
What is Bimler? The Bimler--its history. Nord VA. 
3 Maxillofac Orthop 5:36-42, 1 


INSTRUMENTATION 


(The spring loaded interchangeable piston] Schapitz 
HH. Zahntechnik (Zur) 29:24-9, Jan-Feb 71 (Ger) 
STANDARDS 


The advantages and disadvantages of removable 
appliance therapy. Atherton JD, et al. 

Am J Orthod 62:591-600, Dec 72 

High-pull headgear versus cervical traction: a 
cephalometric comparison. Barton JJ. 

Am J Orthod 62:517-29, Nov 72 

The effectiveness of orthopedic forces in > aa 
mandibular growth. Hickman JH, et 

Am J Orthod 62:634-5, Dec 72 

A study investigating the effect of oblique and cervical 
headcaps on the size and position of the palatal 
complex in skeletal open-bites. Sander EL. 
Am J Orthod 62:636, 

A computerized appraisal of the high-pull face-bow. 
Watson WG. Am J Orthod 62:561-79, Dec 72 
A mechanical appraisal of the Kloehn extraoral 
assembly. Oosthuizen L, et al. 

Angle Orthod 43:221-32, Jul 73 

Anterior retention in the removable appliance. Muir 
JD. Dent Pract Dent Rec 22:398-404, Jun 72 
Computer evaluation of high pull face bow. Watson W. 
Proc Found Orthod Res 202-41, 1971 

Anterior retention in the removable appliance. Muir 
JD. Trans Br Soc Study Orthod 57:178-84, 1970-71 
Anterior retention in the removable appliance. Muir 
JD. Trans Br Soc Study Orthod 57:178-84, 1970-71 
(Modifications of the Andresen and Haup! activators 
(V)] Schienbein H. Quintessenz 23:113-9, Nov 72 (Ger) 
{Special therapy. 7. Selection and technical preparation 
of vestibular appliances and appliances with similar 
effects] Schmeil F. 

Zahntechnik (Berl) 13:491-4, Nov 72 (Ger) 
[Advantages of Rehdk’s 2-piece dynamic orthodontic 
appliance] Rehdk G. Fogorv Sz 66:8-9, Jan 73 (Hun) 


ORTHODONTICS 


President’s page. Bell HJ. Am J Orthod 64:197-8, Aug 73 
Expanded use of auxiliary personnel in orthodontic 
Practice. Blau MA. Am J Orthod 64:137-46, Aug 73 
The Journal’s year. Dewel BF. 

Am J Orthod 62:627-8, Dec 72 

AAO constituent society presidents discuss current 
orthodoniic issues. II. Dewel BF. 

Am J Orthod %3:427-30, Apr 73 

The 1926 Congress: then and now. Dewel BF. 
Am J Orthod 63:83-4, Jan 73 

The long-range study committee: a new venture. Dewel 
BF. Am J Orthod 62:533-4, Nov 72 

AAO constituent society presidents discuss current 
orthodontic issues. I. Dewel BF. 

Am J Orthod 63:315-8, Mar 73 

The International Orthodontic Congress: an 
educational and cultural event. Dewel BF. 

Am J Orthod 63:644-9, Jun 73 

International relations, personal conduct, and the 
London Congress. Dewel BF. Am J Orthod 64:95, Jul 73 
AAO Board and House determine new Association 
Policies. Dewel BF. Am J Orthod 64:201-4, Aug 73 
Forty years of growth research and orthodontics. 
Krogman WM. Am J Orthod 63:357-65, Apr 73 
President’s address to the 1972 AAO House of 
Delegates. Lehman FB. Am J Orthod 63:190-4, Feb 73 
Letter to the editor. Effect of molecular genetics and 
genetic engineering on the practice of orthodontics. 
Pruzansky S. Am J Orthod 62:539-42, Nov 72 
The Martin Dewey Memorial Award for 1972. (Olson 
RE), (Richmind JW), Webber GR, et al. 

Am J Orthod 63:102-8, Jan 73 

International Orthodontic Congress to be a major 
educational event. Am J Orthod 62:623-6, Dec 72 
International Orthodontic Congress to be a major 
educational event. Am J Orthod 63:72-80, Jan 73 
ABO certifies forty-nine candidates during St. Louis 
examinations. Am J Orthod 63:641-3, Jun 73 
American Board of Orthodontics sets new 

and requirements. Am J Orthod 64:199-200, Aug 73 
The structure of practice and financing of dental care 
with particular reference to orthodontic practice in 
Australia. I. Partnership practice. Mackie WJ. 
Aust Orthod J 3:50-4, Oct 72 

Fifth Australian Orthodontic Congress opening 
address. Storey PE. Aust Orthod J 3:21-4, Jun 72 
Orthodontics and the G.P.: what is proper role? 
Dent Surv 49:50, May 73 

Orthodontics and the general a. Miller H. 
Int J Orthod 11:17-22, Mar 

Need for better public selations. Why the fuss? Muller 
G. Int J Orthod 10:139-46, Dec 72 


ORTHODONTICS 


Disease control programs in orthodontics. Barkley RF. 
J Clin Orthod 6:709-11, Dec 72 


Solo orthodontic practice. Lindquist JT. 

3 Clin Orthod 7:294-304 passim, May 73 

Group orthodontic practice. Mayerson M. 

J Clin Orthod 7:24-59, Jan 73 

Practice management for orthodontists. 4. Norton L, et 

al. J Clin Orthod 7:375-87, Jun 73 

Practice administration and investment for 

Professional people. Schulman M. 

3 Clin Orthod 7:579-88, Sep 73 

and its problems. 
Maxillofac Orthop 5:43-64, 1972 

orthedention a specialty of dentistry. Asbell MB. 

Med Trial Tech Q 368-73, 1972 

Public relations. Helmholdt R. 

Proc Found Orthod Res 285-8, 1971 

The present status of orthodontics. Nord CF. 

Sci Educ Bull Int Coll Dent 2:37-8, 1969 

Account of the 47th Congress of the European 

Orthodontic Society. Cook JT. 

Trans Eur Orthod Soc 37-41, 1971 

Presidental address. Gysel C. 

Trans Eur Orthod Soc 51-2, 1971 

Opening business meeting of the 47th Congress of the 

European Orthodontic Society. 

Trans Eur Orthod Soc 43-9, 1971 

European Orthodontic Society. 

Trans Eur Orthod Soc 15-35, 1971 

Utilization of dental auxiliaries in orthodontics: a 

Perspective. Kuftinec MM. Va Dent J 50:36-7, Apr 73 

[Proposal of new Czech technical terms for new 

expressions in fixed orthodontics] Kammek M, et al. 

Cesk Stomatol 73:193-6, 1973 (Cze) 

[Value of teleradiographic examination in orthopedics 

and dentomaxillary facial surgery] Estanove, et al. 

J Med Lyon 53:835-42, 5 Jun 72 (Eng. Abstr.) (Fre) 

[Practical use of diagnostic means in orthodontics) 

Navarro P. 

Orthod Fr 42:349-53, 1971 (Eng. Abstr.) (Fre) 

[Dental eruption and its disorders in children) Lambert 

A. Rev Prat 22:2849-54, 21 Jun 72 (Fre) 

{Organization of an orthodontic group practice) 

Benauwt A. 

Trans Eur Orthod Soc 393-7, 1971 (Eng. nl 

{The computer in orthodontics. Procedures 

Prospectives}] Charron C. 

Trans Eur Orthod Soc 345-57, 1971 (Eng. Abstr.) (Fre) 

(Organization of an orthodontic group practice) 

Trans Eur Orthod Soc 393-7, 1971 (Eng. Abstr.) (Fre) 

[Problem and methodology in human genetics research 

in the scope of orthodontics--II} Schulze C. 

Dtsch Zahnaerztl Z 28:474-80 contd, Apr 73 (Ger) 

{The role of gnathology in dentistry] Moser F. 

Osterr Z Stomatol 70:176-84, ae 


Quin 
{The dental assistant in orthodontics. 1] 
Dausch-Neumann D. Quintessenz J 3:21-5, 
{Rules for the registration of specialists 
orthodontics) 
Schweiz Monatsschr Zahnheilkd 83:1068-70, Sep 73 


(Ger) 
[Orthodontist] Subhabhundu B. 
J Dent Assoc Thai 22:42-5, Mar-Apr 72 (Tha) 


EDUCATION 


A new model of graduate orthodontic education. Jacobs 
RM. Angle Orthod 43:171-5, Apr 73 
Orthodontic education in the United States. Grewe JM, 
et al. Aust Orthod J 3:100-02, Feb 73 
Orthodontics for the G.P.: problems and priorities. 
Stemm RM. Dent Surv 48:44-5, Oct 72 
“Dentists pay to learn from children here”. 
Int J Orthod 11:23-5, Mar 73 
Orthodontic-surgery conjoint 
Pprogram--interdisciplinary approach to graduate 
education. Little RM, et al. J Dent Educ 37:37-9, Apr 73 
Typodont technique. Huggins DG, et al. 
Orthodontist 4:78-83, Autumn 72 

(Continuous performance control in education and 
instruction. 3. Experiences in programmed 
Performance control in orthodontics--biostatistical 
studies on 1097 —, Performance examination] 
Kramer R, et al. 

Dtsch Stomatol 22:647-54, Aug 72 (Eng. Abstr.) (Ger) 
(Continuous performance control in education and 
instructions. 2. Pr methods in the 
department of orthodontic stomatology (non-machine 

evaluation methods)] Kramer R, et al. 

Dtsch Stomatol 22:555-61, Jul 72 (Eng. Abstr.) (Ger) 
(The program and forms of training of dentists in 
preventive orthodontic care in the city of Lodz and 
Clinics] 
Jurzyk R, et 

Czas Stomatol 25:700-58, 1973 (Eng. Abstr.) (Pol) 


HISTORY 


— of Czechoslovakia orthodontics] Meduna J. 
Stomatol 73:273-6, 1973 (Cze) 


8-273 


a axe 

: President’s page: The Association and the Congress. j 
Bell HJ. Am J Orthod 63:639-40, Jun 73 ; 


ORTHODONTICS 


{The orthodontic principles of John Hunter) (Hunter 
J), Gysel C. Rev Belge Med Dent 27:441-4, 1972 (Fre) 
{Development of dental research during the past 25 
years) Adler P. Ory Hetil 114:1155-62, 20 May 73 (Hun) 
{Orthodontics in Spain in 1873] Borja de Guzman P. 
Bol Inf Dent (Madr) 32:43-50, May 72 (Spa) 


INSTRUMENTATION 


Force waveform generation and ams lateral 
movement of teeth. Lear CS, et 
Med Biol Eng 10:516-21, Jul 72 


American Association of Orthodontists announces 
results of manpower survey. 
Am J Orthod 63:67-71, Jan 73 


ORTHODONTICS, CORRECTIVE 


Ultrastructural cellular reactions in pressure zones of 
rat molar periodontium incident to orthodontic tooth 
movement. Rygh P. 

Acta Odontol Scand 30:575-93, Nov 72 
Ultrastructural changes in pressure zones of human 
periodontium incident to orthodontic tooth 
movement. Rygh P. 

Acta Odontol Scand 31:109-22, 1973 ; 
Philosophies distinguishing the Begg technique. 
Baldridge DW. Am J Orthod 63:30-46, Jan 73 
Surgical-orthodontic correction of mandibular 
prognathism. Bell WH, et al. 

Am J Orthod 63:256-70, Mar 73 

Rapid correction of Class 3 malocclusion by midpaiatal 
expansion. Biederman W. Am J Orthod 63:47-55, Jan 73 
Stability of intercanine width, overbite, and overjet 
correction. Bishara SE, et al. 

Am J Orthod 63:588-95, Jun 73 

Clinical treatment with the Begg appliance. Brouwer H. 
Am J Orthod 63:271-91, Mar 73 

Extraction of first molars in discrepancy cases. 
Daugaard-Jensen I. Am J Orthod 64:115-36, Aug 73 
Sequential tissue response and recovery after 
orthodontic tooth movement in hamsters. Deemys G, 
et al. Am J Orthod 63:56-66, Jan 73 

A preliminary study of anterior maxillary 
displacement. Dellinger EL. 

Am J Orthod 63:509-16, May 73 

Efficient canine retraction with the universal 
appliance. Fastlicht J. Am J Orthod 64:270-7, Sep 73 
Effects of orthodontic force upon replanted teeth: a 
histologic study. Gordon NS. 

Am J Orthod 62:544, Nov 72 ; 

The effects of orthodontic force on replanted teeth: a 
radiographic survey. Graupner JG. 

Am J Orthod 62:544-5, Nov 72 

Influence of severity of malocclusion on the duration of 
orthodontic treatment. Grewe JM, et al. 

Am J Orthod 63:533-6, May 73 

Oral surgeon stresses orthodontic care in dental health 
column. Grosby JS. Am J Orthod 63:166-7, Feb 73 
Restoring mandibular arch length in the mixed and 
early permanent dentition. Harris J. 

Am J Orthod 62:606-22, Dec 72 

Orthodonti 1 or biologic objectives? 
Jacobson A. Am J Orthod 64:1-16, Jul 73 (48 ref.) 
A home-care program of chemical preventive dentistry 
for orthodontic patients. Landry DF, et al. 
Am J Orthod 63:12-7, Jan 73 

Second premolar extraction in Class I and Class II. 
Logan LR. Am J Orthod 63:115-47, Feb 73 
Combined treatment methods in a severe Angie Class 
II, Division 1 malocclusion with lower incisor 
crowding. McCartney TI, et al. 

Am J Orthod 63:581-7, Jun 73 
Surgical-orthodontic correction of open-bite 
malocclusion. Report of a case. McNeill RW. 
Am J Orthod 64:38-49, Jul 73 

A comparison of two torquing techniques on the 
maxillary central incisor. Mitchell DL. et al. 
Am J Orthod 63:407-13, Apr 73 
Documented leveling of the lower arch using metallic 
implants for reference. Mitchell DL, et a!. 
Am J Orthod 63:526-32, May 73 
Mixed-dentition treatment with the selective 
functional appliance. Murillo JC. 

Am J Orthod 63:596-605, Jun 73 

Anticipating adolescent growth vectors and velocities. 
Perry HT Jr. Am J Orthod 62:580-90, Dec 72 
Surgical-orthodontic treatment of severe mandibular 
retrusion. II. Poulton DR, et al. 

Am J Orthod 63:237-55, Mar 73 

Rating the characteristics of malocclusion: a systematic 
approach for planning treatment. Proffit WR, et al. 
Am J Orthod 64:258-69, Sep 73 

Factors that affect the alignment of the mandibular 
incisors: a longitudinal study. Sanin C, et al. 
Am J Orthod 64:248-57, Sep 73 

Sound biologic concepts in orthodontics. Schudy FF. 
Am J Orthod 63:376-97, Apr 73 

The acceptability of Steiner’s acceptable compromises. 
Servoss JM. Am J Orthod 63:161-5, Feb 73 
Periodontal bone support and tooth length in 


8-274 


INDEX DENTAL LITERATURE 


orthodontically treated and untreated persons. 
Sjolien T, et al. Am J Orthod 64:28-37, Jul 73 
The nature of tooth movement. Storey E. 

Am J Orthod 63:292-314, Mar 73 (29 ref.) 
Tissue response to the movement of bones. Storey E. 
Am J Orthod 64:229-47, Sep 

Computers--is there a middle road? Thurow RC. 
Am J Orthod 63:81-2, Jan 73 

The European activator: its basis and use. Valinoti JR. 
Am J Orthod 63:561-80, Jun 73 

A cephalometric study of profile changes in 
orthodontically treated cases ten years out of 
retention. Anderson JP, et al. 

Angle Orthod 43:324-36, Jul 73 

A cephalometric comparison of cases treated with 
edgewise and Begg techniques. Barton JJ. 
Angle Orthod 43:119-26, Jan 73 (34 ref.) 
Correction of impacted mandibular second molars. 
Buchner HJ. Angle Orthod 43:30-3, Jan 73 
Orthodontics, bacteremia, and the heart damaged 
patient. Degling TE. Angle Orthod 42:399-402, Oct 72 
Extraction in orthodontics: premises and 
Prerequisites. Dewel BF. 

Angle Orthod 43:65-87, Jan 73 

Organic tissue characteristics on the pressure side of 
human premolars following tooth movement. Kvam E. 
Angle Orthod 43:18-23, Jan 73 

Growth formulas in Class II treatment. McIver LW. 
Angle Orthod 43:1-17, Jan 73 

Congenitally absent maxillary lateral incisors: 
treatment planning considerations. McNeill RW, et al. 
Angle Orthod 43:24-9, Jan 73 

Vertical control through use of mandibular posterior 
intrusive forces. Pearson LE. 

Angle Orthod 43:194-200, Apr 73 

a twins showing differences in occlusion. 


Gingival condition associated with orthodontic 
treatment. II. Histologic findings. Zachrisson BU. 
Angle Orthod 42:353-7, Oct 72 

The assessment of a patient for orthodontic treatment 
in general pracitce. Moss JP. Apex 6:129-35, Sep 72 
The dynamic occlusion. Moss JP. Apex 7:69-74, Jun 73 
Dentofacial remodelling produced by intermaxillary 
forces in Macaca mulatta. Adams CD, et al. 
Arch Oral Biol 17:1519-35, Nov 72 

Hints from an orthodontist. Voldeng KE. 

Ariz Dent J 18:29-31 passim, Sep-Oct 72 

Hand and head roentgenograms on one film. Grave KC, 
et al. Aust Dent J 17:331-2, Oct 72 

The economics of the Begg technique. Abbott RH. 
Aust Orthod J 3:17-20, Jun 72 

Speech therapy and orthodontia. Greulich L. 
Aust Orthod J 3:66-72, Oct 72 

Two stage removal of teeth in orthodontic treatment. 
Hjulstad BE. Aust Orthod J 3:14-6, Jun 72 
The financing of dental care with particular reference 
to orthodontic practice in Australia. 2. Newbury R. 
Aust Orthod J 3:55-61, Oct 72 

Muscle pressures and tooth position. A review of 
current research. Proffit WR. 

Aust Orthod J 3:104-08, Feb 73 

The challenge of gross malocclusions with the Begg 
technique. Sakai N. Aust Orthod J 3:83-93, Feb 73 
Torque application to maxillary incisors. Sims MR. 
Aust Orthod J 3:5-12, Jun 72 

Extra-oral anchorage for upper removable orthodontic 
appliances. Usiskin LA, et al. 

Br Dent J 133:140-5, 15 Aug 72 

The treatment of class II facial deformity. 
Orthondontic considerations. Orton HS. 

Br J Oral Surg 10:243-50, Mar 73 

Orthodontic considerations for the general 
Practitioner. Wade DB. 

Bull Columbus Dent Soc 33:8-9, Spring 73 
Orthodontics, prior to prosthetic diagnosis. Schachter 
AA. Bull Passaic Cty Dent Soc 5-8, May-Jun 73 
Physiological orthodontic extrusion of fractured 
incisors. Coval NM. 

Chron Omaha Dist Dent Soc 36:252-6, Jun 73 
Post-orthodontic retention and post-prosthodontic 
occlusion in adult a. unilateral and bilateral 
cleft subjects. 

Cleft Palate J 10:34-50, o 73 

Maintaining morale in orthodontic patients. Nowosielsi 
T. Dent Assist 42:17-8, Jun 73 

The challenge of facial deformity. Horowitz SL. 
Dent Pract Dent Rec 22:191-202, Jan 72 

The advantages of early orthodontic treatment. 
Chaconas SJ. Dent Stud 51:45-8 passim, Nov 72 
Preventing and correcting personality problems with 
timely treatment. Blausten S. 

Dent Surv 49:59-61, Feb 73 

Tooth movement in adults: guidelines for the G.P. 
Brayer L, et al. Dent Surv 48:30 passim, Nov mi 
Preparation of orthodontic study models. Robson E. 
Dent Tech 26:50-4, Jun 73 

“To treat or not to treat”. Subtelny JD. 

Int Dent J 23:292-303, Jun 73 

Baylor Orthodontic Department advises school 
principals on G.P. Orthodontic qualifications. Gaylord 
RE, et al. Int J Orthod 10:110-1, Sep 72 


The of tooth movement with Begg. 
Goldberg M. Imt J Orthod 10:115-24, Dec 72 
Results that count. Muller G. 


A new approach to state I of Crozat therapy. Schwartz 
R. Int J Orthod 11:54-7, Jun 73 
dimensions of any unerupted permanent tooth. 
Watson DH. Int J Orthod 10:91-2, Sep 72 
Texas dentist answers charges of Baylor orthodontists. 
Wyatt WE. Int J Orthod 10:111-2, Sep 72 
Early treatment of Class II occlusion. Wyatt WE. 
Int J Orthod 10:131-3, Dec 72 
The application of transactional analysis to the 
orthodontic patient. Yates CD. 
Int J Orthod 10:81-90, Sep 72 
Orthodontic management of tipped abutment molars. 
Burns MH. J Am Dent Assoc 87:843-7, Oct 73 
Selection of teeth for extraction as an adjunct to 
orthodontic treatment. DeAngelis = 
3 Am Dent Assoc 87:610-5, Sep 73 
Anteroposterior -— orthopedics in the pedodontic 
patient. Tinanoff 
J Baltimore Coll am Surg 27:46-55, Jul 72 
Selection of patients amenable to simple orthodontic 
procedure using a Malocclusion Treatment Severity 
Index. Fisk RO, et al. 
3 Can Dent Assoc 39:468-71, Jul 73 
An unusual cuspid impaction: report of case. Wechsler 
MH. J Can Dent Assoc 39:35-46, Jan 73 
JCO/interviews Dr. Charles J. Burstone. Brandt S, et al. 
3 Clin Orthod 6:694-708, Dec 72 

stage 3--a suggestion. Chan GK. 
J Clin Orthod 6:524, Sep 72 
The Orthoscan camera. Chanda LH. 
3 Clin Orthod 7:363-7, Jun 73 
The lingual arch in the mixed dentition. Fastlicht J. 
3 Clin Orthod 7:111-7, Feb 73 
Truth in lending. Gottlieb EL. 
3 Clin Orthod 6:522-3, Sep 72 
Mixed dentition orthodontic treatment. Haas AJ. 
3 Clin Orthod 7:227-34 passim, Apr 73 
A vestibular model--simplified procedure for progress 
records. Koyoumdjisky-kaye E. 
3 Clim Orthod 7:451-4, Jul 73 
A protective coating for combating decalcification in 
orthodontic practice. Lee HL, et al. 
J Clin Orthod 7:249-56, Apr 73 
Introduction to the universal light arch technique. 
Mollin AD. J Clin Orthod 6:508-21, Sep 72 
Mini-impactions. Schwartz ER. 
J Clin Orthod 6:580-2, Oct 72 
Technic clinic. A back-action arch. 
3 Clin Orthod 7:520-1, Aug 73 
Surgical orthodontics: an approach to profile-plasty. 
Levine B, et al. 
J Conm State Dent Assoc 47:28-31, Jan 73 
An unusual cause of increased tooth mobility during 
orthodontic treatment. A report of 2 cases. Brown ID. 
J Dent 1:61-4, Dec 72 
First molar extraction treatment with the Begg 
technique. Joffee BM. 
3 Dent Assoc S Afr 27:271-8, Jul 72 
An orthodontic case--unilateral expansion treatment. 
Poldy JJ. J Dent Assoc Thai 22:39-41, Mar-Apr 72 
Treatment of a deviant pattern of functional closure. 
Golden JM. J Dent Child 40:25-8, Jan-Feb 73 
Selective grinding of the dentition as an adjunct to 
orthodontic therapy. Buckley LA, et al. 
3 Ir Dent Assoc 19:149-54, Jul-Aug 73 
Surgical technique in clefts of the lip and palate. 
Matthews D. J Ir Dent Assoc 18:255-64, Nov-Dec 72 
Maxillary osteotomy--surgical orthodontics. Daniel HT, 
et al. J Ky Dent Assoc 24:13-7, Oct 72 

: surgical-orthodontic correction of 

bimaxillary protrusion. Converse JM, et al. 
3 Maxillofac Surg 1:8-12, Mar 73 
Child psychiatry and orthodontic problems. Belmont 
HS. J Oral Med 28:47-52, Apr-Jun 73 
A reappraisal of surgical orthodontics. Laskin DM. 
3 Oral Surg 31:169, Mar 73 
Orthodontics for restorative procedures. Seide LJ. 
3 Prosthet Dent 30:56-65, Jul 73 
A clinical application of practical photography for 
dentistry. Kittleson RT. 
J Wis State Dent Soc 48:263-73, Sep 72 
Prognathism--orthodontic and surgical management. 
Adelson H. NY State Dent J 39:477-83, Oct 73 
The diagnostic decision: how do our patients view it? 
Weiss J. NY State Dent J 39:488-90, Oct 73 
Team approach to multi-phasic problems involving 
supernumerary teeth. Zodda FJ, et al. 
NY State Dent J 39:274-6, May 73 
Combined endodontic-orthodontic treatment of 
transverse root fractures in the region of the alveolar 
crest. Heithersay GS. Oral Surg 36:404-15, Sep 73 
Radiocephalometric analysis of antero| 
nasopharyngeal dimensions in 6-to 12-year-old mouth 
breathers compared with nose breathers. 
Linder-Aronson S, et al. ORL 35:19-29, 1973 
An experiment in progress. Eirew HL. 
Orthodontist 4:74-7, Autumn 72 


: Int J Orthod 10:99-100, Sep 72 
= A fixed-removable appliance for cuspid retraction. 
Sage DL. Imt J Orthod 11:58-61, Jun 73 
MANPOWER 
= The systems approach. Wildman AJ. ; 
; Angle Orthod 43:88-95, Jan 73 


INDEX DENTAL LITERATURE 


Treatment planning for patients with acceptable deep 
overbites. Seel D. Orthodontist 4:71-3, Autumn 72 
Orthodontics in the School Dental Service. Tait RV. 
Orthodontist 4:66-70, Autumn 72 

The corrective treatment of the skeletal asymmetry in 
hemifacial microsomia. Converse JM, et al. 
Plast Reconstr Surg 52:221-32, Sep 73 

The visual treatment objective: Orthodontic’s most 
effective treatment planning tool. Bench RW. 
Proc Found Orthod Res 165-94, 1971 

Use of the activator in mixed dentition. Boyko R. 
Proc Found Orthod Res 91-134, 1971 
Periodontal response to orthodontic treatment. 
Johnson KC. Proc Found Orthod Res 265-72, 1971 
Biomechanics. Kutt D, et al. 

Proc Found Orthod Res 293-7, 1971 

Patient motivation. Moore E. 

Proc Found Orthod Res —— 1971 
Craniofacial anomalies. Sloan D. 

Proc Found Orthod Res 304-6, 1971 
Application of cephalometric laminagraphy to 
orthodontics. Suchard E, et al. 

Proc Found Orthod Res 301-3, 1971 

Cranial growth forecast and treatment planning as 
related to the growth and development of the 
individual child. Warren C. 

Proc Found Orthod Res 273-81, 1971 
Computer evaluation of high pull face bow. Watson W. 
Proc Found Orthod Res 202-41, 1971 
Orthodontic need of treatment of Swedish 
schoolchildren from objective and subjective aspects. 
Myrberg N, et al. Scand J Dent Res 81:81-4, 1973 
An evaluation of the duration and the results of 
orthodontic treatment. Myrberg N, et al. 
Scand J Dent Res 81:85-91, 1973 
Ultrastructural vascular changes in pressure zones of 
rat molar periodontium incident to orthodontic 
movement. Rygh P. Scand J Dent Res 80:307-21, 1972 
A method for radiographic assessment of periodontal 
bone support following orthodontic treatment. 
Sjélien T, et al. Scand J Dent Res 81:210-7, 1973 
Marginal fibrotomy after orthodontic treatment of 
rotated incisors. A method for preventing relapse. 
Billberg B. Sven Tandlak Tidskr 64:533-49, Aug 71 
Frequency of malocclusion and need of orthodontic 
treatment in 10-year old children in Gothenburg. 
Ingervall B, et al. Sven Tandlak Tidskr 65:7-21, Jan 72 
Studies of gingival conditions in relation to orthodontic 
treatment. I. The relationship between amounts of 
gingival exudate and gingival scores, plaque scores 
and gingival pocket depths in children undergoing 
orthodontic treatment. Tersin J. 

Sven Tandlak Tidskr 66:165-75, Mar 73 

Space closure following loss of lower ist premolars. 
Cookson A. 

Trans Br Soc Study Orthod 57:27-32, 1970-71 
Treatment of a maxillary median diastema associa 
with 4 supernumerary teeth. Haynes S. 

Trans Br Soc Study Orthod 57:145-8, 1970-71 
Treatment of a maxillary median diastema associated 
with 4 supernumerary teeth. Haynes S. 

Trans Br Soc Study Orthod 57:145-8, 1970-71 
The challenge of facial deformity. Horowitz SL. 
Trans Br Soc Study Orthod 57:111-22, 1970-71 
Orthodontic tooth movement using a multiband technic 
recorded by cine-photography. Huggins DG. 
Trans Br Soc Study Orthod 57:167-8, 1970-71 
Orthodontic tooth movement using a multiband technic 
recorded by cine-photography. Huggins DG. 
Trans Br Soc Study Orthod 57:167-8, 1970-71 
The value of prophecy in orthodontics. Leighton BC. 
Trans Br Soc Study Orthod 57:1-14, 1970-71 
The treatment of class 2, division 1 malocclusion. Morse 
PH. Trans Br Soc Study Orthod 57:95-100, 1970-71 
The treatment of class 2, division 1 malocclusion. Morse 
PH. Trans Br Soc Study Orthod 57:95-100, 1970-71 
Characteristics of supernumerary teeth in the primary 
and permanent dentition. Taylor GS. 
Trans Br Soc Study Orthod 57:123-8, 1970-71 
Characteristics of supernumerary teeth in the primary 
and permanent dentition. Taylor GS. 

Trans Br Soc Study Orthod 57:123-8, 1970-71 
A comprehensive treatment of the severe class 2, 
division 1, malocclusion. Usiskin LA, et al. 
Trans Br Soc Study Orthod 57:33-44, 1970-71 
The Begg method in mutilation cases. Brouwer H. 
Trans Eur Orthod Soc 255-62, 1971 

Canine development and function. Dewel BF. 
Trans Eur Orthod Soc 159-73, 1971 

The guidance of eruption without extraction. Frankel 
R. Trans Eur Orthod Soc 303-15, 1971 
Retracting cuspids and the Universal appliance. 
Medway JM. Trans Eur Orthod Soc 227-34, 1971 
The aesthetically pleasing face: an orthodontic myth. 
Peck S, et al. Trans Eur Orthod Soc 175-84, 1971 
The scope of orthodontic treatment in adults 
maintained by oral surgery: indications. Rakosi T. 
Trans Eur Orthod Soc 333-8, 1971 

Facial growth and the prognosis for anterior open-bite. 
A longitudinal study. Richardson A. 

Trans Eur Orthod Soc 149-57, 1971 

Growth changes in the mandible and the effect on 
orthodontic treatment. Ridley DR. 

Trans Eur Orthod Soc 117-35, 1971 


Ergonomic outline of orthodontic equipment. Schwarze 
CW. Trans Eur Orthod Soc 387-92, 1971 
Scope of orthodontic treatment in adults combined 
with oral surgery. Spiessl B. 
Trans Eur Orthod Soc 339-44, 1971 
Possibilities and limitations of Kinetor bimaxillary 
appliance. Stockfisch H. 
Trans Eur Orthod Soc 317-28, 1971 
Conservative treatment of Class 3 Div.2 malocclusion. 
Taylor AT. Trans Eur Orthod Soc 329-32, 1971 
Possibilities and limitations of the edgewise appliance. 
Van der Linden FP. Trans Eur Orthod Soc 217-26, 1971 
The significance of growth research for orthodontics. 
Van der Linden FP. Trans Eur Orthod Soc 61-8, 1971 
[Action of external motor forces in vestibular 
retruding arch and vestibular protruding arch] 


Kondofersky IV. 
Stomatologiia (Sofiia) 54:105-9, Mar-Apr 72 (Eng. 

(Bul) 
[Problems of orthodontic shifting in devitalized teeth] 
Racek J. 


Abstr.) 

Cesk Stomatol 73:226-8, 1973 (Eng. Abstr.) (Cze) 
[General and orthodontic aspects in relation to 

traumatic anterior teeth] Dorenbos J. 

Ned Tijdschr Tandheelkd 79:398-405, Nov 72 (Dut) 
[The orthodontic treatment of a patient with agenesia 

of a premolar and loss of a central incisor by trauma in 

=. same quandrant] Linden FP van der. 

ied Tijdschr Tandheelkd 79:436-43, Dec 72 (Eng. 

Abstr. ) (Dut) 
[Aspects of the ideal occlusion] Boersma H. 

Rev Belge Med Dent 27:445-9, 1972 (Eng. Abstr.) (Dut) 
{Intervention or wait in an orthodontic patient) 

Boersma H. 

Rev Beige Med Dent 27:450-4, 1972 (Eng. Abstr.) (Dut) 
(Orthodontic treatment and the growth of the skull] 

Smeets H. Rev Belge Med Dent 27:295-8, Mar 72 (Dut) 
(The crthodontist confronted with agenesis of the 

upper lateral incisors] Dangy B, et al. 

Actual Odontostomatol (Paris) 26:483-90, Dec 72 

(Eng. Abstr.) (Fre) 
[Esthetic considerations of the patient and surgeon: 

the nose-chin relationship] Grignon JL. 

Actual Odontostomatol (Paris) 26:455-65, Dec 72 

(Eng. Abstr.) (Fre) 
{Replacement of a central incisor and orthodontics] 

Philippe J. 

Actual Odontostomatol (Paris) 99:389-93, Sep 72 (Fre) 
ae pe on a case treated by orthodontics} Bazin A, 

et 


Ann Odontostomatol (Lyon) 28:175-84, Sep-Oct 71 


(Fre) 
[Simple and complex orthodontic treatment and facial 
growth] Philippe J. 
Cah Odontostomatol Touraine 4:21-6, 


[Etiological treatment of dental malformations] Sadly 
M. Inf Dent 55:25-7, 15 Feb 73 

{Simplified method for 
disjunction] Chateau M. 

Orthod Fr 42:285-9, 1971 (Fre) 
—_ appliances with HG framework) Hoffer O, 
et al. Orthod Fr 42:541-2, 1971 (Fre) 
(Results of the planned orthodontic treatment in the 
Rus district] Koev J, et al. 

Orthod Fr 42:463-8, i971 (Eng. Abstr.) (Fre) 
(Cybernetics and neuro-occlusive rehabilitation. 
Imprinted programs and connected circuits) 
Marti-Fabregat M. 

Orthod Fr 42:325-31, 1971 (Eng. Abstr.) (Fre) 
(Treatment of different types of malocclusion with the 
Edgewise method] Prudon P. 
Orthod Fr 42:545-50, 1971 (Fre) 
[Clinical applications of Broussard’s auxiliary bolt] 
Terk B. Orthod Fr 42:561-5, 1971 

({Extraoral oriented forces] Vaillant L. 
Orthod Fr 42:291-305, 1971 
(Teleradiographic study of maxillary brachygnatism 
treated by an orthopedic method of extraoral 
traction] Verdon P. 

Orthod Fr 42:429-51, 1971 (Eng. Abstr.) - 
[Therapeutic action and tissue reactions) Decelle MV. 
Promot Dent 52-4, 1972 (Fre) 
MV. Promot Dent 37-40, 1972 


observation] 


Rev Belge Med Dent 27:455-8, 1972 (Fre) 
{Steiner’s analysis (summary of audio-visual 
Ppresentation)} Benauwt A. 

Rev Belge Med Dent 27:549-65, 1972 (Fre) 


(The growth of the face and orthodontic treatment 
according to the Pittsburgh school concepts] Berge M. 
Rev Belge Med Dent 27:301-4, Mar 72 (Fre) 

(Contention in dentofacial orthopedics by means of a 
ringless arch] Theuveny F. 

Rev Fr Odontostomatol 19:245-6, May-Jun 72 (Fre) 

{Treatment of upper proalveoli] Parguel, et al. 
Rev Odontostomatol Midi Fr 30:24-41, 1972 (Fre) 

[Some results of extra-oral tractions with front-chin 
rest in the orthodontic treatment of class 3 
maxillomandibular tions and of bony 

sequelae of cleft lip and palate) Delaire J, et al. 


ORTHODONTICS, 


Rev Stomatol Chir Maxillofac 73:633-42, Dec 72 ( —. 
Abstr.) 

{Contribution of nervous physiology during oy 
exercises of neuromuscular education in dentofacial 
orthopedics] Blocquel H. 

Rev Stomatoodontol Nord Fr 26:165-70, 1971 (Fre) 

— Philippot J. 

Soc Odontostomatol Nord Est Rev Ann 147-54, — 


growth: therapeutic conclusions] Delaire 
Eur Orthod Soc 81-102, 1971 (Fre) 
(Paauimotrte evaluation of the lip changes occurring 
during the correction of 40 cases of Class II/1 
malocclusion treated with Ricketts’ method) 
Langlade M, et al. 
Trans Eur Orthod Soc 421-6, 1971 (Fre) 
{Dental balance in orthodontics] Reboul M. 
Trans Eur Orthod Soc 473-9, 1971 (Eng. Abstr.) (Fre) 
[Planimetric evaluation of the lip changes occurring 
during the correction of 40 cases of Class II/1 
malocclusion treated with Ricketts’ method] 
Trans Eur Orthod Soc 421-6, 1971 (Eng. Abstr.) (Fre) 
eo prosthetic therapy in traumatic tooth loss 
hypodontia in adults) Bernau R. 
a Stomatol 23:444-51, Jun 73 (Eng. Abstr.) (Ger) 
(Compensating extraction in traumatic lost or absence 
of incisors in the maxilla] Bredy E, et al. 
Dtsch Stomatol 22:523-33, Jul 72 (Eng. Abstr.) (Ger) 
[Efficiency of orthodontic therapy involving extraction 
of permanent teethh] Eismann D. 

Dtsch Stomatol 23:199-206, Mar 73 (Eng. Abstr.) (Ger) 
(Comparison of different evaluation scales for the 
assessment of immediate and of 

orthodontic therapy] Gebhardt B, et 
Dtsch Stomatol 23:287-95, Apr 73 (Eng. Abete. ) (Ger) 
[Orthodontic treatment from the patient’s point of 
view. Answering a questionnaire by patients after 
cocluded treatment. 2. Question 13-24] Graf H, et al. 
Dtsch Stomatol 22:622-9, Aug 72 (Eng. Abstr.) (Ger) 
{Orthodontic therapy from the viewpoint of the 
Patient. (Answers of a questionnaire by patients with 
concluded therapy). I. Question 1-12] Graf H, et al. 
Dtsch Stomatol 22:545-51, Jul 72 (Ger) 
[Changes in the ty in orthodontic extraction 
therapy] Klammt G. 
Dtsch Stomatol 22:538-45, Jul 72 (Eng. Abstr.) (Ger) 
(Therapy recommendations in orthodontic 
stomatology] Dtsch Stomatol 23:223-6, Mar 73 (Ger) 
[Therapy of crossbite of single teeth and of traumatic 
prognathism using lateral overlay block and lingual or 
outer arch) Bay R. 
Fortschr Kieferorthop 33:67-72, Jul 72 (Eng. — ) 


(Comparison of precision of supporting area me 
using different methods) Herren P. 
Fortschr Kieferorthop 33:139-46, Sep 72 (Eng. — 


{Extraction of permanent cuspids as orthodontic 
management] Kepp U. 
Fortschr Kieferorthop 33:247-55, 1972 (Eng. Abstr.) 

(Ger) 


[Systematic analysis of tooth — determination in 
orthodontic treatment] Pfyffer 
Fortschr Kieferorthop 33:147-58, Sep 72 (Eng. Abstr.) 
(Ger) 


(Significance of mandibular growth axis for treatment 
planning) Rakosi T. 
Fortschr Kieferorthop 33:31-41, Jul 72 (Eng. Abstr.) 


(Compensating extraction for non-eruption 

of Goeth tm tho 

Reichel I, et al. 

Fortschr Kieferorthop 33:239-46, 1972 (Eng. Abstr.) 
(Ger) 


[ Psychosomatics, color and orthodontics] Herrmann C. 
Freie Zahnarzt 17:383-6 Jun 73 (Ger) 
{Timely diagnosis and treatment of the distal 


Freie (Ger) 
(Use of extraoral forces in the treatment of the open 
and closed bite of Class II as well as Class III 
malocclusions) Flaten R. 
Inf Orthod Kieferorthop 4:203-14, Aug-Oct 72 (Ger) 
[Demands on the a suggestions for 
solutions] Klee 
tr.) 
Inf Orthod Kieferorthop 4:108-16, May-Jul 72 (Ger) 


appliances} Pfeiffer JP, et al. 

Inf Orthod Kieferorthop 4:177-202, Aug-Oct 72 (Ger) 
(Differentiated use of extraoral forces in orthodontics] 

JP, et al. 

May-Jul 72 (Ger) 

technic) 

Osterr Dent Z re Sor 73 (Ger) 
(The timing of orthodontic treatments] Freunthaller P. 

Osterr Z Stomatol 69:370-4, Oct 72 (Ger) 
—s of the lower anterior teeth) Freunthaller P. 

Osterr Stomatol 70:257-69, Jul-Aug 73 (Ger) 


8-275 


[Influence of growth on treatment. Analytical 
=Benauwt A. 
{Combined use of headgear and activator: an 
orthopedic approach to therapy with fixed 


ORTHODONTICS, 


of prognathism] Stumpf M. 
Osterr Z Stomatol 69:393-6, Oct 72 (Ger) 
{Role of the dental assistant in orthodontic treatment. 
2] Dausch-Neumann D. 
Quintessenz J 3:7-13, Aug 73 (Ger) 
(When does insurance pay for orthodontic treatment? 
Information on the new 
Quintessenz J 2:33-4, Dec 72 (Ger) 
{Orthodontic treatment of p d thism by 
means of a removable plate] Dadelahi H. 
Schweiz Monatsschr Zahnheilkd 82:1245-8, Dec 72 
(Ger) 
(Effects of the distal bite therapy by means of an 
activator on the facial bone structure] Demisch A. 
Schweiz Monatsschr Zahnheilkd 83:1072-92, Sep 73 
(Eng. Abstr.) (Ger) 
(Activator-mandibular reaction] Dietrich UC. 
Schweiz Monatsschr Zahnheilkd 83:1093-104, Sep 73 
(Eng. Abstr.) (Ger) 
{Jaw orthopedics--a biological problem] Stéckli PW. 
Schweiz Monatsschr Zahnheilkd 83:727-49, Jul 
(Eng. Abstr.) (Ger 
{Reflections on an efficient development of Ssoth, 
mouth and jaw therapeutics] Cramer R. 


Zahnaerztl Mitt 63:655-60, 16 Jul 73 (Ger) 
{Orthodontic treatment] 
Zahnaerztl Mitt 62:903-7, 16 Sep 72 (Ger) 


{Practical orthodontic topics] Hennis I. 
Zahnaerzt! Prax 22:205-6, 1 Sep 71 (Ger 
[Orthodontic space reduction in the mandible by fined 
appliances] Kinzer E, et al. 


Zabnaerztl Prax 24:7-10, 5 Jan 73 (Ger) 
{Orthodontic therapy] Rakosi T, et al. 
Zahnaerzt! Prax 22:25-6, 1 Feb 71 (Ger) 


(Management problems in orthodontics] Sergl HG, et 
. Zahnmaerzt! Prax 24:122-5, 2 Mar 73 (Ger) 
{Centric relation in orthodontics) Stadelmann W. 
Zahnaerzt!l Prax 22:31-3, 1 Feb 71 (Ger) 
[Basic pronciples of activator and bionator therapy] 
Witt E. Zahnaerztl Prax 22:1-5, 1 Jan 71 (Ger) 
[Use of the Bema scheme in preparing an orthodontic 
treatment and cost plan for the RVO Insurance 
Department] Birkle V. 
Zahnarzt 16:124-33, May-Jul 72 (Ger) 
{Oral hygiene during orthodontic 
Zahnarzt 16:251-2, Oct-Nov 72 
(Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:317-21, Jul 72 (Ger) 
(Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:406-9, Sep 72 (Ger) 
{Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:265-6, Jun 72 (Ger) 
(Wire appliance for retention of permanent teeth] 
Winkler H. Zahntechnik (Berl) 13:530, Dec 72 (Ger) 
{Orthodontics as preparation for prosthetic therapy] 
Borea G. ZWR 81:914-8 passim, 10 Oct 72 (Ger) 
{Surface histological studies on displaced permanent 
anterior teeth caused by supernumerary teeth in 
relation to orthodontic therapy] Hennis I. 
ZWR 81:1007-11, 10 Nov 72 (Ger) 
[Corticotomy and wedge-shaped tongue excision as 
supporting therapy in late orthodontic cases) 
Machtens E, et al. ZWR 81:1070-4, 25 Nov 72 (Ger) 
(Treatment of anomalies of the mixed dentition by the 
extra-oral method] Kontogoures G, et al. 
Odontiatrike 225-7, May-Jun 72 (Eng. Abstr.) (Gre) 
{Oral rehabilitation] Mpaltas N. 
Odontiatrike 165-7, May-Jun 72 (Eng. Abstr.) (Gre) 
{Surgical and orthodontic management of Class 3 
malocclusion] Demetriades AG, et al. 
Cdontostomatol Proodos 26:183-95, Jul-Aug 72 (Eng. 
Abstr.) (Gre) 
(Orthodontic management of certain prosthodontic 
problems] Spyropoulos N. 
Odontostomatel Proodos 27:149-60, May-Jun 73 (Eng. 
Abstr.) (Gre) 
[Results of corrective orthodontic therapy in cases of 
Angle II-1 malocclusion] Adler-Hradecky C, et al. 


Fogory Sz 65:334-6, Nov 72 (Hun) 

orthodontics in Dénes J. 
Fogory Sz 65:326-7, Nov (Hun) 

{Ricketts’ technic] By M, et al. 

Dent Cadmos 41:380-95, Mar 73 (Ita) 


(Morus tectus: pathogenic and prognostic problems] 
Gianni E. 


Minerva Stomatol 21:149-63, Jul-Aug 72 (Eng. Abstr.) 
ta) 


(Results in the orthodontic treatment of Angle class II 
malocclusion by means of Bimler’s apparatus] Bimler 
HP 


Mondo Odontostomatol 14:359-62, May-Jun 72 (Ita) 
[Prevention, interception and early therapy of 
malocclusions] Braccesi MA. 

Mondo Odontostomatol 14:363-77, May-Jun 72 (Ita) 
[The control of the occlusal plane during orthodontic 
treatment] Cervera A. 

Mondo Odontostomatol 14:400-2, May-Jun 72 (Ita) 
[Clinical and diagnostic responsibility in orthodontic 
treatment] Dewel BF. 

Mondo Odontostomatol 14:413-9, May-Jun 72 (Ita) 
(Corrective treatment of Angle —_ II, div. 1 in the 
light of modern orofacial 
bio-orthodontics} Gianni 
Mondo Odontostomatol 14: 02-7, May-Jun 72 (Ita) 


S-276 


INDEX DENTAL LITERATURE 


{Tooth extractions in orthodontics] Luzi C. 

Mondo Odontostomatol 14:407-13, May-Jun 72 (Ita) 
[The right time for orthodontic treatment] Murillo JC. 

Mondo Odontostomatol 14:396-400, May-Jun 72 (Ita) 
(Certain cases of atypical deglutition (the tongue is an 

important factor in the etiopathogenesis of many 

dento-maxillary abnormalities)] Riccioli GA. 

Mondo Odontostomatol 14:461-5, May-Jun 72 (Ita) 
[Clinical examination, diagnosis, therapy and outcome 

in a case of malocclusion] Riccioli GA. 

Mondo Odontostomatol 14:467-72, May-Jun 72 (Ita) 
[Fingersucking and its effects on the alveolc-dental 
structures} Riccioli GA. 

Mondo Odontostomatol 14:446-58, May-Jun 72 (Ita) 
[The profile and orthodontic treatment (the nose can 

determine planning of the treatment)] Riccioli GA. 
Mondo Odontostomatol 14:459-60, May-Jun 72 (ita) 
(Clinical examination, diagnosis, therapy and outcome 

in a case of malocclusion) Riccioli GA. 

Mondo Odontostomatol! 14:473-81, May-Jun 72 (Ita) 
[Clinical examination, diagnosis, therapy and outcome 

of a case of dysgnathia}] Riccioli GA. 

Mondo Odontostomatol 14:963-8, Nov-Dec 72 (Ita) 
(Clinical examinations, diagnosis, therapy and outcome 

of a case of dysgnathia) 

Mondo Odontostomatol 14:641-7, Jul-Aug 72 (ita) 
{Clinical report: investigation on orthodontic patients] 

Miyahara H, et al. 

Aichi Gakuin J Dent Sci 10:399-411, Mar 73 (Eng. 

Abstr.) (Jap) 
(Cephalometric analysis on anterior crossbite treated 

using activator] Sako H, et al. 

J Hiroshima Univ Dent Soc 5:24-32, 1973 (Jap) 
[2 cases of impacted maxillary left central incisor as 

~ ‘eens in siblings in identical location] Hioki M, et 


J Jap Orthod Soc 31:414-24, Dec 72 (Eng. Abstr.) (Jap) 
[A case of the Begg technique in combination with 

headgear] Inaba S. 

J Jap Orthod Soc 31:433-40, Dec 72 (Eng. Abstr.) (Jap) 
[A case of an abnormal labial rising of the canine root 

area during the orthodontic treatment] Inaba S. 

3 Jap Orthod Soc 31:425-32, Dec 72 (Eng. Abstr.) (Jap) 
[Begg technique in the treatment of malocclusion with 

repaired bilateral cleft lip and palate] Kameda A. 

J Jap Orthod Soc 31:216-29, Jun 72 (Eng. Abstr.) (Jap) 
{3 cases of mandibular prognathism with facial 

asymmetry; 2 cases challenged orthodontically and 

the other corrected surgically] Kameda A. 

J Jap Orthod Soc 31:374-92, Dec 72 (Eng. Abstr.) (Jap) 
(2 treated cases of open — using edgewise 

technique] Kawata T, et 

J Jap Orthod Soc See I Dec 72 (Eng. 

(Jap 


[Orthodontic findings and orthodontic 
dysostosis craniofacialis hereditaria (Crouzon’s 
disease)] Kobayashi K, et al. 

J Jap Orthod Soc 31:441-52, Dec 72 (Eng. Abstr.) (Jap) 

(Treatment of 2 cases with maxillary protrusion and 
Angle class I] Kubota M, et al. 

3 Jap Orthod Soc 31:401-13, Dec 72 (Eng. Abstr.) (Jap) 

(Occlusion treatment programs. I. Material for the 
education of patients. 5. Requests by orthodontic 
Patients) Masuda K, et al. 

J Jap Orthod Soc 31:204-5, Jun 72 (Eng. Abstr.) (Jap) 

[Occlusion treatment programs. I. Material for the 
education of patients. 4. Requests by senior high 
school students] Masuda K, et al. 

J Jap Orthod Soc 31:201-3, Jun 72 (Eng. Abstr.) oo 

[Systematic orthodontic diagnosis] Miyahara 
3 Jap Orthod Soc 31:1-21, Jun 72 (Eng. Abstr.) aus 

(Use of Begg technique in the treatment of mutilation 
cases} Sato M, et al. 

J Jap Orthod Soc 31:230-46, Jun 72 (Eng. Abstr.) (Jap) 

{Studies for establishing basis of construction of 
harmonious profile of Japanese] Sebata M, et al. 
J Jap Orthod Soc 31:87-104, Jun 72 (Eng. Abstr.) (Jap) 

“ cases treated by the edgewise mechanism] Shimizu 


a Soc 31:206-15, Jun 72 (Eng. Abstr.) (Jap) 
(2 cases treated by expansion methods] Takagi H, et al. 

J Jap Orthod Soc 31:266-79, Jun 72 (Eng. Abstr.) (Jap) 
[4 cases of class 3 malocclusion with impacted maxillary 

canine] Takeshita K, et al. 

J Jap Orthod Soc 31:247-65, Jun 72 (Eng. Abstr.) (Jap) 
[Five severe class 3 malocclusion cases treated using 

orthopedic force] Yamamoto S, et al. 

J Jap Orthod Soc 31:361-73, Dec 72 (Eng. Abstr.) (Jap) 
[The influence of the activator on the position of the 

mandible in the treatment of distocolusion] Korkhaus 

G. Odontology (Tokyo) 61:314-7, Jun 73 (Jap) 
[Orthodontic treatment and harmony of facial profile} 

Sebata M. 

Shikwa Gakuho 73:617-28, Mar 73 (Eng. Abstr.) (Jap) 
[Tweed edgewise technique] 

3 Korean Dent Assoc 10:327-31, Jun 72 (Kor) 
{Orthodontic treatment and periodontal disease] 

Vahedifar. 

J Dent Sch Natl Univ Iran 3:7, Jul 72 (Eng. — 


(Per 
[Problems in orthodontic treatment of children with 
malocclusion and with — Presence of 
depressed teeth] Charazifiska 
Czas Stomatol 26:159-65, Feb 73 (ies. Abstr.) (Pol) 


(Cases of open bite] Z, et al. 
Czas Stomatol 25:1135-42, Nov 72 (Eng. Abstr.) (Pol) 
[The effects of loss of permanent teeth on the stability 
of results of orthodontic treatment] Dyras M. 
Czas Stomatol 26:523-8, 1973 (Eng. Abstr.) (Pol) 
(Cooperation of the patient with the orthodontist and 
its effects on the therapeutic results] Dyras M. 
Czas Stomatol 26:733-7, 1973 (Eng. Abstr.) (Pol) 
{The problem of extension of prophylactic 
management in orthodontics] Dyras M, et al. 
Czas Stomatol 25:1267-70, Dec 72 (Eng. Abstr.) (Pol) 
[Present organizational tendencies for increasing the 
availability of prophylactic-orthodontic care in Social 
Stomatological Health Service] Jurzyk R, et al. 
Czas Stomatol 26:663-7, 1973 (Eng. Abstr.) (Pol) 
[Indications and contraindications for removal of 
deciduous teeth from the standpoint of orthodontics] 
Juzwa E. Czas Stomatol 25:1261-5, Dec 72 (Pol) 
of treatment of buccal occlusion) Juzwa 
et 
Czas Stomatol 25:739-46, 1972 (Eng. Abstr.) (Pol) 
[Fixed occlussal plane in the treatment of overbite] 
Karlowska I. 
Czas Stomatol 26:889-93, ae 73 (Eng. Abstr.) (Pol) 
[Removal of persisting and impacted teeth in the 
Prevention and early treatment of malocclusion in 
children] Kasperska 
Czas Stomatol 25: 1279-83, Dec 72 (Eng. Abstr.) (Pol) 
[Attempts at organization of planned early orthodontic 
treatment at the orthodontic outpatient clinic in Ruda 
Slaska}] Kuenstler L. 
Czas Stomatol 25:979-82, Oct 72 (Eng. Abstr.) (Pol) 
[Late results of treatment of single premolar teeth in 
lingual occlusion] Kuligowski W. 

Czas Stomatol 26:895-8, Aug 73 (Eng. Abstr.) (Pol) 
(Teleroentgenographic assessment of the results of 
orthodontic treatment by a 2-step method in 

neglected cases] Lopatyfiska-Kawko J. 

Czas Stomatol 26:739-47, 1973 (Eng. Abstr.) (Pol) 
[Orthodontic care of children in nurseries and nursing 

schools in children in central district of Lodz] 

Orchowska-Olczykowa I. 

Czas Stomatol 26:321-4, Mar 73 (Eng. Abstr.) (Pol) 
{Lower Schwarz plate with lingual obturator in the 
treatment of open bite in anterior segment) 

Przylipiak S. 

Czas Stomatol 26:177-83, Feb 73 (Eng. Abstr.) (Pol) 
[(Malocclusion and defects of the permanent dentition 
as a combined orthodontic-prosthetic problem] 

Przylipiak S. 

Czas Stomatol 25:1127-33, Nov 72 (Eng. Abstr.) (Pol) 
(Determination of initial orthodontic therapy in 

malocclusion] Skrzypkowski A, et al. 

Czas Stomatol 26:301-8, Mar 73 (Eng. Abstr.) (Pol) 
{Surgical-orthodontic treatment of retained maxillary 

3d molars) Sladka H, et al. 

Czas Stomatol 26:635-41, 1973 (Eng. Abstr.) (Pol) 
[Results of treatment of malocclusion with simple 

methods at the orthodontic clinic of LédZ-Widzew 

(preliminary report)] Smiech-Slomkowska G. 

Czas Stomatol 25:1291-3, Dec 72 (Eng. Abstr.) (Pol) 
[5 years of activity of District Orthodontic Outpatient 

Clinic in LédzZ--Widzew (1966-1971)] 

Smiech-Slomkowska G, et al. 

Czas Stomatol 26:197-9, Feb 73 (Eng. Abstr.) (Pol) 
{Late results of orthodontic therapy] Dyras M. 

Folia Med Cracov 15:83-111, 1973 (Eng. Abstr.) (Pol) 
{Surgical removal of impacted cuspids] Lapa F, et al. 

Rev Assoc Paul Cir Dent 26:325-31, Nov-Dec 72 (Eng. 

Abstr.) (Por) 
(Re-equilibrium of the musculature] 

Beuttenmiiller M da 

Rev Bras Odontol 29: Nov-Dec 72 (Eng. 


{Orthodontics and prostheses] Ballard CF. 

Rev Port Estomatol Cir Maxilofac 12:103-9, Jul-Dec 71 
(Por) 

(The extraction of amestes teeth for orthodontic 
reasons) Cocirld E, et 
— (Bucur) 19: “57-42, Sep-Oct 72 

r.) 

{Orthodontic correction of dental 
associated with a diastoma in an adult) Schapira M, et 
al. Stomatologia (Bucur) 20:87-90, Jan-Feb 73 (Rum) 

og functional treatment of malocclusion] Schapira 

et al. 
Stomatologia (Bucur) 20:257-63, May-Jun a (Eng. 
Abstr.) Rum) 
assessment of various msthone of 
orthodontic treatment of twins] Bondar’ LA. 
(Mosk) 52:50-2, May-Jun 73 

{Role of periodontium receptors in Pa 
treatment by functional appliances) Dan’kova ND. 
Stomatologiia (Mosk) 51:43-6, Nov-Dec 72 (Rus) 

[The method and results of studying the interarticular 
correlations in orthodontic interventions] Grigor’eva 


LP. 

Stomatologiia (Mosk) 51:92-3, May-Jun 72 (Eng. 
Abstr.) (Rus) 
(Efficacy of —— of malocclusion in relation to 
age] Grigor’eva LP 
Stomatologiia (Mosk) 52:54-6, Sep-Oct 73 pm 


INDEX DENTAL LITERATURE 


[Biometric evaluation of the treatment of posterior 
bite with Frenkel’s articulator] Malygin IuM. 
Stomatologiia (Mosk) 52:64-9, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 
[Determination of difficulty of orthodontic 
An important stage 2 its proper planning and 
prognosis} Malygin I 
(meek) 52:54-8, Jul-Aug 73 
tr. (Rus 
{Occlusal forces in relation to orthodontics] Erana : 
ADM 28:243-5, May-Jun 71 (Spa) 
[Radiological exploration as a method of control and 
evaluation of the effectiveness of conservative, 
surgical and orthodontic treatment] Arce Porres M. 
Ar Esp Odontoestomatol 31:351-70, Sep-Oct 72 (Spa) 
[Significance of the teleradiographic image in 
orthodontics] 
Bol Inf Dent (Madr) 32:34 passim, Oct 72 (Spa) 
[Treatment of a case of malocclusion. Class II, division 
I) Herrera Ibdrcena M. 
Odontologia (Lima) 16:44-50, Dec 72 (Spa) 
[Costs and efficiency in an orthodontic hospital 
service] Benchetrit M. 
Ortodoncia 36:175-85, Nov 72 (Eng. Abstr.) (Spa) 
[Psychological technics in complete orthodontic 
treatment (interdisciplinary view)] Corsi J, et al. 
Ortodoncia 36:207-11, Nov 72 (Eng. Abstr.) (Spa) 
{Treatment for anterior crowding. Extraction therapy] 
Schwarze CW. 
Ortodoncia 36:145-50, Nov 72 (Eng. Abstr.) (Spa) 
[Social study of the Mollin technique] Tenenbaum M. 
Ortodoncia 36:163-70, Nov 72 (Eng. Abstr.) (Spa) 
(Surgical correction of tooth malposition] 
JE, et al. 
Trib Odontol (B Aires) 57:40, Jan-Mar 73 (Spa) 
(Burrographs--a simple aid for demonstration of 
various extractions in orthodontic therapy] Lindberg 
E, et al. Sven Tandlak Tidskr 65:41-2, Jan 72 (Swe) 
(The course on patient care planning in orthodontics] 
Medin L. Sven Tandlak Tidskr 64:336-9, May 71 (Swe) 
[03--an important “occlusal key”) Vv. 
Tandlakartidningen 65:504-8, 1 May 73 (Swe) 
{Orthodontic treatment and psychological results) 
Eniinlii N. 


Dishekim Derg 3:199-212, Apr 72 (Eng. Abstr.) (Tur) 
[Corticotomy and orthodontic treatment in maxillary 
endognathy and protrusion with diastema] Igiksal E. 
Dishekim Derg 3:525-32, Oct 72 (Tur) 
{Orthodontic therapy in periodontology] Perkun 
Dishekim Derg 3:299-305, Jul 72 
[Tissue accumulation in orthodontic treatment] 
N. Dishekim Derg 3:519-23, Oct 72 (Tur) 
{The mechanism of the Fraenkel appliance 
investigated by of bone-microfluorescence] 
Strate FG, et 
Ortodoncia 90:212-20 contd, Nov 72 (Eng. —) 
¢ 


{Surgical-orthodontic treatment of impacted upper 
incisors] Kordit S, et al. 
Acta Stomatol Croat 6:214-9, 1971 (Eng. Abstr.) (Cro) 


ADVERSE EFFECTS 


A cephalometric study of Class II relapse. Herzberg R. 
Angle Orthod 43:112-8, Jan 73 
Temporomandibular pain-dysfunction and occlusal 
relationships. Roth RH. 

Angle Orthod 43:136-53, Apr 73 

Development and eruption of the mandibular third 
molar and its response to orthodontic therapy. Silling 
G. Angle Orthod 43:271-8, Jul 73 

Postretention status of maxillary incisors with 
root-end resorption. VonderAhe G. 

Angle Orthod 43:247-55, Jul 73 

A surgical orthodontic case. Fee NR, et al. 

3 Clin Orthod 6:635-9, Nov 72 

Observations on the clinical effects of orthoidontics on 
the periodontium. Tejedor S, et al. 

Periodont Abstr 20:93-101, Autumn 72 
Resorption of upper incisors following orthodontic 
treatment. Morse PH. 

Trans Br Soc Study Orthod 57:49-63, 1970-71 
Resorption of upper incisors following orthodontic 
treatment. Morse PH. 

Trans Br Soc Study Orthod 57:49-63, 1970-71 
[Orthodontic treatment and alveolo-dental trophic 
disorders} Cauhépé J, et al. 

Rev Stomatol Chir Maxillofac 73:429-33, Jul-Aug 72 
(Eng. Abstr.) (Fre) 
(Management of traumatic luxation or expulsion of 
teeth during orthodontic treatment, with special 
reference to reimplantation] Lorfeuvre GJ. 
Trans Eur Orthod Soc 481-6, 1971 (Fre) 
following orthodontic therapy] 
Weise 


{Some clinical errors in orthodontic 
MI. Stomatologiia (Mosk) 52:83-5, May-Jun 73 (Rus) 


INSTRUMENTATION 


Use of a parallelometer in stomatological practice. 
Shvarts SD. Biomed Eng (NY) 7:47-8, Jan-Feb 73 


Orthodontic movement and return of the root apex 
through the cortical plate in the macaca speciosa 
monkey. Wainwright WM. 

Am J 62:635-6, Dec 72 

Pure Begg and edgewise arch treatments: comparison 
of results. Venezia AJ. Angle Orthod 43:289-300, Jul 73 

The relation between orthodontic spring force and 
space closure. Crabb JJ, et al. 

Trans Br Soc Study Orthod 57:129-36, 1970-71 

The relation between orthodontic spring force and 
space closure. Crabb JJ, et al. 

Trans Br Soc Study Orthod 57:129-36, 1970-71 

[The Wurzburg headgear simulator--a teaching and 
study device for the analysis of extraoral forces) 
Richter F. 

Inf Orthod Kieferorthop 4:243-4 passim, Dec 72 (Ger) 


ORTHODONTICS, PREVENTIVE 


Interceptive orthodontics: indications and limitations. 
Dewel BF. Am J Orthod 62:530-2, Nov 72 
An evaluation of serial extraction among Navajo Indian 
children. Glauser RO. Am J Orthod 63:622-32, Jun 73 
Preventive orthodontics: early reduction of Class II, 
Division 1 malocclusion. Luedtke GL. 
Am J Orthod 63:18-29, Jan 73 
Interceptive orthodontics. Moskowitz H. 
Am J Orthod 63:200, Feb 73 
Invisible lower cuspid to cuspid retainer. Knierim RW. 
le Orthod 43:218-20, Apr 73 
“Tongue thrust” therapy: a position statement. Sisty 
NL. Dent Hyg (Chic) 47:176-7, May-Jun 73 
Space analysis in mixed dentition. Round BJ. 
Dent Stud 51:56-7 passim, 73 
Sixes and orthodontics. Clow I. 
Glasg Dent J 4:18-22, Spring 73 
The general practitioner and preventive orthodontics. 
Miura F. Int Dent J 23:289-91, Jun 73 
Precision castings in orthodontic retention. Bates DE. 
Int J Orthod 11:3-10, Mar 73 
Interceptive orthodontics. Ebrah AH. 
Iraqi Dent J 1:29-33, Sep 72 
Variability of leeway space. Nanda RS, et al. 
J Indian Dent Assoc 45:99-108, May 73 
How to avoid the problems in interceptive treatment. 
Wiebrecht AT. J Maxillofac Orthop 5:24-33, 1972 
Guiding occlusal development. Salzmann JA. 
NY J Dent 43:216-8, Aug-Sep 73 
Stomatological findings after operations of the 
maxillary sinus in childhood. Ulrich K, et al 
ORL 35:15-8, 1973 
Orthodontic and surgical observations on the removal 
of mandibular 3rd molars by lateral trepanation. 
Burgess PT, et al. 
Trans Br Soc Study Orthod 57:73-6, 1970-71 
Orthodontic and surgical observations on the removal 
of mandibular 3rd molars by lateral trepanation. 
Burgess PT, et al. 
Trans Br Soc Study Orthod 57:73-6, 1970-71 
[Preventive orthodontics: restoration of extensive 
tooth destruction and construction of fixed space 
retainers using prefabricated crowns} Demars C, et al. 
Rev Belge Med Dent 28:35-50, Jan 73 (Fre) 
[Orthodontic measures for prevention and therapy of 
Periodontal diseases] Witt E. 
Dtsch Zahnaerzt! Z 28:142, Feb 73 (Ger) 
{Surgical removal of tooth germ--a method for the 
prevention of crowding) Zuber A. 
Quintessenz 23:69-74, Jul 72 (Ger) 
[Conservative management of tooth eruption] Dahan J. 
Zahnaerzt! Prax 24:259-61, 18 May 73 (Ger) 
(The diagnosis of some orthodontic problems by the 
general practitioner] Charalampakes B, < al. 
Hell Stomatol Chron 16:161-70, Sep-Oct 72 
Abstr.) (Gre) 
(Prevention, interception and early therapy of 
malocclusions}) Braccesi MA. 
Mondo Odontostomatol 14:363-77, May-Jun 72 (Ita) 
{The significance of early diagnosis of occlusal 
ar one in the practice of school health officer] 
Gajda Z. 
Czas Stomatol 26:657-61, 1973 (Eng. Abstr.) (Pol) 
{Late results of prophylactic measures and early 
treatment in malocclusion] Lopatyfiska-Kawko J. 
Czas Stomatol 26:171-5, Feb 73 (Eng. Abstr.) (Pol) 
[Possibilities of spontaneous disappearance of 
malocclusion in children] Starzyfiska-Furmaniak E. 
Czas Stomatol 26:185-91, Feb 73 (Eng. Abstr.) (Pol) 
[Prevention of relapse in orthodontics with 
therapeutic extraction] Musitani C, et al. 
Rev Cire Argent Odontol 35:36-8, Oct 72 (Spa) 
[Preventive and interceptive orthodontics in general 
dental practice] Moreno Gonzalez JP. 
Rev Esp Estomatol 20:343-58, Sep-Oct 72 (Spa) 
[Preventive measures from the orthodontic point of 


view) Mickwitz E. 

Odontol Samf Fini Arsb 43-4, 1968-69 (Swe) 
{Local disturbances of eruption--look for 
supernumerary tooth germs and amalgam particles) 


Lind V. Tandlakartidningen 65:197-202, Feb 73 (Swe) 
[Why we are not practicing orthodontics} Yildirim E. 
Dentoral (Istambui) 4:191-7, Jul-Aug 72 (Tur) 


OSTEITIS DEFORMANS 


[Preventive retention after weed surgery for 
Prognathism}] Monti AE, et 
Ortodoncia 36:151-3, Nov 72 (Rag. Abstr.) (Mul) 


The impact of interproximal band thickness on 
treatment and retention. Cunat JJ. 
Am J Orthod 62:481-98, Nov 72 


ORTHOPEDIC FIXATION DEVICES 


Procedures in the mandible. 

Br J Oral Surg 10:220-2, ay y 72 

[Plate osteosynthesis in mandibular fractures] 
Niederdelimann H, et al. 
Dtsch Zahmaerzt! Z 28:638-9, May 73 (Ger) 
[Precision adaptation of osteosynthesis plates in the 
mandible with bone cement] Schilli W, et al. 
Dtsch Zahnaerztl Z 28:637-8, May 73 


OSLER-RENDU DISEASE see TELANGIECTASIA, 
HEREDITARY HEMORRHAGIC (C8, C9) 
OSSIFICATION, PATHOLOGIC 


Ossifying fibroma of mandible with a case report. 
Varma RK, et al. J Indian Dent Assoc 45:87-90, Apr 73 


DIAGNOSIS 


Fibrous dysplasia: a nosologic problem in the diagnosis 
of fibro-osseous lesions of the jaws. Eversole LR, et al. 
3 Oral Pathol 1:189-220, 1972 (380 ref.) 


OSSIFICATION, PHYSIOLOGIC 


The effect of physical treatment on the induction of 


guinea pigs. Bang 
Oral Pathol 123143. 
DRUG EFFECTS 


The effect of proteolytic enzymes on the induction of 
heterotopic bone formation by demineralized dentin 
in guinea pigs. Bang G, et al. 
3 Oral Pathol 1:221-30, 1 


RADIATION EFFECTS 


The effect of physical treatment on the induction of 
heterotopic bone — by demineralized dentin 
in guinea pigs. Bang et al. 

Oral Pathol 1: "1972 


OSTEITIS 


(2 cases of the coronoid process osteitis. Exceptional 
localization of mandibular osteitis) Delaire J, et al. 
Rev Stomatol Chir Maxillofac 74:29-33, Jan 73 (Eng. 
Abstr.) (Fre) 

(Residual osteitis and its complications) Schwarz E. 
Zahnaerzt! Prax 22:209-10, 15 Sep 71 (Ger) 


DRUG THERAPY 


(Treatment of periapical osteitis with a new multi-drug 
paste] Yulis Modak J, et al. 


Odontol Chil 20:29-33, Jul-Sep 72 (Spa) 
ETIOLOGY 
ostitis} G, et al. 
Zahnaerzt! Z 28:683-7, Jun 73 (Ger) 


(Postal furuncle complicated with phlegmon and facial 
osteitis] J, et al. 
Czas Stomatol 26:617-20, 1973 (Pol) 


PATHOLOGY 


of osseous conditions of 
the jaws] Grigor’ian 
(eek) 88:1. 1-7, Sep-Oct 73 (Eng. 


OSTEITIS DEFORMANS 


Paget’s disease. Case report. Perrige ML, et al. 
3 NJ Dent Assoc 44:32-3 passim, Spring 73 

Osteitis deformans of the maxilla: report of atypical 
case. Kirby JW, et al. J Oral Surg 31:64-70, Jan 73 


COMPLICATIONS 


{Facial peripheric hemispasm and a disease. 
Apropos of a case) Delaire J, et al. 
Chir Maxillofac T2:601-12, Doe (Bag. 


: STANDARDS 

| | 
— 
= 
: 
§-277 


OSTEITIS FIBROSA 


OSTEITIS FIBROSA CYSTICA 


{Preventive prosthetics for a patient with 
neurofibromatosa localisata Recklinghausen] 
Clamors J. Quintessenz 23:55-7, Sep 72 (Ger) 


OSTEITIS FIBROSA DISSEMINATA see under 
FIBROUS DYSPLASIA OF BONE (C3) 
OSTEOARTHRITIS 


Osteoarthrosis of the mandibular condyle. Toller PA. 
Br Dent J 134:223-31, 20 Mar 73 


ETIOLOGY 


Exostosis of the right coronoid process presenting as a 
painful temporo-mandibular joint. Report of a case. 
Smith NJ. Isr J Dent Med 21:127-9, Oct 72 


OSTEOBLASTS 
DRUG EFFECTS 


Bone cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 


OSTEOCLASTS 
DRUG EFFECTS 


— cell response to calcium active Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 


OSTEOGENESIS 


Induction of heterotopic bone formation by 
demineralized dentin in guinea pigs: antigenicity of 
the dentin matrix. Bang G. J Oral Pathol 1:172-85, 1972 

The effect of physical treatment on the induction of 
heterotopic bone formation by demineralized dentin 
in guinea pigs. Bang G, et al. 

3 Oral Pathol 1:231-43, 1972 

Experimental osteogenesis in periapical areas with 
decalcified allogeneic bone matrix. Narang R, et ai. 
Oral Surg 35:136-43, Jan 73 

(Growth of the face (general data and current aspects) ] 
Delaire J, et al. 

Rev Fr Odontostomatol 19:363-91, Sep-Oct 72 (Fre) 

(Rebuilding and decomposition of the alveolar bone] 
Frank RM. 

Inf Orthod Kieferorthop 4:134-49, May-Jul 72 (Ger) 

{Electron microscopic study of the osteogenic cells in 
alveolar bone of rat, with special reference to the 
localization of alkaline and acid phosphatase activity] 
Takahashi R. 

Shikwa Gakuho 72:21-57, Sep 72 (Eng. Abstr.) (Jap) 

— of fractures) Pereira DS Jr. 

Rev Bras Odontol 30:45-8, Mar-Apr 73 (Eng. a od 


Preliminary study of inhibitory effects of tetracyclines 
on membranous bone growth in rhesus monkeys. Yen 
PK, et al. J Dent Res 51:1651-7, Nov-Dec 72 

The effect of proteolytic enzymes on the induction of 
heterotopic bone formation by demineralized dentin 
in guinea pigs. Bang G, et al. 

3 Oral Pathol 1:221-30, 1972 

{Influence of tetracycline on the osteogenesis of rats 
during prenatal and postnatal periods] Hetem S. 
Rev Fac Odontol Aracatuba 2:33-40, 1973 (Eng. Abstr.) 

(Por) 


{Experimental comparison of the passage of 
tracyclines through the placenta and its subsequent 

in the dental tissues] Deborgarello 
TT 


Rev Odontol (Cordoba) 15:1-15, Jun 70 (Eng. Abstr.) 
pa 


RADIATION EFFECTS 
The effect of physical treatment on the induction of 
heterotopic bone formation by demineralized dentin 


in guinea pigs. Bang G, et al. 
a Oral Pathol 1:231-43, 1972 


OSTEOGENESIS IMPERFECTA 
*“DENTINOGENESIS IMPERFECTA (C16) 
Dtsch Stomatol 22:7049, Oct 72 (Eng. Abstr.) (Ger) 
OSTEOLOGY see under BONE AND BONES 
(A2, A10) 
OSTEOLYSIS see under BONE RESORPTION 
(C3, G1) 


S-278 


INDEX DENTAL LITERATURE 


OSTEOLYSIS, ESSENTIAL see under BONE 
DISEASES (C3) 
OSTEOMA 


Osteoma of the maxillary antrum. Leopard PJ. 
Br J Oral Surg 10:73-7, Jul 72 

Osteoma of the tongue. a. 
al. NY State Dent J 38:599-600, 

(Juvenile osteomelanoma] Civatte et 
Bull Soc Fr Dermatol Syphiligr 78:609-11, 1971 (Fre) 

[Spitz’s juvenile melanoma and osteoma] Pacot C, et al. 
Bull Soc Fr Dermatol Syphiligr 78:611-2, 1971 (Fre) 


DIAGNOSIS 
[Echography evaluation of the penetration of 
supramaxilla tumors into the orbit) Till P, et al. 
Monatsschr Ohrenbeilkd Laryngorhinol 106:442-8, Sep 
72 (Eng. Abstr.) (Ger) 
ETIOLOGY 
osteoma in Gardner’s syndrome] Subjak 
et 
Cesk Stomatol 73:177-9, 1973 (Eng. Abstr.) (Slo) 


PATHOLOGY 


The so-called diffuse osteomas of the jaws. A variant 
of fibrous dysplasia] Naddachina TA, et al. 

Stomatologiia (Mosk) 52:41-4, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


OSTEOMA, OSTEOID 


Benign fibro-osseous lesions of the jaws: a 
clinical-radiologic-histologic review of sixty-five 
cases. II. Benign fibro-osseous lesions — 
origin. Waldron et 

Oral Surg 35:340-50, Mar 


DIAGNOSIS 


[Diagnosis and treatment of tumors of the facial bones} 
Spiess! B, et al. 
Ther Umsch 29:664-8, Nov 72 (Eng. Abstr.) (Ger) 


OSTEOMYELITIS 


Periostitis ossificans. Perriman A, et al. 

Br J Oral Surg 10:211-6, Nov 72 

Garré’s osteomyelitis of the jaws: a review and report 
of two cases. Batcheldor GD Jr, et al. 

3 Am Dent Assoc 87:892-7, Oct 73 

Rare cause of osteomyelitis of the mandible: report of 
case. Newman CW, et al. 

J Am Dent Assoc 87:189-91, Jul 73 

Chronic sclerosing osteomyelitis of maxilla and 
mandible: review of the literature and report of case. 
Towns TM. J Oral Surg 30:903-5, Dec 72 
Osteomyelitis jaw. Sidhu SS, et al. 

Newsl Int Coll Dent [India] 9:1-4, Jun 72 
Bacteroides osteomyelitis of the mandible. A report of 
two cases. Leake DL. Oral Surg 34:585-8, Oct 72 
Chronic sclerosing nonsuppurative osteomyelitis. 
Turlington EG. 
Trans Congr Int Assoc Oral Surg 4:120-4, 1973 
(Residual osteitis and its complications] Schwarz E. 
Zahnaerzt! Prax 22:209-10, 15 Sep 71 (Ger) 
{Inflammatory processes in the jaw region) 
Zahnaerztl Prax 23:524-6, 6 Oct 72 (Ger) 
(Chronic sclerosing osteomyelitis] Araujo NS de, et al. 
potas Odontol Sao Paulo 10:5-12, Jan-Jun 72 pwned 
A 

[An experimental model of osteomyelitis of the 
mandible} Varshavskii AI. 

Stomatologiia (Mosk) 52:18-21, May-Jun 73 (Eng. 
Abstr.) (Rus) 


CHEMICALLY INDUCED 
Severe oral infection associated with prolonged steroid 


therapy. Report of a ee Moskow BS, et al. 
Oral Surg 34:590-602, Oct 72 

COMPLICATIONS 
Infections of the infra’ . el-Sheikh MM, et 


temporal space. 
al. Br J Oral Surg 10:189-92, Nov 72 
| of of the jaws in 
childhood] Znamenskii VI, et al. 
Stomatologiia (Mosk) 51:51-4, Nov-Dec 72 SS 
Abstr.) 


DIAGNOSIS 
Fibrous dysplasia: a nosologic problem in the 


diagnosis 
of fibro-osseous lesions of the jaws. Eversole LR, et al. 
J Oral Pathol 1:189-220, 1972 (380 ref.) 


DRUG THERAPY 


(The use of thyrocalcitonin in the complex therapy of 
chronic osteomyelitis of the mandible] Laitev PI, et 
al. Stomatclogiia (Mosk) 52:41-3, Sep-Oct 73 (Rus) 

(Microflora of traumatic non-gunshot osteomyelitis of 
the mandible and > sensitivity to antibiotics] 
Makienko MA, et 
Stomatologiia 52:80, May-Jun 73 (Rus) 

ETIOLOGY 

The transoral reduction of mandibular fractures. 
Rontal E, et al. Arch Otolaryngol 97:279-82, Mar 73 

A study of osteomyelitis following tooth extraction. 
Mainous EG. Usp Sovrem Biol 61:32-4, Apr 73 

[Posttraumatic mandibular osteomyelitis] Tetsch P, et 

al. 


Dtsch Zahnaerztl Z 27:895-900, 1972 (Eng. — 


PATHOLOGY 
of osseous conditions of 


the jaws) Grigor’ian AS 
(Mosk) 52: 1-7, Sep-Oct 73 (Eng. — 


SURGERY 


Spontaneous healing of a large osteomyelitic defect in 
the mandible: report of case. Silbermann M, et al. 
J Oral Surg 30:821-3, Nov 72 


THERAPY 


Use of hyperbaric oxygen in the treatment of 
refractory osteomyelitis: a preliminary report. 
Depenbusch FL, et al. J Trauma 12:807-12, Sep 72 

Current concepts in the treatment of acute and chronic 
osteomyelitis. Khosla VM. 

Trans Congr Int Assoc Oral Surg 4:116-9, 1973 

Hyperbaric oxygen as an adjunct to the treatment of 
chronic osteomyelitis of the mandible. Sippel HW, et 
al. Trams Congr Int Assoc Oral Surg 4:125-8, 1973 

(Therapy of acute opurulent a of the 
mandible] Stupecky J, et 
Cesk Stomatol 73:112-5, Mar a (Eng. Abstr.) (Cze) 


OSTEOPOIKILOSIS see under OSTEOSCLEROSIS 
(C3) 
OSTEOPOROSIS 
COMPLICATIONS 
(Alveolar osteoporosis and atrophy as a cause of 
Periodontal disease] Groen JJ. 
Ned Tijdschr Tandheelkd 79:409-15, Nov 72 Ss 
Abstr.) 
OCCURRENCE 
[Epidemiological studies on the relationship between 
Periodontal diseases and osteoporosis among the farm 
and fishing villagers in North-East Japan] Yamada F. 
J Dent Health (Tokyo) 22:197-202, Jun 72 (Eng. "a 


OSTEOSCLEROSIS 


Girkan Si, et 
Derg 3:399-402, Jul 72 (ane. Abstr.) (Ber? 


RADIOGRAPHY 
{Circumscribed osteosclerosis of jaw bones] 
Schénberger A. 
Czas Stomatol 26:715-21, 1973 (Eng. Abstr.) (Pol) 
OSTEOTOMY 


Correction of dento-alveolar deformity by anterior 


alveolar osteotomy. A case report. Gold R, et al. 
Bull Monmouth Ocean Cty Dent Soc 31:169 passim, 
Subtotal of the face. Gimenez 


A. surgical orthodontic case. Fee NR, et al. 


a Orthod 6:635-9, Nov 72 
Maxiiiary osteotomy--surgical orthodontics. Daniel HT, 


et al. J Ky Dent Assoc 24:13-7, Oct 72 


3 Maxillofac Surg 1:19-29, Mar 73 
The conjunctival approach to the orbital floor and 
maxilla in congenital malformation and trauma. 
Tessier P. J Maxillofac Surg 1:3-7, Mar 73 


? 
bimaxillary protrusion. Converse JM, et al. 
3 Maxillofac Surg 1:8-12, Mar 73 
: Results after midface-osteotomies. Freihofer HP Jr. 
B 3 Maxillofac Surg 1:30-6, Mar 73 
: Late reconstruction of large maxillary defects after 
tumor-resection. Obwegeser HL. 


INDEX DENTAL LITERATURE 


Correction of retrognathia by modified “C” osteotomy 
of the ramus and sagittal osteotomy of the mandibular 
body. Hayes PA. J Oral Surg 31:682-6, Sep 73 

The short lingual cut in the sagittal osteotomy. Simpson 
W. 3 Oral Surg 30:811-2, Nov 72 

Correction of maxillary protrusion with severe vertical 
dysplasia--a multidisciplinary approach. Tarsitano JJ, 
et al. J Oral Surg 31:675-81, Sep 73 

The Obwegeser osteotomy. Simpson W. 
Orthodontist 4:48-52, Autumn 72 

The mandibular sagittal split osteotomy--a clinical and 
cephalometric review. Cook RM, et al. 
Trans Congr Int Assoc Oral Surg 4:232-6, 1973 

Indications and technique of hemimaxillectomy for 
treatment of advanced malignancy of the 
Sammis FC Jr. 

Trans Congr Int Assoc Oral Surg 4:154-8, 1973 
Bilateral vertical osteotomy with notching for a butt 
joint of a retrognathic mandible. Smylski PT. 
Trans Congr Int Assoc Oral Surg 4:237-41, 1973 
{Partial jaw resection in central giant cell granulomas) 
Mehnert H, et al. Zahnaerzt!l Prax 23:433-4, 18 Aug 72 
[Experiences with vertical osteotomy in the maxiila] 

Wunderer S 
Zahn Mund Kieferheilkd 59:5-12, Jul 72 
tr.) (Ger 

{Surgical correction of alveolar malposition] Zisser 

tr.) (Ger 

{Comparative studies on the regeneration of 
periodontal tissue following accidental injuries and 
osteotomy of the alveolar process] Schmitz R, et al. 
Dtsch Zahnaerzt! Z 28:219-23, Feb 73 (Eng. Abstr.) 

(Ger) 

[The effect of hemimandibulectomy on the remaining 
temporomandibular joint] Schneider HR, et al. 
Schweiz Monatsschr Zahnheilkd 83:82-8, 1973 (Eng. 
Abstr.) (Ger) 

{Alloplastic reconstruction of the chin in bird face by 
intraosseous anchorage of plastic implants] Spreter 
von Kreudenstein. 

Zahnaerztl Prax 22:37-8, 15 Feb 71 (Ger) 

[Prosthetic rehabilitation after total resection of the 
maxilla] Cavallazzi C. 

Mondo Odontostomatol 14:766-74, Sep-Oct 72 (Eng. 
Abstr.) (Ita) 
[Stereological studies of vascularization phenomena. 9. 
The healing process of bone defect following 
experimental mandibular osteotomy in Macacus 

cynomolgos}] Hashimoto T. 
Jap J Oral Surg 18:416-26, 1972 (Jap) 

[Surgical correction of mandibular prognathism by the 
sagittal osteotomy of the ascending ramus) Takahashi 
S, et al. Jap J Oral Surg 17:528-38, 1971 (Jap) 

[L-shaped osteotomy, performed for prognathism and 
right displacement with open bite of mandible) Min B, 
et al. 

3 Korean Dent Assoc 10:373-7, Jun 72 (Eng. Abstr.) 
(Kor) 

[Z-shaped sliding osteotomy for advancing mandible in 
micrognathia] Min B, et al. 

3 Korean Dent Assoc 10:$70-€3 passim, Jun 72 (Eng. 
Abstr.) (Kor 

(Universal internal immediate mandibular 
Rezende JR de. 

Rev Fac Odontol Sao Paulo aimee 
Abstr.) 


Parotid fistula: a complication of mandibular 
osteotomy. Goldberg MH, et al. 

3 Oral Surg 31:207-8, Mar 73 

Skeletal relapse during inte fixation. 
MeNeill RW, et al. J Oral Surg 31:212-27, Mar. 73 
A simple method for the avoidance of relapse in 
mandibular osteotomy. Prowler JR. 

Trans Congr Int Assoc Oral Surg 4:242-5, 1973 


INSTRUMENTATION 


A retractor for use in intraoral osteotomies. Donohue 
WB. J Oral Surg 30:900, Dec 72 
Mandibular osteotomy angle analyser. Johansson CE, et 
al. Sven Tandlak Tidskr 64:551-7, Aug 71 


OTORHINOLARYNGOLOGIC 
DISEASES 
DIAGNOSIS 
{Cooperation of dentist and ENT physician in facial 
neuralgia} Gruner R. 
Zahnaerztl Mitt 63:72-8, 16 Jan 73 
OTORHINOLARYNGOLOGY 
see also related 


OTORHINOLARYNGOLOGIC DISEASES 
(C5, C11) 


(Ger) 


Ex ? Laskin 


pertise or expertease DM. 
3 Oral Surg 31:583, Aug 73 


OVARIAN NEOPLASMS 


An unusual dental variant of ovarian teratoma. Report 
of a case. Pullon PA, et al. Oral Surg 34:800-5, Nov 72 


PATHOLOGY 


(Quantitative and qualitative ultrastructural 
on dental enamel in dermoid teratoma and its relation 
to hypomineralization] Kung YS. 
—_ Zahn Mund Kieferheilkd 59:227-34, Oct 72 = 
r.) 


OVARY 


see also related 
CASTRATION (E4) 


PHYSIOLOGY 


Influence of age, ovariectomy and 
submandibular-su sialoadenectomy on 
submandibular gland metabolism in sexually mature 
and immature female rats. Boyko J, et al. 
Arch Oral Biol 17:1021-8, Jul 72 


OWNERSHIP 


Ownership of the dental-medical building. Sarner H. 
CAL 36:2-4, Feb 73 


OXALATES 
METABOLISM 


Oral manifestations in primary hyperoxaluria and 
oxalosis. Report of a case. Glass RT. 
Oral Surg 35:502-9, Apr 73 


OXAZOLIDIN see OX YPHENBUTAZONE (D6) 


OXIDATION-REDUCTION 


[Effect of the oxidation condition of alloy on the 
quality of porcelain-metal bonding) Caitucoli F, et al. 
Rev Odontostomatol Midi Fr 30:120-9, 1972 (Fre) 

OXIDOREDUCTASES 

ANALYSIS 

Histochemical localization of selected dehydrogenases 
in frozen sections of human dental plaque. Gibson 
WA, et al. Arch Oral Biol 18:929-32, Jul 73 

Histochemical demonstration of various 
dehydrogenases in human carious dentine. Larmas M. 
Arch Oral Biol 17:1143-53, Aug 72 

Subcellular distribution of NADH cytochrome c 
reductase in rat gingiva. Fine AS, et al. 

J Dent Res 52:387, Mar-Apr 73 

Ultrastructural variations in 

dimethylethylenediamine (BED) oxidase localization 

in rat liver and parotid gland with variation in length 
of fixation. Shannon WA Jr, et al. 

J Histochem Cytochem 20:1024-30, Dec 72 


Enzymatic studies of the dental pulp in dogs. Il. 
Succinate dehydrogenase, 6-ph 

dehydrogenase, NADH 2 tetrazolium reductase, 
and phosphorylases. Olkowski 

et 

Folia Histochem Cytochem (Krakow) 11:51-7, 1973 
Deficiency of coenzyme Q in gingiva of patients with 
Periodontal disease. Nakamura R, et al. 

Int J Vitam Nutr Res 43:84-92, 1973 
[Histochemical studies of the dehydrogenase on the 
ony tissues of alloxan diabetic rats] Kawai M. 

Aichi Gakuin J Dent Sci 10:286-318, Mar 73 (Eng. 

Abstr.) (Jap) 


OXYCEL see under HEMOSTATICS (D7) 

OXYCEPHALY see under CRANIOSYNOSTOSES 
(C3, C16) 

OXYGEN 


Nitrogen narcosis during a 14-day continuous exposure 
FSW (4 ATA). Elcombe DD, et 

Aerosp Med 44:864-9, Jul 73 

Oxygen tensions in the human oral cavity. Eskow RN, et 
al. Arch Oral Biol 16:1127-8, Sep 71 
Investigation of oxygen exchange in human paranasal 
sinuses with a small P 02 -electrode. Aust R, et al. 
Ups J Med Sci 77:208-12, 1972 


ANALYSIS 
(Le Petit’s electrochemical measurement of oxygen 


PAIN 


partial pressure in the healthy gingiva using Andreas’ 
and Legler’s microcuvette] Gerber A, et al. 
Dtsch Zahn Mund Kieferheilkd 60:98-104, Feb 73 (Eng. 


Abstr.) (Ger) 
THERAPEUTIC USE 
{A clinical study of ozone-oxygen therapy in 


Periodontal diseases report)]) 

Daskalakes D. 

Odontiatrike 222-4, May-Jun 72 (Eng. Abstr.) (Gre) 
(Experience in use of oxygen in complex therapy of 

periodontal diseases} Danchenko AN. 

Stomatologiia (Mosk) 52:81-2, Jul-Aug 73 (Rus) 


OXYGEN CONSUMPTION 


Relation of body mass to respiration in rodent incisor 
pulp. Fisher AK. J Dent Res 52:127-30, Jan-Feb 73 

(Determination of in gingival 
tissues. I] Tartaro 


Arch Stomatol Jan-Mar 71 

Abstr.) (Ita 
DRUG EFFECTS 

Respiration of homogenates and crude mitochondrial 
fractions of bovine attached gingiva. Rosett T, et al. 
Arch Oral Biol 17:1543-50, Nov 72 

OXYGENATION, HYPERBARIC see HYPERBARIC 
OXYGENATION (E2) 

OXYPHENBUTAZONE 


ADMINISTRATION & DOSAGE 


(Use of oxyphenbutazone 
Chir Dent Fr 42:54-5, 6 


THERAPEUTIC USE 


(Tandearil R in dentistry) Buznego RL. 
Bol Inf Dent (Madr) 32:55-9, Mar 72 


OXYTETRACYCLINE 


PHARMACODYNAMICS 


in dentistry] Debono G. 
Dec 72 (Fre) 
(Spa) 


(Microhardness of dentine and enamel of rat incisors 
awith tetracycline complex] Antalovské Z, et al. 
Cesk Stomatol 73:209-13, 1973 (Eng. Abstr.) (Cze) 

[Biological activity of oxytetracycline in a mixture with 
Ca(OH) 2 in experiments in the pulp of bovine tooth] 
Heroldova L, et al. 

Cesk Stomatol 73:155-63, 1973 (Eng. 


Abstr.) (Cze) 

OXYTOCINASE see under AMINOPEPTIDASES 
(D9) 

OZONE 


THERAPEUTIC USE 


{A clinical study of ozone-oxygen therapy in 
periodontal “alseases (preliminary report)) 
Daskalakes 


Odontiatrike 222-4, May-Jun 72 (Eng. Abstr.) (Gre) 
PACEMAKER, ARTIFICIAL 


Possible electromagnetic interference with cardiac 
pacemakers from dental! induction casting machines 
and electrosurgical devices. Council on Dental 
Materials and Devices. J Am Dent Assoc 86:426, Feb 73 

[Dental surgery in patients with implanted pacemaker } 
Meisel HH, et al. 

Dtsch Zahnaerztl Z 28:370-3, Feb 73 (Eng. Abstr.) 
(Ger) 
PACHYDERMA ORALIS see under MOUTH 
DISEASES (C4) 

PACINIAN CORPUSCLES see under 
MECHANORECEPTORS (A8) 

PACKAGING, DRUG see under DRUG 
CONTAINERS AND CLOSURES (E5, J) 

PAGET’S DISEASE OF BONE see OSTEITIS 

DEFORMANS (C3) 

PAIN 


see also related 
ANALGESIA (E3) 


8-279 


| 


PAIN 


Diagnosis of chronic maxillofacial pain. Alling CC 3d, et 
al. Ala J Med Sci 10:71-82, Jan 73 
In-vitro observations on fluid flow through human 
dentine caused by pain-producing stimuli. Horiuchi H, 
et al. Arch Oral Biol 18:275-94, Feb 73 
Chest pain of dental origin. A case report. Rood JP. 
Br Dent J 133:110, 1 Aug 72 
Pain, conditioning and schizokinesis. Gantt WH. 
Cond Reflex 8:63-6, Apr-Jun 73 
A general review of the study of pain. Likeman PR. 
Edinb Dent Hosp Gaz 12:9-13, Summer 72 
Hyperpolarization of trigeminal primary afferents 
evoked by stimulation of lumbar sympathetic trunk 
and peripheral nerves. Young RF, et al. 
Exp Neurol 38:64-9, Jan 73 
Dental findings in a case of indifference-to-pain 
syndrome. Soni NN, et al. 
J Dent Child 39:436-9, Nov-Dec 72 
Electro-acupuncture and pain threshold. Andersson 
SA, et al. Lancet 2:564, 8 Sep 73 
Electro-acupuncture and pain threshold. Mumford J, et 
al. Lancet 2:667, 22 Sep 73 
Apical fenestration. A cause for “oe Post 
endodontic pain. Spasser HF, et al. 
NY State Dent J 39:25-6, Jan 73 
Psychological studies of patients with mandibular pain 
dysfunction syndrome. 2. Tolerance for 
experimentally induced pain. Molin C, et al. 
Sven Tandlak Tidskr 66:15-23, Jan 73 
{Mechanism and therapy of pain] Laborit G. 
Rev Belge Med Dent 27:157-70, Mar 72 (Fre) 
{Dentin and dental pulp sensitivity] Miranda Y, et al. 
Rev Fr Odontostomatol 19:131-7 passim, Mar-Apr 72 
(Fre) 


{Pain as seen by a neurosurgeon] Paillas JE. 
Rev Fr Odontostomatol 19:123-9 passim, Mar-Apr 72 


(Fre) 
{Neurobiological basis of pain in odontology] 
Boutonnet P. 
Rev Odontostomatol Midi Fr 30:3-23, 1972 (Fre) 
[Styloid apophysis pain] Muselli JC, et al. 
Rev Odontostomatol Midi Fr 29:250-60, 1971 (Fre) 
[Injection pain and syringe pressure--experimental 
study on injection technic] Wissner F. 
Dtsch Zahnaerztl Z 28:362-4, Feb 73 (Eng. Abstr.) 


(Ger) 
(Circadian spontaneous variations of pain sensitivity of 
teeth] Hildebrandt G, et al. 
ZWR 82:176-9, 25 Feb 73 (Ger) 
[Different degrees of pain in the area of teeth and ee 
Ahlberg T. 
Odontol Foren Tidskr 37:95-100, May 73 (Swe) 


Pain problems of significance in the head and face, 
some of which often are misdiagnosed. Jannetta PJ. 
Curr Probl Surg 47-53, Feb 73 


DRUG THERAPY 


The effect of Nivemycin on pain and swelling following 
lower third molar removal. MacGregor AJ, et al. 
Br J Oral Surg 10:321-5, Mar 73 

Control of pain and infection. Holroyd SV. 
Dent Clin North Am _ 17:417-27, Jul 73 

Local anaesthesia in the reduction of Colles’ fracture. 
Dinley RJ, et al. Injury 4:345-6, May 73 

Apernyl as alveolar inlay in connection with the 
removal of impacted third molars of the lower jaw. A 
clinical double blind investigation of 100 patients. 
Kjellman O. Sven Tandlak Tidskr 66:197-200, Mar 73 


ETIOLOGY 


experimental bruxism man. Christensen LV. 
Arch Oral Biol 16: 1021-3 31, Sep 71 

Pain in multiple sclerosis. Aring CD. 

JAMA 223:547, 29 Jan 73 

[Participation of the 2d branch of the trigeminal nerve 
and the glossopharyngeal nerve pharyngalgia] 
Taniguchi N, et al. 

3 Otolaryngol Jap 75:1060-1, Oct 72 (Jap) 
{A case of multiple exostoses accompanied with 
contact pain pre by jut of bony fragments] 
Hasegawa A, al. 

Odontology crekye) 61:318-22, Jun 73 (Jap) 
{A survey of the symptomatology of a series of 299 
patients with ctomatognathic dysfunction] Carlsson 
GE, et al. Sven Tandlak Tidskr 64:889-99, Dec 71 (Swe) 


PREVENTION & CONTROL 


An evaluation of the analgesic activity of meperidine 
and fentanyl. Allen GD, et al. 

Anesth Prog 20:72-5, May-Jun 73 

An integrated pain and anxiety control curriculum. 
Jastak JT, et al. 

Anesth Prog 19:159-61 passim, Nov-Dec 72 

An unappreciated aspect of prevention. Pace LF. 
Anesth Prog 20:46-7, Mar-Apr 73 

Why sedation? Main DM. Apex 7:27-8, Jan 73 


S-280 


INDEX DENTAL LITERATURE 


Control of pain and infection. wy SV. 
Dent Clin North Am 17:417-27, Jul 

Emergencies and complications from a 
modalities. Trieger N. 

Dent Clin North Am 17:429-42, Jul 73 

Support of research in pain control: a position paper. 
Council on Dental Research. 

3 Am Dent Assoc 86:1048, May 73 

Use of sedation-analgesia in general dentistry. Van 
Alstine RS, et al. J Can Dent Assoc 39:476-7, Jul 73 

Educational aspects of pain control. res JA. 
3 NJ Dent Assoc 44:10-1, Spring 73 

Progress in pain control. Laskin DM. 

3 Oral Surg 31:423, Jun 73 

Choosing an analgesic medium. Langa H. 

NY J Dent 43:219-22, Aug-Sep 73 

Dentistry’s new approach to pain. Schanche 
DA. Va Dent J 50:7-14, Apr 

{Control of fear in dental eal Nelemans FA. 
Ned Tijdschr Tandheelkd 80:203-11, Jun 73 9 
Abstr.) 

(Pain and its therapy in dentistry} Letrancols Ret al 

Dentoscope 5:24-9, Jul-Aug 72 (Fre) 


SURGERY 


Results of stereotaxic thalamotomy for pain. Sugita K, 
et al. Confin Neurol 34:265-74, 1972 

Treatment of pain due to malignancy in the head and 
neck. Jannetta PJ, et al. Curr Probl Surg 43-7, Feb 73 

Surgical management of pain in cancer of the head and 
neck. Mullan S. Surg Clin North Am 53:203-10, Feb 73 


THERAPY 


The pain clinic. Swerdlow M. 

Br J Clin Pract 26:403-7, Sep 72 

Relieving pain in the terminally ill. Swerdlow M. 
Geriatrics 28:100-3, Jul 73 

[Application of a new roentgenographic technic of the 
foramen ovale in pain clinics] Kimura K, et al. 
Jap J Anesthesiol 21:683-4, Jul 72 (Eng. Abstr.) (Jap) 


PAINTINGS see under ART (K) 
PALATAL EXPANSION TECHNIC 


Rapid correction of Class 3 malocclusion by midpalatal 
expansion. Biederman W. Am J Orthod 63:47-55, Jan 73 
Asimple technique for correction of bilateral maxillary 
dental constriction in the primary and mixed 
dentitions. Wickwire NA. 

Dent Clin North Am 17:151-9, Jan 73 

Rapid palatal expansion cases. Sain JA. 

J Clin Orthod 7:493-8 passim, Aug 73 

An orthodontic case--unilateral expansion treatment. 
Poldy JJ. J Dent Assoc Thai 22:39-41, Mar-Apr 72 
Surgical technique in clefts of the lip and palate. 
Matthews D. J Ir Dent Assoc 18:255-64, Nov-Dec 72 
Removable orthodontic appliances in general practice. 
Binder RE. J NJ Dent Assoc 44:21-3 passim, Fall 72 
Contemporary surgical techniques in orofacial 
reconstruction. Stuebner EA, et al. 
Otolaryngol Clin North Am 5:603-29, Oct 72 
Facial orthopedics. Wertz R, et al. 

Proc Found Orthod Res 247-54, 1971 
Modifications of the Andresen-Haup! activator. 3. 
Schienbein H. Quintessence Int 4:57-64, Aug 73 
Modification of the Andresen-Haupl activator. II. 
Schienbein H. Quintessence Int 4:67-74, Jul 73 


Hammaslaak Toim 68:105-9, 1972 

Possibilities and limitations of Kinetor bimaxillary 

appliance. Stockfisch H. 

Trans Eur Orthod Soc 317-28, 1971 

{Improvement of basic oral functions during 

orthodontic treatment for cleft palate by means of 

prosthesis} Nikolov B. 

Stomatologiia (Sofiia) 462-4, Nov-Dec 72 (Eng. —) 
(Bul) 


[Simplified method for rapid intermaxillary 
disjunction] Chateau M. 

Orthod Fr 42:285-9, 1971 (Fre) 
(Modifications of Andresen and Haupl activators. 3] 
Schienbein H. Quintessenz 23:97-104, Sep 72 (Ger) 
(Orthodontics. Special therapy] Schmeil F. 
Zahntechnik (Berl) 13:317-21, Jul 72 


(Ger) 
(Orthodontics. Special therapy] Schmeil F. 


Zahntechnik (Berl) 13:265-6, Jun 72 (Ger) 
(Fan expanding screws) Pagani. 
Zahntechnik (Zur) 29:339-42, Jul-Aug 71 (Ger) 


(The Schwarz expansion plate and its modifications. I. 
Plate use in general] Schienbein H. 
Zahntechnik (Zur) 29:351-62, Jul-Aug 71 (Ger) 
[The Schwarz expansion plate and its modifications. II. 
Modifications of the Schwarz expansion plate] 
Schienbein H. 

Zahntechnik (Zur) 29:437-53, Sep-Oct 71 (Ger) 
(Construction of the activator] Schienbein H. 
Zahntechnik (Zur) 30:401-15, Sep-Oct 72 (Ger) 
(Schwarz expansion plate and its modification] 
Marburg HS. Dent Cadmos 40:1139-84, Aug 72 (Ita) 


expansion methods] Takagi H, et al. 
J Jap Orthod Boe 31: 1266-79, Jun 72 (Eng. Abstr.) (Jap) 


An histological investigation into the effects of rapid 
tissues. Timms DJ, 

Trans Eur Orthod pod 8-71, 1971 


INSTRUMENTATION 


How to treat nosebleed. Barga JL. 

Am Fam Physician 8:66-73, Aug 73 

A new and simple palate splitting device. Cohen M, et 
al. J Clin Orthod 7:368-9, Jun 73 


PALATAL NEOPLASMS 


Mixed salivary gland tumor of the palate in a child. 
Buehrle R, et al. Arch Otolaryngol 96:163-4, Aug 72 
Metastatic carcinoma of the hand. Fragiadakis EG, et al. 
Hand 4:268-72, Oct 72 
Chemodectoma of larynx. Zachariah KJ, et al. 
J Laryngol Otol 86:1213-8, Dec 72 
Verrucous carcinoma of the palate: report of case. 
Cardo VA Jr, et al. J Oral Surg 31:61-3, Jan 73 
Primary malignant melanoma of the hard palate: report 
of case. Fejerskov O, et al. J Oral Surg 31:53-5, Jan 73 
(Malignant tumors of the ethmoido-maxillary massif. 
—- of 237 cases)}] Bourguet J, et al. 
ologie 17:241-9, Jul-Aug 72 (Fre) 
(Mixed tumors of the buccal cavity] Lachard J, et > 
Rev Stomatol Chir Maxillofac 73:216-7, Apr- May 72 
(Eng. Abstr.) (Fre) 
(Malignant tumors in otorhinolaryngology. 3. 
Malignoma of the tonsils] Kup W, et al. 
Arch Geschwulstforsch 39:348-66, 1972 (Eng. ——) 


(Salivary gland tumors of the palate] Kriiger E, et al. 
— Kiefer Gesichtschir 15:49-56, 1972 (Eng. 
bstr.) (Ger) 
(Camateas and therapeutic aspects of salivary gland 
tumors of the palate] Schiile H. 
Fortschr Kiefer Gesichtschir 15:65-9, 1972 (Eng. 
Abstr.) (Ger) 
[Kaposig sarcoma with yw pericardial 
ae Conte G, 


(ita 
[On olfactory esthesioneuroepithelioma] Miclutia 
Otorinolaringologie 17:375-8, Sep-Oct 72 (Eng. _— 


{Palatal lipoma] Di Carlo al. 
Rev Odontol (Cordoba) 6: ie Jan-Jun 71 (Eng. 
Abstr.) (Spa) 
[Bilateral leiomyoma in the hard palate) Brizuela AF, et 
al. Trib Odontol (B Aires) 56:274-6, Oct-Dec 72 (Spa) 


COMPLICATIONS 


Neurofibromatosis associated with malignant 
neurofibromas. Knight WA 3d, et al. 

Arch Dermatol 107:747-50, May ‘* 
(Carcinomas in mixed palatal tumors] Kristen K, et al. 
oa Kiefer Gesichtschir 15:103-6, 1972 ox 


DIAGNOSIS 


Salivary gland disorders. II. Salivary tumors. Schwartz 
AE, et al. NY State J Med 73:439-47, 1 Feb 73 
What’s your diagnosis? Adenocystic carcinoma. Verbin 
RS, et al. Odontol Bull 53:12, Mar 73 
Historical mixed tumor of the soft palate? (Or mixed 
tumor of the pharyngeal extension of the parotid 
gland)j] Mazauric FX, et al. 

3 Fr Otorhinolaryngol 21:515-7, Jun 72 (Fre) 
[Diagnosis of malignant tumors of the 
otorhinolaryngologic area by radioisotopes: diagnosis 
of tumor tissues using semi-conductor detector] 
Kubota T, et al. 

J Otolaryngol Jap 75:1077-8, Oct 72 


DRUG THERAPY 


(Jap) 


Effects of bleomycin on human and experimental 
squamous carcinoma. Michaels L, et al 
J Pathol 109:315-21, Apr 73 
Bleomycin in advanced squamous-cell carcinoma of 
head and neck. Grey P, et al. 
Med J Aust 2:246-9, 29 Jul 72 

ETIOLOGY 
The etiology and pathogenesis of oral cancer. 
Osterkamp RW, et al. CA 23:28-32, Jan-Feb 73 
Nicotine stomatitis and its relation to carcinoma of the 
hard palate in reverse smokers of chuttas. Ramulu C, 
et al. J Dent Res 52:711-8, Jul-Aug 73 
Lymphoepithelioma after long-term tetracycline for 
acne. Sadoff L, et al. Lancet 1:675, 24 Mar 73 


| 


INDEX DENTAL LITERATURE 


Oral carcinoma in the first three decades of life. 
Ramanathan K. Med J Malaya 27:20-6, Sep 72 
Frequency of oral precancerous conditions in 407 
Malaysians--with correlation to oral habits. 
Ramanathan K, et al. Med J Malaysia 27:173-81, Mar 73 
{Cancer in situ and microinvasive cancer of the oral 
cavity. Morphological and statistical studies) 
Brocheriou C, et al. 
Pathol Microbiol (Basel) 39:214-21, 1973 (Eng. Abstr.) 
(Fre) 


PATHOLOGY 


Histological malignancy grading of squamous cell 
carcinoma of the palate. Eneroth CM, et al. 
Acta Otolaryngol (Stockh) 75:293-5, Apr 73 
Cryotherapy of intraoral leukoplakia. Sako K, et al. 
Am J Surg 124:482-4, Oct 72 

Surgical treatment of invasive angiofibroma. 

GM, et al. Arch Otolaryngol 96:312-8, Oct 72 
Myoepithelioma of the palate. Histochemical and 
ultrastructural observations. Kahn LB, et al. 
Arch Pathol 95:209-12, Mar 73 

Small cell (oat cell) carcinoma of minor salivary gland 
origin. Koss LG, et al. Cancer 30:737-41, Sep 72 
Tumors of minor salivary origin. A clinicopathologic 
study of 492 cases. Spiro RH, et al. 

Cancer 31:117-29, Jan 73 

Oral carcinoma in the first three decades of life. 
Ramanathan K. Med J Malaya 27:20-6, Sep 72 
Incidence and causes of local failure of irradiation in 
squamous cell carcinoma of the faucial arch, tonsillar 
fossa and base of the tongue. Gelinas M, et al. 
Radiology 108:383-7, Aug 73 

[Palatal neoplasms of salivary origin (10 cases) Carlier 
G, et al. Acta Stomatol Belg 69:257-80, 1972 (Fre) 
{Muco-epidermoid tumors of the parotid gland and oral 
cavity. Apropos of 33 cases. Anatomo-clinical and 
histochemical study] Micheau C, et al. 

Ann Anat Pathol (Paris) 17:59-71, Jan-Mar 72 4 
Abstr.) (Fre 

melanosis. Ota’s nevus] cuartin 


Arch Ophtalmol (Paris) 33:19-28, Jan 73 (Eng. Abstr.) 
(Fre) 


RADIOGRAPHY 


The hard palate. Potter GD. 
Am J Roentgenol Radium Ther Nucl Med 118:415-9, 


Jun 73 

Medical radiography with fast neutrons. Bewley DK, et 
al. Br J Radiol 46:24-9, Jan 73 

Cartilaginous tumours of the head and neck. Jones HM. 
3 Laryngol Otol 87:135-51, Feb 73 


RADIOTHERAPY 


Radiotherapy of advanced carcinoma of the 
oropharyngeal region under hyperbaric oxygenation. 
An interim report. Chang CH, et al. 

Am J Roentgenol Radium Ther Nucl Med 117:509-16, 
Mar 73 

Permanent implants in the management of head and 
neck cancer by radiotherapy. Seydel HG, et al. 
Am J Roentgenol Radium Ther Nucl Med 117:565-74, 
Mar 73 


Pre-irradiation tattooing. Baluyot ST Jr, et al. 
Arch Otolaryngol 96:151-3, Aug 72 

Medical radiography with fast neutrons. Bewley DK, et 
al. Br J Radiol 46:24-9, Jan 73 

Salivary gland disorders. II. Salivary tumors. Schwartz 
AE, et al. NY State J Med 73:439-47, 1 Feb 73 

Incidence and causes of local failure of irradiation in 
squamous cell carcinoma of the faucial arch, tonsillar 
fossa and base of the tongue. Gelinas M, et al. 
Radiology 108:383-7, Aug 73 

Management of cervical nodes, either fixed or bilateral, 
from squamous cell carcinoma of the oral cavity and 
faucial arch. Votava C Jr, et al. 
Radiology 105:417-20, Nov 72 

[Radiation therapy for cancer of the mucous membrane 
of the oral cavity) Bal’sevich Sla. 
Med Radiol (Mosk) 17:10-5, Jul 72 (Eng. Abstr.) (Rus) 

[Dose calculations for gamma-teletherapy of tumors of 
the oral cavity using an analog computer] Bal’sevich 
SIa, et al. 
Med Radiol (Mosk) 18:36-43, Jan 73 (Eng. — 


SURGERY 


Pre-irradiation tattooing. Baluyot ST Jr, et al. 
Arch Otolaryngol 96:151-3, Aug 72 

Mixed salivary gland tumor of the palate in a child. 
Buehrle R, et al. Arch Otolaryngol 96:163-4, Aug 72 

Cryosurgery for recurrent carcinoma of the oral cavity. 
Chandler JR. Arch Otolaryngol 97:319-21, Apr 73 

The hole and I. Br J Oral Surg 10:235-7, Nov 72 

Reconstructive of the oral cavity and 
following extensive in head and neck 


regions. Hiranandani LH. 

J Laryngol Otol 86:991-1030, Oct 72 

Salivary gland disorders. II. Salivary tumors. Schwartz 
AE, et al. NY State J Med 73:439-47, 1 
Reconstruction of the oral cavity. Myers 
Otolaryngol Clin North Am 5: 
[Sonagraphic study of nasality in cases of palato 
insufficiency] Dillenschneider E, et al. 

3 Fr Otorhinolaryngol 22:201-2, Mar 73 (Fre) 
Historical mixed tumor of the soft palate? (Or mixed 
tumor of the pharyngeal extension of the parotid 
gland)) Mazauric FX, et al. 

3 Fr Otorhinolaryngol 21:515-7, Jun 72 (Fre) 
(Results of cylindroma therapy] Schettler D. 
Fortschr Kiefer Gesichtschir 15:84-9, 1972 = 
Abstr.) (Ger 
({Lymphangioma cavernosum palati molli et 
Sylwanowicz L, et al. 
Otolaryngol Pol 26:467-9, 1972 (Pol) 


THERAPY 


Cryotherapy of intraoral ae. Sako K, et al. 
Am J Surg 124:482-4, Oct 

Pre-irradiation tattooing. enone ST Jr, et al. 
Arch Otolaryngol 96:151-3, Aug 72 

Squamous cell carcinoma of the head and neck. Duvall 
AJ 3d, et al. Minn Med 56:480-91, Jun 73 
Salivary gland disorders. II. Salivary tumors. Schwartz 
AE, et al. NY State J Med 73:439-47, 1 Feb 73 
Management of cervical nodes, either fixed or bilateral, 
from squamous cell carcinoma of the oral cavity and 
faucial arch. Votava C Jr, et al. 

Radiology 105:417-20, Nov 72 


PALATE 


Snoring and presbyacusis. Prazi¢ M. 
Acta Otolaryngol (Stockh) 75:216-9, Feb-Mar 73 
A surgical approach to intractable vasomotor rhinitis. 
Nahum AM. Am Fam Physician 6:70-1, Jul 72 
Comparison of three levels of a mixture of 
sulfadimethoxine and ormetoprim for prevention of 
fowl cholera in turkeys exposed via the palatine 
sinuses. Olson LD, et al. Avian Dis 16:687-91, Jul-Sep 72 
Rehabilitation of speech in cases of palato-pharyngeal 
paresis with the aid of an obturator prosthesis. Wedin 
S. Br J Disord Commun 7:117-30, Oct 72 
Oral form discrimination in individuals with normal and 
cleft palates. Andrews JR. 
Cleft Palate J 10:92-8, Jan 73 
Teflon pharyngoplasty in velopharyngeal 
closure. Benveniste RJ, et al. 
Cleve Clin Q 40:93-5, Summer 73 
Electron cytochemical demonstration of sulfhydryl 
groups in keratohyalin granules and in the peripheral 
envelope of cornified cells. Jessen H. 
Histochemie 33:15-29, 1973 
Distribution of immunoglobulins in palatine and 
pharyngeal tonsils. Ishikawa T, et al. 
Int Arch Allergy Appl Immunol 43:801-12, 1972 
The palatine tonsils of the pig--an afferent route to the 
lymphoid tissue. Williams DM, et al. 
3 Amat 113:131-7, Oct 72 
Normal and abnormal palatal development. Fitzgerald 
M. J Ir Dent Assoc 18:241-7, Nov-Dec 72 
we on a cathepsin-like enzyme in human palatine 
tonsil. Sasaki Y. Kobe J Med Sci 18:169-78, Sep 72 
Large median palatal cyst. ee MB. 
Oral Surg 36:606-7, Oct 
Chlorhexidine as a BR. disinfectant in the 
treatment of denture stomatitis. Budtz-Jérgensen E, 
et al. Scand J Dent Res 80:457-64 
A useful variant of the Movat pentachrome I stain. 
Clifford C, et al. Staim Technol 48:151-2, Jul 73 
Amyloidosis of the head and neck. Johner CH, et al. 
Trans Am Acad Ophthalmol Otolaryngol 76:1354-5, 
Sep-Oct 72 
(Sarcoidosis: cutaneomucous form] Beurey J, et al. 
Bull Soc Fr Dermatol Syphiligr 79:187, 1972 (Fre) 
(The voice in velar insufficiency] Morgon A. 
3 Fr Otorhinolaryngol 20:511-4, Mar 71 (Fre) 
[Inclination of the nasopalatine duct on the basis of the 
skull and its evolution in mammals] Allard J. 
Orthod Fr 42:355-71, 1971 (Eng. Abstr.) (Fre) 
[Taste disorders at the soft palate in faciai paralysis) 
Rollin H. HNO 21:19-20, Jan 73 (Eng. Abstr.) (Ger) 
(Case of tinnitus due palatal myoclonus] Gryczyfiska D. 
Otolaryngol Pol 26:593-6, 1972 (Pol) 
{Clinico-morphological characteristics of palatine 
abscess} Biberman IaM, et al. 
Stomatologiia (Mosk) 52: 112-3, Mar-Apr 73 (Rus) 
(Changes in the secretion of the hard palate glands in 
Persons using removable dentures} Ivanova NS. 
Stomatologiia (Mosk) 52:97-8, Sep-Oct 73 (Rus) 


ABNORMALITIES 
Bovine congenital defects: arthrogryposis and 


associated defects in calves. Greene HJ, et al. 
Res 34:887-91, Jul 73 


Otolaryngol 
Hereditary aspects of the etiology of the oral tori. 


PALATE 


(Literature review). Allord JC. 

Chron Omaha Dist Dent Soc 36:71-2, Nov 72 

A simple examination for pituitary hypofunction. 

Heimansohn H. 

3 Indiana State Dent Assoc 52:32, Jan 73 

A new syndrome with hypotonia, obesity, mental 

deficiency, and facial, oral, ocular, and limb 

anomalies. Cohen MM Jr, et al. 

3 Pediatr 83:280-4, Aug 73 

Surgery of the canine pharynx and larynx. Baker GJ. 

3 Small Anim Pract 13:505-13, Sep 72 

Oligodontia, taurodontia, and sparse hair growth--a 

syndrome. Moller KT, et al. 

3 Speech Hear Disord 38:268-71, May 73 

An unusual craniobuccal defect in two neonatal lambs. 

Dennis SM. Vet Rec 92:110-1, 3 Feb 73 

= congenitally short palate] Cornelissen MW. 
ed Tijdschr Geneeskd 116:1483-4, 12 Aug 72 (Dut) 

of on pregnant mice. I. Morphological 

aspects] Caujolle F, et al. 

C R Soc Biol (Paris) 166:952-8, 1972 (Fre) 

(Teratogenic effect of dexamethasone phosphate 

directly injected into the amniotic fluid] Clavert A, et 

al. C R Soc Biol (Paris) 165:2428-30, 1971 (Fre) 

(Partial trisomy 10 due to hereditary translocation 

t(1;10)(q44;q22)] Laurent C, et al. 

Humangenetik 18:321-7, 1973 (Eng. Abstr.) ~- 


[Voice disorders} Dinville C. 
3 Fr Otorhinolaryngol 20:525-7, Mar 71 
{A mixed form of Sturge-Weber and 
Klippel-Trenaunay disease) Quattrini A, al. 
Riv Neurobiol 17:415-26, Jul-Dec 71 (Eng. Abots.) ) (ita) 
(2 cases treated by expansion methods] Takagi H, et al. 
J Jap Orthod Soc 31:266-79, Jun 72 (Eng. Abstr.) (Jap) 
[Incidence of torus palatinus and mandibularis) 
Tamaki ST, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 8:153-64, 
Jul-Dec 71 (Eng. Abstr.) (Por) 


ANALYSIS 


(Fre) 


Identification of plasma proteins in the palate of fetal 
mice. Gustine DL, et al. Teratology 6:143-52, Oct 72 


ANATOMY & HISTOLOGY 


On the asymmetry of the hard human palate. 

HadiZiselimovié H, et al. 

Acta Amat (Basel) 83:42-9, 1972 

Hair growth in oral cavity. Jayaraj AP. 

Acta Anat (Basel) 83:367-71, 1972 

The relationship between facial protrusion and root 

length in the dentition of baboons. Siegel MI. 

Acta Amat (Basel) 83:17-29, 1972 

Oral pigmentation of marmosets. Dummett CO, et al. 

Am J Vet Res 33:2051-8, Oct 72 

Anatomical! observations in the soft palate of the albino 

rat. Cleaton-Jones P. Amat Anz 131:419-24, 1972 

Nasopharyngeal stenosis following tonsillectomy and 

adenoidectomy. Report of six cases and their repair. 

McDonald TJ, et al. Arch Otolaryngol 98:38-41, Jul 73 

Normal and cleft palate anatomy. Dickson DR. 

Cleft Palate J 9:280-93, Oct 72 

Histology of the premaxillary=vomerine suture in a 

bilateral cleft case. Friede H. 

Cleft Palate J 10:14-22, Jan 73 

A histochemical study of amines in palatal tissue from 

normal and glycosuric mice. Frewin DB, et al. 

Histochem J 5:29-35, Jan 73 

Keratinized squamous epithelium of normal and 

wounded palatal mucosa in guinea pigs. A light and 

electron microscopical investigation. Fejerskov O. 

J Periodont Res 11:Suppl 11:1-80, 1973 

Speech patterns of edentulous patients and 

morphology of the palate in relation to phonetics. 

Tanaka H. J Prosthet Dent 29:16-28, Jan 73 

The modification of velar movement. Moller KT, et al. 

J Speech Hear Disord 38:323-34, Aug 73 

Growth and spatial changes in the arch form in bilateral 

cleft lip and palate patients. Harding RL, et al. 

Plast Reconstr Surg 50:591-9, Dec 72 

(Anthropometric characteristics of hard palate among 

Bulgarians} Jordanov J. 

(Sofiia) 54:100-4, Mar-Apr 72 

r.) (Bul 

(On the variability of Urogale everetti] Angst R, ri 

Folia Primatol (Basel) 15:148-58, 1971 (Eng. Abstr.) 
Ger 


¢ 
(Morphological characteristics of the palate and the 
oral cavity] Tzatscheva L, et al. 
Verh Amat Ges 66:525-7, 1971 (Eng. Abstr.) (Ger) 
(Morphological characteristics of the palate and oral 
cavity] Tzatecheva L, et al. 
Verh Amat Ges 66:525-7, 1971 (Eng. Abstr.) (Ger) 
(Distribution and number of salivary glands in the hard 
and soft palate] Paulsen K, et al. 
Z Anat Entwicklungsgesch 139:195-205, 20 Mar 73 
(Eng. Abstr.) (Ger) 
(Studies on the relations between natural teeth and the 
palatal ridge pattern) Fuhr K, et al. 
ZWR 82:598-604, 25 Jun 73 (Ger) 
(Elastic fibers of the human palatal mucous membrane] 


S-281 


OCCURRENCE 
Velopharyngeal insufficiency after adenoidectomy. 


PALATE 


Kurozumi S, et al. 
3 Otolaryngol Jap 75:1127, Oct 72 


BLOOD SUPPLY 


The maxillary artery: normal arteriographic anatomy. 
Allen WE 3d, et al. 
Radium Ther Nucl Med 118:517-27, 
Sandwich pushback and lateral pharyngoplasty. 
Bennett JP. Br J Plast Surg 26:16-9, Jan 73 
{Human fetal sanguiferous microvascularization of the 
palatal mucosa] Fiamminghi L, et al. 
Ateneo Parmense [Acta Biomed] 42:79-96, Mar-Apr 71 
(Eng. Abstr.) (Ita) 


(Jap) 


CYTOLOGY 


Electron microscopic observations on cell coat and 
membrane-coating granules of the epithelium of the 
hard and soft palate in the rat. Hayward AF. 
Arch Oral Biol 18:67-75, Jan 73 

Histological and ultrastructural observations on the 
keratinizing epithelia of the palate of the rat. 
Hayward AF, et al. Arch Oral Biol 18:1041-57, Aug 73 

A histochemical study of amines in palatal tissue from 
normal and glycosuric mice. Frewin DB, et al. 
Histochem J 5: 29-35, Jan 73 

An i technique for observing the 
binding of concanavalin A to frozen tissue sections. 
Pratt RM Jr, et al. 

J Histochem Cytochem 21:229-32, Mar 73 

The use of colchicine for the assessment of mitotic 
activity in rat oral epithelium. Karring T, et al. 
Scand J Dent Res 80:474-85, 1972 

[Dendritic celis in the pigmented squamous epithelium 
of the dog hard palate] Schnorr B. 

Berl Munch Tieraerzt! Wochenschr 85:474-6, 15 Dec 72 
(Eng. Abstr.) (Ger) 

[Bone structure in the region of the human maxilla] 
Lautenbach E. ZWR 81:1121-31, 15 Dec 72 (Ger) 

[Protective effect of hydrostatic pressure on plant and 
animal cells and on cell models during heat damage] 
NI, et al. 

Dokl Akad Nauk SSSR 211:461-4, 11 Jul 73 (Rus) 

(Change in the heat resistance of ciliated epithelium of 
frog palate caused by short-term maintenance of 
isolated tissue in Ringer solution] Chmshkian I[uG. 
Tsitologiia 14:1420-4, Nov 72 (Eng. Abstr.) (Rus) 


DRUG EFFECTS 
R dations concerning the use of bacterial 
collagenase for isolating collagen-associated 
molecules from tissues. Benya P, et al. 
Anal Biochem 53:313-6, May 73 
Inhibition of palatal fusion in vitro by -2-thienylalanine. 
Baird G, et al. Teratology 7:37-47, Feb 73 


EMBRYOLOGY 


The course of palate closure in embryos of different 
mouse strains. Dostél M, et al. 
Acta Chir Plast (Praha) 15:23-8, 1973 

Palatal closure in the mouse as demonstrated in frozen 
sections. Greene RM, et al. 
Am J Anat 137:477-82, Aug 73 

Alterations in the epithelial surface of A-Jax mouse 
palatal shelves prior to and during palatal fusion: a 
scanning electron microscopic study. Waterman RE, 
et al. Amat Rec 176:361-75, Jul 73 

A radioautographic study of deoxyribonucleic acid 
synthesis in embryonic rat palatal shelf epithelium 
with reference to the concept of programmed cell 
death. Hudson CD, et al. Arch Oral Biol 18:77-84, Jan 73 

Fine structure of midline epithelium of the developing 
palate. Jaques RW. 
Chron Omaha Dist Dent Soc 36:132-3, Jan 73 

Invagination of human palatal epithelium prior to 
contact. Mato M, et al. Cleft Palate J 9:325-40, Oct 72 

Morphogenesis of cleft palate induced by exogenous 
factors. V. Quantitative study of the process of palatal 
closure in different straints of mice. Dostdl M, et al. 
Folia Morphol (Praha) 20:362-74, 1972 

An i technique for observing the 
binding of concanavalin A to frozen tissue sections. 
Pratt RM Jr, et al. 
= Histochem Cytochem 21:229-32, Mar 73 

Palatogenesis in hamster. II. Ultrastructural 
observations on the closure of palate. Chaudhry AP, et 
al. J Morphol 139:329-50, Mar 73 

A possible genesis for cleft palate formation. Smiley 
GR. Plast Reconstr Surg 50:390-4, Oct 72 

Glucocorticoid inhibition of RNA synthesis and the 
critical period for cleft palate induction in inbred 
mice. Andrew FD, et al. Teratology 7:167-75, Apr 72 

Glucocorticoid inhibition of RNA synthesis and the 
critical period for cleft palate induction in inbred 
mice. Andrew FD, et al. Teratology 7:167-75, Apr 73 

Identification of plasma proteins in the palate of fetal 
mice. Gustine DL, et al. Teratology 6:143-52, Oct 72 

Cleft palate formation: a role for pyridoxine in the 
closure of the secondary palate in mice. Miller TJ. 
Teratology 6:351-6, Dec 72 


S-282 


Experimental first-trimester amniocentesis in 
nonhuman primates. Poswillo D. 

Teratology 6:227-34, Oct 72 

{Cranial development of mousebirds (Coliidae, 
Coliiformes, Aves). IV. Development of 
osteocranium] A. 

Morphol Jahrb 118:553-69, 1972 


ENZYMOLOGY 


Aati 


ions concerning the use of bacterial 
collagenase for isolating collagen-associated 


73 
Lingual lipase and its role in the digestion of dietary 
lipid. Hamosh M, et al. J Clin Invest 52:88-95, Jan 73 


Age factor and the pattern of change in craniofacial 
structures. Israel H. 
Am J Phys Anthropol 39:111-28, Jul 73 
:Palatal growth rates in Macaca nemestrina and Papio 
cynocephalus. Swindler DR, et al. 
Am J Phys Anthropol 38:83-91, Jan 73 
Alterations in the epithelial surface of A-Jax mouse 
Palatal shelves prior to and during palatal fusion: a 
scanning electron microscopic study. Waterman RE, 
et al. Amat Rec 176:361-75, Jul 73 
Maturation of the speech mechanism. Fletcher SG. 
Folia Phoniatr (Basel) 25:161-72, 1973 
Inhibition of palatal fusion in vitro by -2-thienylalanine. 
Baird G, et al. Teratology 7:37-47, Feb 73 
(Craniovisceral growth changes in siaload ctomi 
young rats) Teixeira D, et al. 
Rev Bras Pesqui Med Biol 6:149-57, May-Aug 73 ss 


Abstr.) 
IMMUNOLOGY 


An immunofluorescent technique for observing the 
binding of concanavalin A to frozen tissue sections. 
Pratt RM Jr, et al. 

3 Histochem Cytochem 21:229-32, Mar 73 
Immune adherence pol keratinized human oral 
mucosa and human se T, et al. 
Scand J Dent Res *79:31.9, 1971 


Penetrating of the parapharyngeal space. 
Shanon E, et al. Arch Otolaryngol 96:256-9, Sep 72 
The fate of exposed bone. Walker DH. 
Reconstr Surg Traumatol 13:141-58, 1972 


INNERVATION 


A surgical approach to intractable vasomotor rhinitis. 
Nahum AM. Am Fam Physician 6:70-1, Jul 72 
Oral reflexes elicited by mechanical stimulation of 
Palatal mucosa in the cat. Thexton AJ. 

Arch Oral Biol 18:971-80, Aug 73 

Symptomatic elongated styloid. Bhatia ML. 

Arch Otolaryngol 97:429, May 73 


The effect of cortisone on collagen synthesis in the 
secondary palate of mice. = 
Arch Oral Biol 17:1699-703, Dec 


Digestion 8:110-9, 1973 
Glucocorticoid inhibition of RNA synthesis and the 
critical period for cleft palate induction in inbred 
mice. Andrew FD, et al. Teratology 7:167-75, Apr 72 
Glucocorticoid inhibition of RNA synthesis and the 
critical period for cleft palate induction in inbred 
mice. Andrew FD, et al. Teratology 7:167-75, Apr 73 
Identification of plasma proteins in the palate of fetal 
mice. Gustine DL, et al. Teratology 6:143-52, Oct 72 


MICROBIOLOGY 


Ecology of human oral 


Van Houte J, et al. 
Infect Immun 6:723-9, 


Nov 72 
PATHOLOGY 


Aplasia of the first and second branchial arches. Black 
FO, et al. Arch ol 98:124-8, Aug 73 
Lymphoid hyperplasia in the oral mucosa. Adkins KF. 
Aust Dent J 18:38-40, Feb 73 

Tumors of minor salivary origin. A clinicopathologic 
study of 492 cases. Spiro RH, et al. 

Cancer 31:117-29, Jan 73 

The cytological response of palatal mucosa to dentures. 
McMillan DR. Dent Pract Dent Rec 22:302-4, Apr 72 
Significance of cleft palate induced by chemicals in the 
rat and mouse. Posner HS. 

Food Cosmet Toxicol 10:839-55, Dec 72 

A histochemical study of amines in palatal tissue from 
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normal and glycosuric mice. Frewin DB, et al. 
Histochem J 5:29-35, Jan 73 

Incisive canal cyst. History and clinical findings. 
Scholle RH, et al. Ill Dent J 42:454-6, Jul 73 
Oral histoplasmosis in India. Joshi KR, et al. 
J Laryngol Otol 87:165-70, Feb 73 


Onderstepoort J Vet Res 39:181-3, "Sep 72 
Palatal biopsy as a diagnostic aid in the study of 
connective tissue bud L, 


larynx. 
Proc R Soc Med 65:619-24, Jul 72 
{Leukokeratosis of the palate in a non-smoker. A case 
report] Sewerin IB. 
Tandlaegebladet 77:340-3, Mar 73 (Eng. Abstr.) (Dan) 
[Histochemical detection of glycogen and RNA in 
inflammatory hyperplasia of the palatal mucosa] 
Philipp J, et al. 
Arq Cent Estud Fac Odontol (Belo Horiz) 9:179-86, 
Jan-Dec 72 (Eng. Abstr.) (Por) 


Skolnick ML, et al. Cleft Palate J 10:286-305, Jul 73 
Oral physiotherapy of the tongue and palate: 
relationship to plaque control. Jacobson SE, et al. 
J Am Dent Assoc 87:134-9, Jul 73 
The modification of velar movement. Moller KT, et al. 
3 Speech Hear Disord 38:323-34, Aug 73 
Velopharyngeal function: some important differences. 
Peterson SJ. J Speech Hear Disord 38:89-97, Feb 73 
The clinical use of the Taub oral panendoscope in the 
observation of velopharyngeal function. Willis CR, et 
al. J Speech Hear Disord 37:495-502, Nov 72 
‘orward coarticulation of velar movement at marked 


The use of electropalatography in phonetic research. 

Hardcastle WJ. Phonetica 25:197-215, 1972 

(Sonagraphic study of nasality in cases of palatovelar 

insufficiency] Dillenschneider E, et al. 

3 Fr Otorhinolaryngol 22:201-2, Mar 73 (Fre) 
gusta 


Arch Klin Exp Ohren Nasen Kehikopfhetikd 204:71-80, 
30 Apr 73 (Eng. Abstr.) (Ger) 
(Electric gustatory thresholds of the tongue and the 
soft palate. II. Influence of age, sex and smoking 
habits) Rollin H. 
Arch Klin Exp Ohren Nasen Kehikopfheilkd 204: > 
30 Apr 73 (Eng. Abstr.) (Ger 
[Movement of the soft palate in articulation 
(fiberscopic observation)] Ushijima T, et al. 
J Otolaryngol Jap 75:1134-5, Oct 72 (Jap) 
(Change in the heat resistance of ciliated = 
frog palate caused by short-term ae samy 
isolated tissue in Ringer solution] Chmshkian I 
Tsitologiia 14:1420-4, Nov 72 (Eng. Abstr.) ‘(nae 


PHYSIOPATHOLOGY 


Palatal myoclonus associated with abnormal ocular and 
extremity movements. A polygraphic study. 
Tahmoush AJ, et al. Arch Neurol 27:431-40, Nov 72 

Unilateral objective tinnitus. A case and a cure. Quarry 
JG. Arch Otolaryngol 96:252-3, Sep 72 

Palatal lift and speech therapy for velopharyngeal 
incompetence. Kerman PC, et al. 

Arch Phys Med Rehabil 54:271-6, Jun 73 

Postdiphtheretic ly (a study of 136 cases). 
Thomas K, et al Pediatr 9:561-5, Oct 72 

The fasctal planes relatd to the postnasal space and the 

Postnasal 


Peterson SJ. J Speech Hear Disord 38:89-97, Feb 73 
The clinical use of the Taub oral panendoscope in the 
observation of velopharyngeal function. Willis CR, et 
al. J Speech Hear Disord 37:495-502, Nov 72 
] Morgon A. 

Fr Otorhinolaryngol 20:511-4, Mar 71 (Fre) 
Palatal and ocular myocionia. 
Polygraphic during and sleep] 
Michel D, et 


Rev Thaeteotnentinees 44:113-24, Jan-Feb 72 (Fre) 
RADIATION EFFECTS 
(Morphologic rat oral cavity mucous membrane 
following 


epithelium ultraviolet irradiation 
at different ages] Fedorova LV. 


Olfactory neuroblastoma. Sabeti H, et al. 
3 Laryngol Otol 87:507-12, May 73 
a, Rhinocerebral phycomycosis (mucormycosis). Stephan 
; fF T, et al. Laryngoscope 83:173-8, Feb 73 
_ Clinical foot-and-mouth disease in the African buffalo 
GROWTH & DEVELOPMENT 
PHYSIOLOGY 
A cephalometric investigation of velar stretch. 
Simpson RK, et al. Cleft Palate J 9:341-51, Oct 72 
Fa junctural boundaries. Mclean M. 
’ 3 Speech Hear Res 16:286-96, Jun 73 
METABOLISM 
os 
Histochemical studies on human mucous secreting 
aan glands in the soft palate, uvula and esophagus. 
J Otolaryngol Soc Aust 3:375-8, 1972 
Acoustic impedance measurement in the study of 
patients with spasmodic dysphonia. McCall GN. 
: J Speech Hear Disord 38:250-5, May 73 
Velopharyngeal function: some important differences. 
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The hard palate. Potter GD. 
Radium Ther Nucl Med 118:415-9, 
un 

Palatography. “A study of velo-pharyngeal closure”. 

Kamdar KN, et al. Australas Radiol 17:26-31, Mar 73 

Computer-assisted measurement system for x-ray films 

of the vocal tract. Mermelstein P, et al. 

3 Speech Hear Res 16:282-5, Jun 73 

{Radiographic examination of the pterygopalatine 

fossa and canal] Bryc S. 

Pol Przeg! Radiol 36:699-702, Nov-Dec 72 (Eng. Abstr.) 
(Pol) 


SURGERY 


Nasopharyngeal stenosis foll tonsillectomy and 
adenoidectomy. Report of six cases and their repair. 
McDonald TJ, et al. Arch Otolaryngol 98:38-41, Jul 73 

Sandwich pushback and lateral pharyngoplasty. 
Bennett JP. Br J Plast Surg 26:16-9, Jan 73 

Eearly pulp changes following reduction of open bite by 
segmental surgery. Poswillo DE. 

Int J Oral Surg 1:87-97, 1972 

The transpalatal approach for Vidian neurectomy in 

— rhinitis. Mostafa HM, et al. 
Laryngol Otol 87:773-80, Aug 73 

oana treatment of juvenile nasopharyngeal 
angiofibroma. Jafek BW, et al. 
Laryngoscope 83:707-20, May 73 

Patients’ refusal of surgery after innovar 
premedication. Briggs RM, et al. 

Plast Reconstr Surg 51:158-61, Feb 73 

» et » 

Ann Chir Plast 17:267-74, 1972 (Eng. Abstr.) (Fre) 

[A means of indirect —— of palatopharyngeal 
closure] Tytar’ GM, et 
Zh Ushn Nos Gorl Bolezn 31:85-7, Nov-Dec 71 (Rus) 


TRANSPLANTATION 


Mandibuular vestibuloplasty with a free graft of the 
mucoperiosteal layer from the hard palate. Morgan 
LR, et al. Plast Reconstr Surg 51:359-63, Apr 73 
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PALEODONTOLOGY 


Molar occlusion in the ape-man (Australopith 
Wallace JA. Am J Orthod 63:606-9, Jun 73 
The dating of Lantian man and his significance for 
analyzing trends in human evolution. Aigner JS, et al. 
Am J Phys Anthropol 39:97-109, Jul 73 
Affinities of the Swartkrans 847 hominid cranium. 
Clarke RJ, et al. 

Am J Phys Anthropol 37:319-25, Nov 72 

Diet and attrition in the Natufians. Smith P. 
Am J Phys Anthropol 37:233-8, Sep 72 

An interesting asymmetry in a mediaeval skull. 
Crawford JF. Br Dent J 134:488-90, 5 Jun 73 
The dentition in a group of mediaeval Scottish children. 
Lunt DA. Br Dent J 132:443-6, 6 Jun 72 
Some morbid skeletal changes in Anglo-Saxons. Miles 
AE. Br Dent J 133:309-11, 3 Oct 72 

Evolution of dentitions: an exhibit. Miles AE. 
Br Dent J 134:251-5, 20 Mar 73 

Evolution of the canid brain. Radinsky L. 
Brain Behav Evol 7:169-202, 1973 

Prisms and tubules in multituberculate enamel. Fosse 
G, et al. Calcif Tissue Res 11:133-50, 19 Feb 73 
Odontometric comparisons between 

premolars and molars of different ethnic groups. 
Lavelle CL. Hum Biol 45:123-35, May 73 
Farrell E. 
3 Am Dent Assoc 86:553-62, Mar 

A study on the size of permanent teeth, shovel shaped 
incisors and paramolar tubercle in Thai 
Srisopark SS. J Dent Assoc Thai 22:199-205, Sep Oct 73 
Incidence and distribution of alveolar bony dehiscence 
and fenestration in dry human Egyptian jaws. 
Abdelmalek RG, et al. J Periodontol 44:586-8, Sep 73 
Incidence of cervical enamel projections and its 
relationship to furcation involvement in Egyptian 
skulls. Bissada NF, et al. J Periodontol 44:583-5, Sep 73 
Trends in the evolution of primate mastication. Hiemae 
K, et al. Nature (Lond) 240:486-7, 22 Dec 72 
Further evidence of lower pleistocene hominids from 
East Rudolf, North Kenya, 1972. Leakey RE. 
Nature 242:170-3, 16 Mar 73 

The bearing of East Rudolf fossils on early hominid 
systematics. Robinson JT. 

Nature (Lond) 240:239-40, 24 Nov 72 
Discoveries of late Pleistocene man at Kow Swamp, 
Australia. Thorne AG, et al. 

Nature (Lond) 238:316-9, 11 Aug 72 

On the supposed “Kenyapithecus africanus” mandible. 
Zwell M. Nature (Lond) 240:236-9, 24 Nov 72 


*Sans teeth’: changes in oral tissues with advancing age. 

Miles AE. Proc R Soc Med 65:801-6, Sep 72 

[Phylogenesis of a mammalian dentition] Jansen van 

Rensburg BG. 

3 Dent Assoc 8 Afr 27:425-34, Nov 72 (Eng. Abstr.) 
(Afr) 


[Observations on a tooth of the Villefruche fossile 
primate of Saint-Vallier (Drome)] Martin R. 
Ann Odontostomatol (Lyon) 29:31-7, Jan-Feb 72 (Fre) 

(The dentition of Slavs living in Libice from the 9th to 
the middle of the 11th century] Cechova L, et al. 
Bull Group Int Rech Sci Stomatol 15:217-31, Jul-Oct 72 
(Eng. Abstr.) (Fre) 

(The maxillo-dental system in neolithic man during the 
bronze age in France: notes and statistics} Maytie A. 
Bull Group Int Rech Sci Stomatol 15:329-49, Jul-Oct 72 
(Eng. Abstr.) (Fre) 

(Dental caries in relation to age and sex in neolithic 
France) Maytie A. Inf Dent 54:4006, 26 Oct 72 (Fre) 

{Evolution and dysmorphoses}] Vaugeois M. 


Orthod Fr 42:307-14, 1971 (Fre) 
{When teeth tell a story ..] Brabant H. 
Trams Eur Orthod Soc 53-9, 1971 * (Fre) 
(Dental treatment in prehistoric times] 

Dent Dienst 24:36-7, Oct 72 (Ger) 


[Structural and analytical results of changes 

in dentin and dental enamel in findings of the 11th and 

12th century. 2) Ry J, et al. 

Dtsch Zahnaerst! Z 28:322-8, Feb 73 (Eng. oe 
(Ger 


(The man of past ages--a robust natural fellow? The 
stone age knew ill teeth and their therapy too) Friese 
F. Zahnaerzti Mitt 63:629-32 contd, 1 Jul 73 (Ger) 

[Prehistorical man--a robust man of nature? Cranial 
trephining without anesthesia--tooth extractions with 
stone hammer and wood chisel--prehistorical 
medicine} Friese F. 

Zahnaerzt! Mitt 63:679-81 concil, 16 Jul 73 (Ger) 

[Inlays: cosmetic ideal in old Mexico] Miinch J. 


Zahnaerztl Prax 24:397, Aug 73 (Ger) 
(Two deciduous teeth from a Roman urn grave) Gétz I. 
ZWR 81:862-3 passim, 25 Sep 72 (Ger) 


[Dental condition of the Brazilian prehistoric so-called 
Man” and the “Lagoa Santa Man”] Bobbio 


Stomatol Prat 24:11-24, Jan-Feb 73 
{Anthrolpological studies of the Indian 

Presence and eruption of the 3d molar teeth) 

Minemura R. 

Shikwa Gakuho 73:1067-74, Jun 73 (Eng. Abstr.) (Jap) 
(Dental caries in man in the stone age} Inashuili MA. 

Stomatologiia (Mosk) 52:80-1, Sep-Oct 73 (Rus) 
(Our Mayan colleagues —~ practiced dentistry in 

the year 900] Olsson 

Odontol Foren Tidskr 37: 101-2 passim, May 73 (Swe) 


PALEOPATHOLOGY 


(The man of past ages--a robust natural fellow? The 
stone age knew ill teeth and their therapy too] Friese 
F. Zahnaerztl Mitt 63:629-32 contd, 1 Jul 73 (Ger) 


PALLADIUM 


(The combined use of gold- and silver-palladium alloys 
in prosthetics] Laetzsch E, et al. 

Zahntechnik (Berl) 13:431-5, Oct 72 (Ger) 
(Studies on dental palladium base 
(Dental materials used in the clinic of Tokyo Dental 

College. I. Casting ge alloy] Kanatake T. 

Shikwa Gakuho 73:169-75, Jan 73 (Jap) 
PALMISTRY see under HAND (Al, A2) 


PALPATION 


Palpation: a diagnostic aid. Zach GA. 
3 Acad Gen Dent 21:46-7, Jul-Aug 73 


PAMPHLETS 


A shopper’s guide to dentistry. 
3 Am Dent Assoc 86:727, Apr 73 


PANCREAS 


Phospholipids in rat pancreas tissue in vitro. 
Murakami H. J Nihon Univ Sch Dent 15:19-26, Mar 73 


PANCREATIC CYSTIC FIBROSIS see CYSTIC 
FIBROSIS (C4, C5, C16) 


PARAFFIN 


PANCREATITIS 


COMPLICATIONS 


3 Ga Dent Assoc 46:14-6, Winter 73 
PANCREOZYMIN 
PHARMACODYNAMICS 


Effect hd carbamylicholine and 
on the incorporation of 32P into 
vnospholinide in rat pancreas tissue in vitro. 
Murakami H. J Nihon Univ Sch Dent 15:19-26, Mar 73 


PANGAMIC ACID see under VITAMIN B COMPLEX 
(D11) 
PANIC see under FEAR (F1) 
PANTOTHENIC ACID 
THERAPEUTIC USE 


Management of nasal atrophy. Mokhtar M, et al. 
a Egypt Med Assoc 54:847-9, 1971 


PAPAIN 
PHARMACODYNAMICS 


Alterations in craniofacial morphogenesis induced by 
parenterally administered An experimental 
study on the rat. M 
Suom Hammasiaak Toim Sr:suppi 3:3-96, 1971 


THERAPEUTIC USE 


[Clinical evaluation of Peridontone ointment for 
topical treatment of oral ~y erosions and small 
ulcerations] Nowakowska 
Czas Stomatol 26:357-61, Apr ‘n (Eng. Abstr.) (Pol) 


PAPILLOMA 


Inverted oral papilloma. Greer RO. 

Oral Surg 36:400-3, Sep 73 

Traumatic granuloma of the tongue. Snyder SR, et al. 
Oral Surg 36:397-400, Sep 73 

Papilloma of the oral mucosa. Harnisch H. 
Quintessence Int 3:19-20, Oct 72 

(Profuse conjunctival papillomatosis: nosologic 
relationship to profuse oral papillomatosis and the 
Buschke-Loewenstein syndrome] Bazex A, et al. 
Bull Soc Fr Dermatol Syphiligr 79:130-3, 1972 (Fre) 
{Oral florid papillomatosis] Moldenhauer E, et al. 
Dtsch Stomatol 23:45-51, Jan 73 (Eng. Abstr.) (Ger) 


DRUG THERAPY 
Antineoplastic effect of chlorpromazine in chemical 


Kai 
Z Haut Geschiechtskr 48:Suppl:1-3, 1 Jan 73 (Ger) 
ETIOLOGY 


The occurrence of a verruca vulgaris on an intraoral 
skin graft. A unique growth with significant 
implications. Hertz RS. Oral Surg 34:934-42, Dec 72 


PATHOLOGY 


Trichilemmoma. Analysis of 40 new cases. Brownstein 
MH, et al. Arch Dermatol 107:866-9, Jun 73 

(Ultrastructural study of oral papilloma of mechanical 
origin] 


Delacrétaz J, et al. 
Int J Dermatol 11:211-22, Oct-Dec 72 (Fre) 
VETERINARY 


Congenital equine papillomatosis. Schueler RL. 
3 Am Vet Med Assoc 162:640, 15 Apr 73 
(Canine oral ya? 1. Transmission and 
characterization of the virus] Konishi S, et al. 
Jap J Vet Sci 34:263-8, Oct 72 (Eng. Abstr.) (Jap) 


PARACETAMOL see ACETAMINOPHEN (D6) 
PARADENTIUM see PERIODONTIUM (A3) 
PARAFFIN 


of histological sections of paraffin 
embedded tissues. Brain EB. 
3 Dent Assoc S Afr 28:210-3, Apr 73 
Carnauba wax as a hardening agent for paraffin 


RADIOGRAPHY i 
Recurrent parotid sialolithiasis and chronic . 
carcinogenesis in the hamster cheek pouch. Polliack 
IMMUNOLOGY 
Immunologic nonidentity of parotid and pancreatic 
nucleases. Lundblad RL, et al. 
3 Dent Res 52:396, Mar-Apr 73 
METABOLISM 
Effect of pilocarpine, carbamylicholine and 
| 
embedding mixtures. Okamoto T, et al. 
Rev Fac Odontol Aracatuba 2:83-7, 1973 
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PARAGANGLIOMA, 


PARAGANGLIOMA, 
NONCHROMAFFIN 


(Chemodectoma of carotid 
tologtix 


AN, et 
al. Stoma 


Paraganglia] Dasaev 
(Mosk) 52:91-2, Sep-Oct 73 (Rus) 
PARAKERATOSIS see under KERATOSIS (C12) 


PARALYSIS 


Moebius’ (1st case described in Venezuela) ] 
Sandner 


Acta Saenan Venez 10:22-9, Apr 72 (Eng. Abstr.) 
(Spa) 


PARALYSIS AGITANS see PARKINSONISM (C10) 
PARANASAL SINUS NEOPLASMS 


Osteoma of the maxillary antrum. Leopard PJ. 
Br J Oral Surg 10:73-7, Jul 72 
Adenomatoid odontogenic tumor. Khin U, et al. 
3 Oral Surg 31:607-12, Aug 73 


PARANASAL SINUSES 
PHYSIOLOGY 


{The middle bone of the vascular-nerval canals in the 
paranasal sinuses. Confirmation of the Congdon-Van 
Gilse-Perovic law of pneumatization] Lotrié N. 
Stomatol Glas Srb 267-75, Aug-Oct 72 (Cro) 


[A case of a cyst in the paranasal sinus] Jarzebski J. 
Czas Stomatol 26:395-7, 1973 (Pol) 

{Photographic documentation of transillumination of 
the sinuses of the face, in normal and pathological 
cases--a study of its value for diagnosis and 
therapeutic control] Silva GP da, et al. 
Rev Assoc Paul Cir Dent 26:311-6, Nov-Dec 72 (Eng. 
Abstr.) (Por) 


PARAPLEGIA 


see also related 
THERMOGRAPHY (E1) 


Dental care for the patient with a spinal cord injury. 
Durnan JR, et al. J Am Dent Assoc 86:1318-21, Jun 73 


PARASITES 


(The parasite, cause of pyorrhea] Leger J. 
Inf Dent 55:28-32, 7 Jun 73 


PARASITICIDES see under ANTI-INFECTIVE 
AGENTS (D3) 
PARATHYROID GLANDS 
PHYSIOPATHOLOGY 
Liver citrate levels in parathyroidectomized rats fed 
toxic amounts of inorganic fluoride. Shearer TR. 
Arch Oral Biol 17:1629-32, Nov 72 
SURGERY 


[Effects of steroid hormones on serum sodium and 
potassium in parathyroidectomized chickens] Moon 
DS 


45 Korean Dent Assoc 10:369-72, Jun 72 (Eng. Abstr.) 
(Kor) 


PARATHYROID HORMONE 
PHARMACODYNAMICS 


Bone cell response to calcium active drugs. Mills BG, et 
al. Pharmacol Ther Dent 1:241-61, Jun 71 


PARATHYROID NEOPLASMS 
COMPLICATIONS 


hyperthyroidism. Report of 3 —— with 
emphasis on roentgenographic the 
maxillofacial region. Murai T, et 
Dentomaxillofac Radiol 1:16-8, ‘ora 


PARENT-CHILD RELATIONS 


[Effect of the presence of a parent on the anxiety and 
behavior of children in the dental office] Yenham L. 
Med Hyg (Geneve) 30:1479-80, 11 Oct 72 (Fre) 


PARENTS 


The pedodontist and the parent--pediatric prevention 
pays. Moss SJ. NY State Dent J 43:47, Feb 73 


S-284 


PARESTHESIA 


Numbness--a significant 
Oral Surg 36:22-7, Jul 


ETIOLOGY 


Interference with the function of the inferior dental 
nerve by a root fragment. Report of a case. Nairn RI. 
Oral Surg 36:188-91, Aug 73 


PARIETAL BONE 
RADIATION EFFECTS 


{The effect of total irradiation in young rats with 
variable amounts of x-rays on the DNA content and on 
the mineralization of the bone tissue] " C, et al. 
Stomatologia (Bucur) 19:413-7, Sep-Oct 72 (Eng. 
Abstr.) (Rum) 


PARIETAL LOBE 
PHYSIOLOGY 


Cortical potentials evoked 
rhesus monkeys. Van Hassel HJ, et 
Arch Oral Biol 17:1059-66, Jul 72 


PARKINSONISM 


Parkinsonism. Link J. 
ian Omaha Dist Dent Soc 36:130, Jan 73 


PAROTID GLAND 


Cervicofacial actinomycosis. Report of two cases 
involving major salivary glands. Roveda SI. 
Aust Dent J 18:7-9, Feb 73 
Mikulicz’s syndrome. Abdin G, et 
Bull Ophthalmol Soc Egypt "esta $1, 1971 
Some observations on bilateral non-inflammatory 
Parotid gland enlargement in Nigerian children. 
Oduntan SO. East Afr Med J 49:380-6, May 72 
Recurrent parotid swelling. Shapiro SL. 
Eye Ear Nose Throat Mon 52:147-50, Apr 73 
Historical and pathological curiosities of parotid 
disease. Maynard J. Guys Hosp Rep 121:45-9, 1972 
Determination of mercury in parotid fluid. Windeler 
AS Jr. J Dent Res 52:19-22, Jan-Feb 73 
Hydroxy-ferric ions in histochemistry. Iron ion 
hydroxylation and histotop istry of tissue iron 
uptake. Lillie RD, et al. 
3 Histochem Cytochem 21:161-5, Feb 73 
Parotid fistula: a complication of mandibular 
osteotomy. Goldberg MH, et al. 
J Oral Surg 31:207-8, Mar 73 
Cystic fibrosis: in vitro reversal of the ciliostatic 
character or serum and salivary secretions by heparin. 
Doggett RG, et al. 
Nature [New Biol] 243:251-2, 20 Jun 73 
Virus specific surface antigen in cells productively 
infected with polyoma virus. Volkers SA, et al. 
Nature [New Biol] 244:274-5, 29 Aug 73 
Lymphoepithelial (branchial) cyst of parotid gland. 
Weitzner S. Oral Surg 35:85-8, Jan 73 
Benign transient enlargement of the parotid glands 
associated with anaesthesia. Couper JL. 
S Afr Med J 47:316-8, 24 Feb 73 
Histologic findings and amylase contents of the 
Pancreas and parotid gland of rats with experimental 
Peritonitis or ileus. Kakizaki G, et al. 
Tohoku J Exp Med 108:155-64, Oct 72 
(Parotidean fistulae: therapeutic result] Parant MM. 
Actual Odontostomatol (Paris) 26:281, 1972 (Fre) 
(Contribution of scintigraphy to the diagnosis of 
salivary gland disorders] Lafaye M, et al. 
Ann Otolaryngol Chir Cervicofac 90:67-89, Jan-Feb 73 
(Eng. Abstr.) (Fre) 
[Localizations of Besnier-Boeck-Schaumann disease in 
the parotid recess] Gaillard J, et al. 
J Med Lyon 51:1993-4 passim, 20 Nov 70 (Eng. Abstr.) 
(Fre) 


(Parotid tumefactions] Gandon J. 
Probl A laryngol 233-45, 1970 (Fre) 


] et al. 
Rev Prat 22:4305-14, 1 Dec 72 (Fre) 
{Salivary fistula] Hosxe G, et al. 
Rev Prat 22:4371-6, Dec 72 
H. Rev Prat 22:4333-42, 1 
(Clinical aspects of 
Klin Wochenschr 51:523-8, 78 (22 ret.) (ng 
(Ger 


Abstr.) 
Pharmazie 27:675-82, 


(Ger) 

ofthe paroti Stoll W, et al. 

Radiol Diagn (Berl) 14:349-53, 1973 (Eng. Abstr.) 

(Ger) 

(Thermographic studies of the parotid gland and 
submandibular gland) Brands T, et al. 


25:203-12, Sep 72 (Ger) 
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(Tubercular parotitis in childhood] Roberi PL, et al. 
Minerva Pediatr 25:300-7, 3 Mar 73 (Eng. a. ) _ 
[Diagnosis of parotid cysts] Blaszczyfiska M, et al 
Otolaryngol Pol 27:393-6, 1973 (Eng. Abstr.) (Pol) 
(Contribution to the study of normal salivary glands by 
means of scintillography: topographic, morphological, 
 eresmenens functional aspects] Carvalho N de, et 


Hosp Clin Fac Med Sao Paulo 27:214-20, 
72 (Eng. Abstr.) 
aspects of parotid lithiasis] 
et 
Stomatologia (Bucur) 20:59-63, Jan-Feb 73 (Eng. 
Abstr.) (Rum) 
(Study ye the degeneration of nerve fibers by sciatic 
nerve compression in rats — with parotid 
extract] Diaz-Flores L, et 
Arch Neurobiol (Madr) 35: 23-78, May-Jun 72 (Spa) 


Effects of methylmercuric chloride on the progeny of 
mice and rats treated before or during gestation. 
Khera KS, et al. Food Cosmet Toxicol 11:245-54, Apr 73 

[Right-sided aplasy and left-sided hypoplasy and 
dystropy of the parotid salivary gland] Haisovd L. 
Cesk Stomatol 73:134-6, Mar 73 (Eng. Abstr.) (Cze) 

[Inflammation of ectopic parotid gland] Kovalenko VS, 
et al. Stomatologiia (Mosk) 52:86-7, Sep-Oct 73 (Rus) 


ANALYSIS 


Histometrical and functional changes in the major 
salivary glands of the rat after periodic amputations 
of the incisor teeth. Tortamano N, et al. 
Acta Physiol Lat Am 23:51-6, 1973 

Purification of secretory granules on a urografin 
gradient. Kirshner N, et al. 

Anal Biochem 52:589-94, Apr 73 

Histones isolated from human parotid fluid. Balekjian 
AY, et al. 

Biochem Biophys Res Commun 50:676-82, 5 Feb 73 

Properties of salivary basic proteins showing 
Polymorphism. Azen EA. 

Biochem Genet 9:69-86, May 73 
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y gland. Banerjee RK, et al. 
Eur 3 Biochem 34:169-76, 2 Apr 73 


ISOLATION & PURIFICATION 


Comparative study of the thyroid-gland and 
submaxillary-gland — Haldar I, et al. 
Biochem J 128:50P, Jun 


Comparative study of peroxidases from the thyroid and 
the submaxillary gland of goat (Ca pra hiscus). Haldar 
I, et al. Comp Biochem Physiol [ B] 44:517-27, 15 Feb 73 

Lack of thyroid peroxidase activity as the cause of 
congenital goitrous hypothyroidism. Valenta LJ, et al. 
3 Clin Endocrinol Metab 36:830-44, May 73 

The permeability of keratinized and nonkeratinized 
oral epithelium to horseradish peroxidase. Squier CA. 
J Ultrastruct Res 43:160-77, Apr 73 

Salivary enzymes and oral health. Redman RS. 
North West Dent 52:124-8, Mar-Apr 73 

Hermansky-Pudlak syndrome (HPS): a proposed block 
in glutathione peroxidase. Witkop CJ Jr, et al. 
Oral Surg 35:790-806, Jun 73 


PEROXIDES 


(Urea peroxide for the simplification of root canal 
therapy] Guldener P. 
Schweiz Monatsschr Zahnheilkd 82:1251, Dec 72 (Ger) 


PERPHENAZINE 
ADVERSE EFFECTS 


Perphenazine side-effects presenting in oral surgical 
Practice. Smith AJ. Br J Oral Surg 10:349-51, Mar 73 

PERSONAL EXPENDITURES see under 
FINANCING, PERSONAL (N3) 


PERSONAL HEALTH SERVICES 


Expenditures on personal health care (a) Canada 
1965-70. McIntosh WG. 
3 Can Dent Assoc 38:347 passim, Oct 72 


PERSONALITY ASSESSMENT 


Personality associated = Preventive 


Personality correlates” of patients with 
temporomandibular joint dysfunction. Gross SM, et al. 
J Prosthet Dent 30:326-9, Sep 73 


PERSONALITY DISORDERS 

A factor analytic study of psychosocial background in 
bruxism. Olkinuora M. 

Suom Hammasiaak Toim 68:184-99, 1972 
Psychosocial aspects in a series of bruxists compared 
with a group of non-bruxists. Olkinuora M. 
Suom Hammaslaak Toim 68:200-8, 1972 
Psychological studies of patients with mandibular pain 
dysfunction syndrome. 1. Personality traits in 


Patients and controls. Molin C, et al. 
Sven Tandlak Tidskr 66:1-13, Jan 73 


PREVENTION & CONTROL 
Preventing and correcting personality problems with 
timely treatment. Blausten S. 
Dent Surv 49:59-61, Feb 73 
PERSONALITY INVENTORY 
Personality and temporomandibular joint dysfunction. 
Rothwell PS. Oral Surg 34:734-42, Nov 72 
Personality and response to treatment of the 
temporomandibular joint pain dysfunction syndrome. 
Rothwell PS. Oral Surg 36:331-5, Sep 73 
PERSONALITY, OBSESSIVE-COMPULSIVE see 
under COMPULSIVE BEHAVIOR (F1, F2) 
PERSONALITY, SCHIZOID see under 
PERSONALITY DISORDERS (F2) 


PERSONALITY TESTS see under PSYCHOLOGICAL 


Localization of peroxidase activity in the developing TESTS (F3) 


submandibular gland of normal and 
isoproterenol-treated rats. Yamashina S, et al. 
3 Histochem Cytochem 20:855-72, Nov 72 


PEUTZ-JEGHERS 


PERSONNEL MANAGEMENT 


Aids in finding an aide. Williams WH. 
Arkansas Dent J 43:16-7, Dec 72 

Hiring: what to look for in a new employee. Crane GW. 
CAL 36:10-4, Apr 73 

Self-realization in our work: as a dentist-employer, as a 
dental assistant, as a DA instructor. Chybowski V. 
Dent Assist 42:16-9, Mar 73 

“I quit”, she said. Dewey LC. 

Dent Econ Oral Hyg 63:54 passim, May 73 
Is it time to say goodbye to your assistant? Hellamn V. 


May 73 
In the multi-auxiliary office ... how to deal with the 
other women in your life. Kimble JA. 
Dent Econ Oral Hyg 63:28-9 passim, Feb 73 
Help Katie is leaving me. Kinnie BH, et al. 
Dent Econ Oral Hyg 63:51-6, Feb 73 
Dr. Nelson’s magnificient Monday mornings. Nelson 
LC. Dent Econ Oral Hyg 63:78 passim, May 73 
Your non-dental assistant. Woloschek D. 
Dent Stud 51:36-7, Jun 73 
Congratulations, you’re the proud new employer of ... 
Dent Stud 51:35 passim, Jun 73 
Working together: it begins with staff motivation. 
Miller JB. Dent Surv 49:36-8 passim, Jun 73 
Small city practice with specialized slant using 
multi-auxiliaries. Griffiths R. 
Ti Dent J 42:362-70, Jun 73 
Managerial characteristics of dentists. I. ——_ of 
management inventory. McDaniel SP, et al. 
J Dent Educ 36:14-7, Oct 72 
Initiating and change within health services 
and educational organizations. Stone RS. 
J Dent Educ 37:44-8, Mar 73 
The motivation of employees in the dental office. 
Hilgert RL. Odontology (Tokyo) 60:7-10, Aug 72 
About your staff. Fair EW. Tic 32:12-4, Apr 73 
{Are you sure to be a good boss?) Toussaint M. 
Dentoscope 6:8-9, Mar-Apr 73 (Fre) 
[Science of work and improvement of the working 
environment] Arendt W. 
Dent Echo (Heidelb) 43:29-36, May 73 (Ger) 
(Supervisor’s evaluation of his assistant for promoiion) 
Land G. Zahntechnik (Berl) 14:126-31, Mar 73 (Ger) 
(Supervisor’s evaluation of his assistant for promotion. 
2) Land G. Zahntechnik (Ber!) 14:175-80, Apr 73 (Ger) 


PERSUASION see PERSUASIVE COMMUNICATION 
(F1) 
PERSUASIVE COMMUNICATION 


Psychology of dental persuasion in practice 
administration. San Juan SP. 
J Philipp Dent Assoc 24:22-8, Mar 72 


PESTICIDES 


(Changes of tissues and organs of the oral cavity under 

of mercury-organic pesticides) Kuznetsov 
et 

Stomatologiia (Mosk) 52:12-6, Mar-Apr 73 (Eng. 

Abstr.) (Rus) 


TOXICITY 


cholinesterase activity and pathologic changes 
the oral cavity) KaZmierczak A. 

- B. Stomatol 25:1073-6, Nov 72 (Eng. Abstr.) (Pol) 
PETHIDINE see MEPERIDINE (D6) 
PEUTZ-JEGHERS SYNDROME 
Peutz-Jeghers syndrome. Gellis SS, et al. 

Am J Dis Child 125:77-8, Jan 73 
Brown spots. Br Med J 4:188, 28 Oct 72 
Diagnostic and therapeutic aspects of tumors of the 

small bowel. Schier J. Int Surg 57:789-92, Oct 72 
Peutz-Jeghers syndrome, case report. Cornwell EE Jr, 

et al. Med Amn DC 42:291-3, Jun 73 
Benign and malignant tumors of the colon and rectum. 

Ferguson EF Jr, et al. South Med J 65:1213-20, Oct 72 
—— polyposis in children] Boccon-Gibod L, et al. 

Chir Dig 1:215-25, 1972 (Fre) 
(Petree polyposis, and villous tumors. Introduction] 

Guivare’h. Rev Prat 23:2213-5, 1 May 73 (Fre) 
(Rare digestive-tract polyposes}] Malafosse M. 

Rev Prat 23:2297-8 passim, 1 May 73 (Eng. Abstr.) 


(Fre) 
[Polypous diseases of the digestive tract} Bartelheimer 
W, et al. Med Klin 68:459-64, 13 Apr 73 (34 ref.) (Ger) 
(Classification of polyps of the large intestine) Géral R, 
et al. Pol Przegl Chir 45:779-88, Jun 73 (20 ref.) (Pol) 
(Petuz-Jeghers syndrome] Calderfn FM, et al. 
Rev Clin Esp 128:517-20, 31 Mar 73 (Spa) 


COMPLICATIONS 
Ovarian tumours and Peutz-Jeghers syndrome. A case 
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PEUTZ-JEGHERS 


of “sex cord tumour with annular tubules” (Scully). 

Steenstrup EK. 

Acta Obstet Gynecol Scand 51:237-40, 1972 

Carcinoma of the colon and rectum. Polk HC Jr, et al. 

Curr Probl Surg 1-64, Jan 73 (144 ref.) 

Peutz-Jeghers syndrome. Report of two cases from 

Lebanon, associated with endocrine abnormalities. 

Salem GM, et al. J Med Liban 25:475-80, 1972 

Neonatal dermatology. 3. Pigmentary lesions and 

hemangiomas. Esterly NB, et al. 

3 Pediatr 81:1003-13, Nov 72 (33 ref.) 

Ovarian tumors associated with the Peutz-Jeghers 

syndrome. Dozois RR, et al. 

Prog Clin Cancer 5:187-93, 1973 

{Ovarian tumor and Peutz-Jeghers syndrome. A new 

female case of a malformative of 

Netter Lambert A, et al. 

Ann Med Interne (Paris) 124:187, Mar 73 (Fre) 

[ Peutz-Jeghers syndrome followed up in 2 generations] 

Zernovicky F, et al. 

(Slo) 


DIAGNOSIS 


[Value of endoscopy and biopsy in the differential 
diagnosis of circumscribed changes in the gastric 
walls with macroscopically benign appearance] 
Seifert E, et al. Z Gastroenterol 10:403-6, Sep 72 (Ger) 

[A case of syndrome) Polubudkin MS. 
Klin Khir 3:71, Mar (Rus) 


FAMILIAL & GENETIC 


Se of intestinal carcinoma) Feinstein 
et 


Schweiz Med Wochenschr 102:1687-92, 18 Nov 72 o- 


Abstr.) 
[Peutz-Jeghers syndrome followed up in 2 coun 
Zernovicky F, et al. 
Cesk Gastroenterol Vyz 26:316-8, Oct 72 (Eng. or 4 


([Familiary polyposis of the large intestine] 2. 
Rozhl Chir 52:318-22, May 73 (Eng. Abstr.) (Slo) 


OCCURRENCE 


JH. Afr Med J 46:1347-52, 16 Sep 72 


PATHOLOGY 


Ovarian tumours and Peutz-Jeghers syndrome. A case 
of “sex cord tumour with annular tubules” (Scully). 
Steenstrup EK. 

Acta Obstet Gynecol Scand 51:237-40, 1972 
Tumors of the large bowel. Jackman RJ, et al. 
Major Probl Clin Surg 8:1-379, 1968 (364 ref.) 
Malignant changes in Peutz-Jeghers syndrome 
Papaioannou A, et al. N Engl J Med 289:694, 27 Sep 73 
[Colonic polyps] Ceulemans G, et 

Tijdschr Gastroenterol 15:205-26, 1972 (Dut) 


and polyposis 
Rev Prat 23:2219-20 passim, 1 May 73 (Eng. “ 


[Peutz-Jeghers syndrome--clinical and 

study] Tachibana T, et al. 

Jap J Clin Radiol 17:283-5, Apr 72 (ap) 
RADIOGRAPHY 


Localized lesions of the stomach in children. Singleton 

EB, et al. Semin Roentgenol 6:220-34, Apr 71 

{Rare tumours of the duodenum and their differential 

diagnosis] E, et al. 

Fortschr Geb Roentgenstr Nuklearmed 119:17-25, — 

73 (Eng. Abstr.) (Ger 

(Gardner’s syndrome. ography and clinical 

contribution] Stauch GW, et al. 

study] Tachibana T, et 

Cun 100006, Agr (Jap) 


RADIOTHERAPY 
{Radiotherapy of rectal carcinomaa] Hellriegel W. 
Strahlentherapie 145:243-55, Mar 73 (Eng. ——, 
(Ger) 


SURGERY 
—_~ polypectomy] Friihmorgen P, et al. 
Med "Wochenschr 98:1455-7, Aug 73 (Eng. 
(Ger) 
PFAUNDLER-HURLER SYNDROME see 
LIPOCHONDRODYSTROPHY (C3, C13) 
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PHAGOCYTOSIS 


see also related 
MACROPHAGES (A11) 


Possible phagocytosis by kera’ : ultrastructural 
evidence from the study of human oral mucosa in 
organ culture. MacCallum DK, et al. 

Arch Oral Biol 18:449-55, Mar 73 

(The mechanism of the vy Process in odontogenic 
inflamma — the maxillofatial region) 
MM, et 


52:48-51, Mar-Apr 73 


PHARMACEUTICAL SERVICES 


Pharmaceutical services at the USC School of 
Dentistry. Schlegel JF, et al. 
3 Calif Dent Assoc 1:58-61, Aug 73 


PHARMACISTS 


You’ve got a friend. Dent Stud 51:42-4, Apr 73 
Your pharmacist: a vital ally in oral health care. 
McGregor T. J Am Soc Prev Dent 2:22-3, Sep-Oct 72 
[Problems and troubles of pharmacists] Hartlemaier. 
Zahnaerztl Mitt 62:1118-21, 16 Nov 72 (Ger) 


PHARMACOLOGY 


see also related 
DRUG THERAPY (E2) 


{Pharmacology is an importan‘* subject] Korte G 
Quintessenz J 3:29-33, 73 (Ger) 
EDUCATION 


Medical status of adult dental patients: implications for 
the dental curriculum. Picozzi A, et al. 

J Am Dent Assoc 86:858-62, Apr 
Self-instructional drug prescribing in dentistry. Wynn 
RL, et al. J Dent Educ 37:36-8, Feb 73 


PHARMACOTHERAPY see DRUG THERAPY (E2) 
PHARYNGEAL DISEASES 


(C5, C11) 
The role of the tonsils in streptococcal throat infection. 
Ross PW. Edinb Dent Hosp Gaz 12:5-8, Spring 73 
COMPLICATIONS 


[Focal oro-pharyngeal infections and nephropathies] 
Lagrue G, et al. 


Abstr.) 

PHARYNGEAL NEOPLASMS 

melanoma. Report of a case. Mosby EL, et al. 


Oral Surg 36:6-10, Jul 73 
(Malformation of the external ear and 
branchial 
Cesk Stomatol 72:404-9, Nov 72 (ee. Abstr.) (Cze) 


RADIOTHERAPY 
[100 cases of bucco-pharyngeal a treated by 
ionizing radiation] Ennuyer et 
Rev Stomatol Chir Maxillofac 73. 0s. Jul-Aug 72 
(Eng. Abstr.) (Fre) 
PHARYNGITIS 


ETIOLOGY 


—— apophysis pain] Muselli JC, et al. 
Rev Odontostomatol Midi Fr 29:250-60, 1971 (Fre) 


PHARYNGO-CONJUNCTIVAL FEVER see under 
ADENOVIRUS INFECTIONS (C1) 
PHARYNX 
ANATOMY & HISTOLOGY 
J La Dent Assoc 30:15-20, Winter 72 
MICROBIOLOGY 


Treating the total patient. S disease symptoms. 


ystemic 
Olsen N. Dent Stud 51:17, Feb 73 


The dentist’s role in the early detection of rheumatic 
fever. Dent Stud 51:18-9, Feb 73 


PHYSIOLOGY 
human pharynx. Ingervall B, et al. 
pA Oral Biol 18:351-6, Mar 73 
PHENACETIN 
THERAPEUTIC USE 
[Prescription of a sedative anti-inflamma' 


tory analgesic 
combination in surgical odontology) Vincent R. 
Ann Odontostomatol (Lyon) 29:135-8, May-Jun = 


PHENERGAN see PROMETHAZINE (D6) 

PHENOLS 

Autoradiographic studies of the intracanal eae of 
aqueous and camphorated parachlorophenol 
endodontics. Avny WY, et al. Oral Surg 36:80-9, Jul 73 


(Cellular changes after chlorphenol] PhiZa V, et al. 
Cesk Stomatol 73:43-9, Jan 73 (Eng. Abstr.) (Cze) 
PHARMACODYNAMICS 


observations on 
1 compounds in endodontics. I. 
Result of direct application to exposed human vital 
pulp. Asai Y, et al. 
Bull Tokyo Dent Coll 14:33-48, May 73 
Inflammatory potential of root canal sterilizing 
Desai BD, et al. J Indian Dent Assoc 45:71-8, Apr 73 
A histopathologic evaluation of tissue reactions to the 
minimum effective doses of some endodontic drugs. 
Powell DL, et al. Oral Surg 36:261-72, Aug 73 
An in vitro study of the diffusbility of camphorated 
parachlorophenol and metacresylacetate in the root 
canal. Wantulok JC, et al. Oral Surg 34:653-60, Oct 72 
Effect of phenol on development of acipenserid fry. 1. 
External structure and behavior. Shmal’gauzen OI. 
Sov J Dev Biol 2:481-7, Nov-Dec 71 
(Quantitative determination of proteins precipitated 
by phenol compounds used in disinfecting root canals} 
Benatti O, et al. 
Bol Fac Odontol Piracicaba 1-10, 1970 (Por) 
(Comparative in-vitro study of the disinfecting power 
of the active ingredients released by evaporation of 
drugs used in endodontia) Benatti O, et al. 
Bol Fac Odontol Piracicaba 13-21, 1972 (Por) 


THERAPEUTIC USE 
[Use of n-acetyl- 


in combination with 
proteolytic enzymes in oral surgery] Neder AC, et al. 
Bol Fac Odontol Piracicaba 13-20, 1970 (Por) 

(Methodology for and yas of phenol blocks of the 
ganglion in severe forms of facial pains] 
Vasin 


Vopr Neirokhir 37:16-22, Mar-Apr 73 (Eng. Abstr.) 
(Rus) 


PHENOTHIAZINES 
see also related 
ANTIHISTAMINICS (D6) 
TRANQUILIZING AGENTS (D6) 
DIAGNOSTIC USE 
malignancy test. Sigurdson 
(Stockh) 75:308, Apr 73 
Toludine blue test for detection of carcinoma of the 
oral cavity: an evaluation. Vahidy NA, et al. 
3 Surg Oncol 4:434-8, 1972 
PHENOXYACETATES see under GLYCOLATES 
(D2) 
PHENTANYL see FENTANYL (D6) 
PHENYLALANINE MUSTARD see under 
MELPHALAN (D4) 
PHENYLBUTAZONE 
ADVERSE EFFECTS 
Dtsch Stomatol 22:897-903, Nov 72 (Eng. Abstr.) (Ger) 
THERAPEUTIC USE 


(Personal experimentation with pyrazinobutazone in 


* 

see also related 

OTORHINOLARYNGOLOGIC DISEASES 
pathology and spontaneous evolution | 

‘ 
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dentistry) Giroud MM, et al. 

Inf Dent 55:29-31, 29 Mar 73 (Fre) 
(Pyrazinobutazone its activity in stomatology] 
Commissionat Y, et al. 

Rev Odontostomatol (Paris) 20:77-8, Jan-Feb 73 -~ 
(Clinical trial of a new anti-inflammatory agent in 
odontology] Lagarrigue JC, et al. 

Rev Odontostomatol Midi Fr 30:61-9, 1972 (Fre) 


PHENYLENEDIAMINES see under ANILINE 
COMPOUNDS (D2) 


PHENYTOIN see DIPHENYLHYDANTOIN (D6) 
PHILATELY 


Stamping out dentistry. Martin MW. Tic 32:11, Jul 73 
PHILOSOPHY, DENTAL 


Circumstances limiting the development and 
verification of a complete explanation of craniofacial 
growth. Kremenak CR Jr. 

Acta Morphol Neerl Scand 10:127-40, Oct 72 
The roots of health. Marshall MS. 

J Dent Health (Tokyo) 22:305-9, Jun 72 (Eng. Abstr.) 


(Jap) 
The philosophy of the universal ~. yee Yudelson R. 
Orthodontist 4:58-65, Autumn 
Philosophies and methods of in By growth prediction. 
Ricketts RM. Proc Found Orthod Kes 11-30, 1971 
[Diagnosis and treatment by Mollin’s technic and 
Philosophy] Evans H. 
Rev Circ Argent Odontol 35:11-3, Oct 72 (Spa) 
{Our dental-stomatological methodology (theoretical 
basis and practical applications) ] ¥ J. 
Rev Odontol (Cordoba) 4:15-22, Jul-Dec 69 (Eng. 
Abstr.) (Spa) 


PHLEGMASIA ALBA DOLENS see under 
THROMBOPHLEBITIS (C8) 
PHLEGMON 
BLOOD 


[Distribution of lactic dehydrogenase isoenzymes in 
the blood serum of patients with phlegmons of the 
maxillofacial region] Karandashov VI, et al. 
Stomatologiia (Mosk) 52:28-31, Jul-Aug 73 (Eng. 
Abstr.) (Rus) 


COMPLICATIONS 


[ Abscess of the brain as a complication of phlegmon of 

odontogenic etiology] Karandashov VI, et al. 

Stomatologiia (Mosk) 52:90-1, Sep-Oct 73 (Rus) 

{The clinical picture of odontogenic purulent 

inflammations] Zhadovskii MN. 

— (Mosk) 52:45-7, Mar-Apr 73 pan 
r.) 


DIAGNOSIS 


{Simulation of a maxillary phlegmon by a prisoner) 
Waldhart E, et al. 
Beitr Gerichtl Med 30:456-7, 1973 (Eng. Abstr.) (Ger) 


DRUG THERAPY 


(Treatment of purulent wounds of the maxillofacial 
region in elderly and senile patients} Grigorchik IuF. 
Stomatologiia (Mosk) 51:81-2, May-Jun 72 (Eng. 
Abstr.) (Rus) 

(The use of gastric juice in the complex therapy of 
~ of the perimaxillary region] Magarill ESh, 
et 
Stomatologiia (Mosk) 51:43-5, May-Jun 72 ox. 
Abstr.) 


ENZYMOLOGY 
[Activity of transaminases in 


phlegmons] Kolodkin AV, et al. 
Stomatologiia (Mosk) 52:83, Sep-Oct 73 (Rus) 
PATHOLOGY 
pathology of parotis phlegmon] Ivankievicz 
al. Fogory Sz 66:238-43, Aug 73 (Hun 
PHONETICS 


Phonetic contexts: their effects on perceived nasality 
palate speakers. Moore WH Jr, et al. 
Palate J 10:72-83, Jan 73 

Presurgical maxillary prosthesis: 
intelligibility. Kipfmueller LJ, et 

3 Prosthet Dent 28:620-5, Dec _ 

Speech patterns of edentulous patients and 
—— of the palate in relation to phonetics. 
Tanaka H. J Prosthet Dent 29:16-28, Jan 73 


Effect of tonsils and adenoids upon respiration, 
deglutition and phonation. oy R. 

Proc Found Orthod Res 255-9, 1971 

Phonetics} Shaffer FW, et al. 
Dent Labor (Munch) 21:250-1, Mar 73 (Ger) 


PHORIAS see under STRABISMUS (C11) 
PHOSPHATASES 
BIOSYNTHESIS 


Evidence on the constitutive nature of a 
p-nitrophenylphosphatase of Streptococcus m' 
Knuuttila ML. Acta Odontol Scand 31: 13-20, 


METABOLISM 
of a p-nitrophenylphosphatase for 


Alterations in the ontogeny and specific activity of 
ases associated with abnormal 
chondrogenesis and osteogenesis in the limbs of 
fetuses from folic acid-deficient pregnant rats. Jaffe 
NR, et al. Teratology 8:33-42, Aug 73 
[Phosphatases in alveolar bone resorption] Hirai T. 
3 Jap Stomatol Soc 39:692-703, Dec 72 (Jap) 
[Biochemical studies on human salivary proteins. XI. 
Effect of saliva-parotin-A on phosphatase activities] 
Kubota Y, et al. 
3 Pharm Soc Jap 92:844-9, Jul 72 (Eng. Abstr.) (Jap) 
[Biochemical studies on human salivary proteins XI. 
Effect of saliva-parotin-A on phosphatase activities] 
Kubota Y, et al. 
J Pharm Soc Jap 92:844-9, Jul 72 (Eng. Abstr.) (Jap) 
(Phosphoprotein phosphatase of muscles of different 
animal species} Ershov VV. 
Ukr Biokhim Zh 43:459-62, Jul-Aug 71 (Eng. —_) 


PHOSPHATES 


see also related 
GLYCEROPHOSPHATES (D11) 


[Improvement of water-settable phosphate cement. A 
new experimental compound with aluminum 
Phosphate used as base material] Ishikawa S. 
J Jap Soc Dent Appar Mater 12:148-63, Sep 71 (Eng. 
Abstr.) (Jap) 


ADMINISTRATION & DOSAGE 


Continuous versus intermittent feedings of different 
levels of trimetaphosphate in relation to caries 
development in the rat. Larson RH, et al. 
Arch Oral Biol 17:1537-41, Nov 72 


ANALYSIS 


[Silicate cements: comparative study of the 
disintegration and phosphate percentages. I. Analysis 
of the percentages of disintegration with phosphate 
and disintegration phosphate ratio] Steagall L. 
Rev Fac Odontol Sao Paulo 10:13-20, Jan-Jun 72 (Eng. 
Abstr.) (Por) 


Fluoride acquisition in vitro by sound human tooth 
enamel from sodium fluoride-and ammonium 
siicofluoride-phosphate solutions. Meliberg JR, et al. 
Arch Oral Biol 17:1107-16, Jul 72 

Kinetic reactions of calcium, phosphate, and fluoride 
ions at the enamel surface-solution interface. Feagin 

Calcif Tissue Res 10:113-27, 1972 


et al. 

[New Biol) 242:21221-2, 18 Apr 73 

Some current concepts on mineralization. Heyden G, et 
al. Svem Tandlak Tidskr 64:289-92, May 71 

:[{In vitro and clinical studies of the effects of fluoride 
iontophoresis on acid resistance of enamel surface] 
Kobayashi H. 

Shikwa Gakuho 72:1-22, Dec 72 (Eng. Abstr.) (Jap) 


Effective fluoride concentrations to promote apatite 
mineralization at the enamel surface. Feagin FF, et al. 
Ala J Med Sci 10:107-14, Jan 73 

Effect of phosphate and pH on Streptococcus mutans 
acid production and growth. Handelman SL, et al. 
J Dent Res 52:651-7, Jul-Aug 73 

Renal and salivary responses to infusion of potassium 
chloride, bicarbonate and phosphate in Merino sheep. 
Beal AM, et al. Q J Exp Physiol 58:251-65, Jul 73 


PHOSPHORUS 


salivary glands. Ferguson DB, et al. 
Caries Res 7:19-29, 1973 


In vitro and in vivo evaluation of anti-calculus agents. 
Briner WW, et al. Calcif Tissue Res 11:10-22, 25 Jan 73 
Phosphate additives in caries prevention. A review of 
the literature. Marquez ES. 
3 Philipp Dent Assoc 24:35-42, Jun 72 


PHOSPHATIDES see PHOSPHOLIPIDS (D11) 
PHOSPHATIDIC ACIDS see under PHOSPHOLIPIDS 
(D11) 
PHOSPHOHYDROLASES see PHOSPHATASES (D9) 
PHOSPHOLIPIDS 
ANALYSIS 


Fatty acid composition of neutral lipids and 
Phospholipids of enamel and dentine from rat incisors 
and molars. Odutuga AA, et al. 

Arch Oral Biol 18:689-97, Jun 73 

Effects of nutrition on the composition of tooth lipids 
and fatty acids in rats. Il. Effects of restriction of a 
cariogenic diet on caries and lipid composition of 
molars and incisors. Alam SQ, et al. 
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Effect of pilocarpine, carbamylicholine and 
Pancreoxymin on the incorporation of 32P into 

in rat pancreas tissue in vitro. 
Murakami H. J Nihon Univ Sch Dent 15:19-26, Mar 73 


TOXICITY 


Toxic property of the 7 ie from Bacterionema 
matruchotil. 


Takazoe 
Bull Tokyo Dent Coll 13:135-44, Aug 72 
PHOSPHONIC ACIDS 
PHARMACODYNAMICS 


in tissue culture. Hausmann E, et 
Arch Oral Biol 17:1381-4, Sep 72 


PHOSPHORIC ACIDS 


Reaction of dextrans with antisera to acids. 
Knox KW, et al. Arch Oral Biol 17:1491-4, Oct 72 

Antibodies to teichoic acids in man. Markham JL, et al. 
Arch Oral Biol 18:313-9, Mar 73 


Sheykholesiam Z, et al. 
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POISONING 


see also related 
ANTIDOTES (D13) 


COMPLICATIONS 
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ZOE EBA and PCA cement] Nishimura F, et al. 
J Jap Res Soc Dent Mater Appliances 1-8, Nov 72 (Eng. 
Abstr.) (Jap) 


POLYCILLIN see AMPICILLIN (D3) 
POLYETHYLENE TEREPHTHALATE 


~~ implantation. Histological studies using dacron 
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[Studies on the new orthodontic rubber materials. 2. 
Application of castable-type an 
polyurethane rubber] Yoshii 
J Jap Orthod Soc 31: dun (ng. Abstr.) (Jap) 


PHARMACODYNAMICS 
[Polyurethane implantation into dental sockets] 
Okamoto T, et al. 
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surgery. Osbon DB. 

Dent Clin North Am 17:483-504, Jul 73 
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(Change in the occlusal relationship 7 ee with 
tonsillitis. A case report] Rénning O 

Suom Hammasiaak Toim 68:152-5, 1972 (Eng. Abstr.) 
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caused by intraoral surgery under local anesthesia) 
Yoshizawa N. 
Shikwa Gakuho 73:869-911, May 73 (Eng. Abstr.) (Jap) 
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eg oy medication in oral surgery] Schwenzer 

Zahnarzt 16:171-82, Aug-Sep 72 (Ger) 
compound after maxillofacial surgical interventions] 

Garlipp OF, et al. 
Bol Fac Odontol Piracicaba 1-11, 1970 (Eng. Abstr.) 
or) 
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(Clinical observations on the use of erythronicol in oral 
surgery] Neder AC, et al. 

Bol Fac Odontol Piracicaba 21-7, 1970 (Por) 

(Elimination of the hazards in radical operations in 

t neoplasms of the maxillofacial area) 

Malevich ES, et al. 
Stomatologiia (Mosk) 52:24-6, Jul-Aug 73 (Eng. 
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Sven Tandlak Tidskr 65:411-21, Aug 72 (Eng. Abstr.) 
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Abstr.) (Ita) 
(Behavior of a synthetic resin (Diamon-D) after dipping 
in particular experimental solutions. I. Absorption 
and corrosion after dipping in potassium sulfocyanate 
artificial 


added to saliva} Valletta G, et al. 
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Inside story--dentistry behind prison walls. Schwalbach 
S, et al. Dent Stud 50:62-3, Oct 72 
Preventive dentistry in prison. Colon PG Jr, et al. 
3 Am Dent Hyg Assoc 46:434-6, Nov-Dec 72 
Dental status of La Tuna prisoners. Colon PG Jr, et al. 
J Am Dent Hyg Assoc 46:366-9, Sep-Oct 72 
What’s to become of dental program at “Esque”? Johns 
BK. J Calif Dent Assoc 48:12-9, Fall 72 
A survey of dental treatment in New Jersey Prisons. 
Conte TG. J NJ Dent Assoc 44:10-2, Winter 73 
The dental laboratory trainee program at San Quentin. 
Aubertine JF. Sci Educ Bull Int Coll Dent 3:75-9, 1970 


PRIVATE PRACTICE 


Take your time--exercise all your options. Korf SR. 
Dent Stud 51:43, Jan 73 


Private practice system and community dental needs. 
Thompson RH. 

3 NJ Dent Assoc 44:6-7 passim, Winter 73 
(Cost analysis of private dental practice] Reisinger H. 
Osterr Zahnaerzteztg 23:330- 


(Maime) 15:5 passim, 1967” (Swe) 
PRIVILEGED COMMUNICATION see under 
JURISPRUDENCE (N3) 
PROBABILITY 


Use of a chain binomial in the epidemiology of caries. 
Phyo I. J Dent Res 52:750-2, Jul-Aug 73 


PROBLEM SOLVING 


3 Mich State Dent Assoc 54:343-4, Nov 72 
Preventive dentistry--yesterday and today. (Role of 
Personal oral hygiene). Arnim SS. 
7 Take a fresh look at practice location. 
5 Dent Stud 51:30-1 passim, Jan 73 
- New evidence that private office care costs less. Paxton 
; HT. J Calif Dent Assoc 1:19-20, Sep 73 
Can expanded duties work in private practice? Redig 
eg : 
FP [Different kind of private practice] Bjorklund R. 
Nor Tanmniaegeforen Tid 83:55-8, Feb 73 (Nor) 
[Private practice as source of income] Chirstophersen 
a C. Nor Tanniaegeforen Tid 83:19-24, Jan 73 (Nor) 
; (Working in private practice for a living] Hauge P. 
sss Nor Tanmniaegeforen Tid 83:144-8, Apr 73 (Nor) 
[Private practice as an occupation) Karlsen E. 
oan Nor Tanniaegeforen Tid 83:95-7, Mar 73 (Nor) 
{Analysis of an administrative method for private 2 
clinics} Garcia H, et al. 
Odoztol Chil 20:22-32, Jan-Mar 72 (Spa) 
t dentistry in Western Europe. Freihofer HH. 
a t in Increasing practice efficiency by linear programming. 
a+ Preventive dentistry and medicine for the Hopi Doherty N. J Am Dent Assoc 85:1099-104, Nov 72 
Indians. Zukowsky MM. Dialog 5:8-9, Winter 73 Problem-solving case presentations in clinical fixed . 
4 evention wor . Merr fb [Synopsis on the pathology of focal infection in prosthodontic instruction program. Franklin ME, et 
Ont Dent 49:346-8, Dec 72 al. J Dent Educ 37:21-2, Mar 73 
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Program implementation: practice, praxis and 
Paradigm. Sundram CJ. 
Sci Educ Bull Int Coll Dent 3:26-32, 1970 


PROCAINE 
PHARMACODYNAMICS 


The actions of tetrodotoxin, procaine, and 
acetylcholine on gustatory receptions in frog and rat. 
Ozeki M, et al. Jap J Physiol 22:467-75, Oct 72 

[Sensomotor blockade by protracted acting norcaine] 
Grész I, et al. 

Acta Pharm Hung 42:266-70, 1972 (Eng. Abstr.) (Hun) 


THERAPEUTIC USE 


Management of nasal atrophy. Mokhtar M, et al. 
3 Egypt Med Assoc 54:847-9, 1971 

[Animal experimental studies on preventive drug 
therapy of congenital cleft formation. I. 
Radiation-induced cleft palate in mice] Schubert J. 
Dtsch Zahn Mund Kieferheilke 59:217-26, Oct 72 (Eng. 
Abstr.) (Ger) 
(Therapeutic effect of procaine-hematoporphyrin on 
Periodontitis} Berghoff E. 

Zahnaerzt! Prax 24:262 passim, 18 May 73 (Ger) 
[Long-term results of the regeneration procedure, a 
new method of drug therapy in progressive 
parodontolysis (so called parodontosis)}] Sacher T. 
ZWR 82:69-72 concl, 25 Jan 73 (Ger) 


Effectiveness of various doses of premedicating drugs 
used for dental procedures in altering toxicity of 
procaine and lidocaine. Bennett CR, et al. 
Pharmacol Ther Dent 1:227-32, Jun 71 


PROFESSIONAL-PATIENT 
RELATIONS 


Dear Juli: when you need a way with children. Kuhn BL. 
Dent Manage 12:37-52, Nov 72 

[Advice from an experienced dental assistant) Scherer 

S. Quintessenz J 3:43-5, Jun 73 (Ger) 


PROFESSIONAL PRACTICE 


Expanded use of auxiliary personnel in orthodontic 
practice. Blau MA. Am J Orthod 64:137-46, Aug 73 
The young professionals. The dental student and the 
dental profession. Sansone T. 
Annu Manage Conf ADA 24:58-61F, 1973 
The objectives of dental practice. Walker RO. 
Int Dent J 23:18-23, Mar 73 
The influence of dental practice upon dental teaching. 
Weill R. Int Dent J 23:30-5, Mar 73 
The future role of government in dental practice and 
education. Wilson WA. J Am Coll Dent 40:111-6, Apr 73 
Interactions involving drugs used in dental practice. 
Hussar DA. J Am Dent Assoc 87:349-58, Aug 73 
1971 survey of dental —. 13. Summary. Bureau of 
Economic Research Statistics. 
Professional incorporation. McIntosh WG. 
3 Can Dent Assoc 39:150, Mar 73 
Law and economics and dental practice. ae. 
et al. J Mo Dent Assoc 53:22-3, Jan 73 
Professionalism and unions. Waldman HB. 
NY J Dent 43:114-7, Apr 73 
Principles and professional practice. Walsh JP. 
NZ Dent J 68:9-10, Jan 72 
[Profession of dentistry and social foresight. «S Pieri A. 


Rev Gaucha Odontol 20:268-71, Oct-Dec 72 (Por) 
STANDARDS 
Legal responsibility for professional negligence. 
Hughes TE. Aust Dent J 17:257-61, Aug 72 
PROGESTERONE 
METABOLISM 
Comparative metabolism of 4- 14 C-progesterone in 
normal and chronically inflamed human gingival 
tissue. el-Attar TM, et al. J Periodont Res 8:79-85, 1973 
PHARMACODYNAMICS 


Effect of exogenous estrogen and progesterone upon 
sex chromatin frequency. Becker KL, et al. 
3 Urol 109:79-81, Jan 73 

Connective tissue alterations in gingivae of rats treated 
with estrogen and progesterone. A histologic and 
autoradiographic study. D, et al. 
Odontol Revy 24:49-58, 1973 

Sexual and hormonal influences on eating, taste 
preferences, and body weight of hamsters. Zucker I, 
et al. Physiol Behav 8:101-11, Jan 72 
Exudation and leukocyte emigration in progesterone 


and estrogen treated rete. Lindhe 3, ot al. 
Scand J Dent Res 80:434-9, 1972 


PROGNATHISM 


Mandibular prognathism in the context of comparative 
Pathology. Parker WS, et al. 
Am J Orthod 63:339-56, Apr 73 
Artificial tooth arrangement for prognathic patients. 
LaVere AM, et al. J Prosthet Dent 28:650-4, Dec 72 
A practical and economical correction of a lower 
Protrusive denture. Beaudry HA. 
North West Dent 51:330-2, Nov-Dec 72 
(Gonionic angle and incisal occlusion] Deffez JP, et al. 
Orthod Fr 42:171-81, 1971 (Eng. Abstr.) (Fre) 
[Calculation of degrees of mandibular prognathism] 
Duchateau C, et al. Orthod Fr 42:566-7, 1971 (Fre) 
{Treatment of upper proalveoli] Parguel, et al. 
Rev Odontostomatol Midi Fr 30:24-41, 1972 (Fre) 
{Incisor width relation Prognathism) 
pea Peters A, et 

‘ortschr Kieferorthop 33: 106-70, Sep 72 (Eng. 


(Ger 
Carvalho O de T de. 
tr.) 
{Protrusion and the 
Odontol 


it MC. 
Rev Asoc 


inclined plane] Schmid 
Argent 61:7-11, Jan-Feb 73 (Spa) 
COMPLICATIONS 


Skeletal open bite associated with bimaxillary 
dento-alveolar protrusion, evaluation and treatment. 
Silbermann M, et al. Br J Oral Surg 10:223-32, Nov 72 

Correction of maxillary protrusion with severe vertical 
dysplasia--a multidisciplinary approach. Tarsitano JJ, 
et al. J Oral Surg 31:675-21, Sep 73 


DIAGNOSIS 
[Difficulties in of prognathism) 
Czubakowska I, et 
Cans Fob (Eng. Abstr.) (Pol) 
ETIOLOGY 
Craniofacial adaptation of protrusive function in young 
rhesus monkeys. Elgoyhen JC, et al. 
Am J Orthod 62:469-80, Nov 72 
FAMILIAL & GENETIC 
[Problems and methodology of human genetic research 
in the scope of orthodontics--3] Schulze C. 
Dtsch Zahnaerztl Z 28:570-9, May 73 (Eng. Abstr.) 
(Ger) 
OCCURRENCE 
[Variability of lower part of facial profile in normal 
occlusion] Szlachetko K. 
Czas Stomatol 26:885-8, Aug 73 (Eng. Abstr.) (Pol) 
PHYSIOPATHOLOGY 


Fibre sizes of human masseter muscle in relation to bite 


(Electromyography and pressure tion, a 

simultaneous study] Cadenat H, et al. 

Orthod Fr 42:161-9, 1971 (Fre) 
RADIOGRAPHY 

The use of lateral skull 


radiographs for cephalometric 
assessment. Reitzik M. Br J Oral Surg 10:12-5, Jul 72 
The maxillary prognathism in Greenland Eskimo--a 
roentgen craniometric study. Krogstad O. 
Z Morphol Anthropol 64:279-307, Dec 72 
[Value of teleradiographic examination in orthopedics 
and dentomaxillary facial surgery] Estanove, et al. 
J Med Lyon 53:835-42, 5 Jun 72 (Eng. Abstr.) (Fre) 
[Determination of the anterio-posterior jaw relation in 
the teleradiographic “— in prognathic traumatic 


(Eng. Abstr.) 

[X-ray ~ Me pe in the skull with congenital 
maxillodental deformities] MAL 
Vestn Rentgenol Radiol 48:51-7, May-Jun 73 es 
Abstr.) 


SURGERY 


Surgical-orthodontic correction of mandibular 
Prognathism. Bell WH, et al. 


Correcting 

AORN J 17:66-70, May 73 

Cephalometry in the surgical correction 
prognathism, Reltik M. Br 3 Oral Surg 10:1-11, Ju 72 
Maxillo-mandibular surgery for correction 
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dentofacial deformities. 3. Maxillary protrusion. 
Weinberg S, et al. J Cam Dent Assoc 39:416-20, Jun 73 
Maxillo-mandibular surgery for correction of 
dentofacial deformities. 2. Mandibular prognathism. 
Weinberg S, et al. J Can Dent Assoc 39:342-60, May 73 
orthodontic case. Fee NR, et al. 


Surgical 
Levine B, et al. 


intermediate myofibrillar ATPase 
M. J Neurol Sci 18:133-41, 
Simplified method of fixation after 

orthodontic surgery. Cranin AN, et al. 

3 Oral Surg 31: 109-12, Feb 73 

Pseudo mandibular prognathism corrected by total 
maxillary osteotomy. Crowell NT, et al. 

3 Oral Surg 31:18-21, Jan 73 

Changes in mandibular morphology after surgical 
correction of prognathism: report of case. Cunat JJ, et 
al. J Oral Surg 31:694-6, Sep 73 

A retractor for use in intraoral osteotomies. Donohue 
WB. J Oral Surg 30:900, Dec 72 

Parotid fistula: a complication of mandibular 
osteotomy. Goldberg MH, et al. 

3 Oral Surg 31:207-8, Mar 73 

An orthodontist’s view of surgical 


W. J Oral Surg 30:811-2, Nov 72 

The chin. Lund BA, et al. 

Mayo Clin Proc 48:417-25, Jun 73 

Annual discourse--organ replacement, facial deformity, 
and plastic surgery. Murray JE. 

N Engl J Med 287:1069-74, 23 Nov 72 
Nursing care study: maxillary and mandibular 
osteotomy. Wall M. Nurs Mirror 135:29-32, 22 Sep 72 
Surgical. treatment of a case of mandibular 
Prognathism. Walsh JP, et al. NZ Dent J 68:14-8, Jan 72 
The versatility of mandibular subapical procedures. 
Pedersen GW. Oral Surg 35:448-61, Apr 73 
The Obwegeser osteotomy. Simpson W. 
Orthodontist 4:48-52, Autumn 72 
Contemporary surgical techniques in orofacial 
reconstruction. Stuebner EA, et al. 
Otolaryngol Clin North Am 5:603-29, Oct 72 
Patients’ refusal of surgery after 
premedication. Briggs RM, et al. 
Plast Reconstr Surg 51: 158-61, Feb 73 
Mandibular osteotomy angle J 


method after surgical treatment of mandibular 
protrusion. Wictorin L, et al. 

Sven Tandiak Tidskr 64:373-81, Jun 71 
Cook 


pr 

Ann Chir Piast 17:164-72, 1972 (Eng. Abstr.) (Fre) 

— of facial profile abnormalities] 
Serve 
Ann Chir 17:173-83, 1972 (Eng. 
[Pre- and post-surgical prosthesis] Ritze H. 
Dent Labor (Munch) 21:235-9, Mar 73 (Ger) 
(Experiences with vertical osteotomy in the maxilla] 
Wunderer S&S. 


[Progress in cosmetic surgery of the bony facial 

profile} Schiile H. 

Zahnaerst! Prax 24:371-4, 20 Jul 73 (Ger) 

(Surgery for prognatism) Seifert G. 

Zahnmaerzt! Prax 24:290 passim, 1 Jun 73 (Ger) 

(Surgical treatment of mandibular prognathism] 

Brotsos A. 

Hell Stomatol Chron 16:171-87, Sep-Oct 72 (Eng. 

Abstr.) (Gre) 

and orthodontic of Class 3 

malocclusion] Demetriades al. 

Odontostomatol Proodos 26: 72 (Eng. 
(Gre) 


Ann Stomatol (Roma) 21:115-9, Mar-Apr 72 (Ita) 
[A case of Mendelson’s syndrome in a patient with a 

rigid intermaxillary block after Obwegeser-Dal Pont 

intervention for the correction of prognathism) 

Antognini F, et al. 

Odontostomatol 14:933-50, Nov-Dec 72 
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J Clim Orthod 6:635-9, Nov 72 
J Comm State Demt Assoc 47:28-31, Jan 73 ; 
Maxillary osteotomy--surgical orthodontics. Daniel HT, ; 
et al. J Ky Dent Assoc 24:13-7, Oct 72 4 
Simianism: surgical-orthodontic correction of F 
bimaxillary protrusion. Converse JM, et al. ‘ 
3 Maxillofac Surg 1:8-12, Mar 73 . 
Pe Histochemical enzyme profiles of fibres in human (. 
masseter muscles with special regard to fibres with ; 
| 
q 
' 
TOXICITY 
Rosenstein SW. J Oral Surg 31:177-81, Mar 73 , 
The short lingual cut in the sagittal osteotomy. Simpson 
al. Sven Tanmdlak Tidskr 64:551-7, Aug 71 
Changes in the facial topography by a stereometric i. 
Trans Congr Imt Assoc Oral Surg 4:232-6, 1973 
: [Segmental mandibular osteotomies. Their value in the ‘ 
[Surgical correction of alveolar malposition] Zisser G. 
Dtsch Zahn Mund Kieferheilkd 59:68-83, Aug 72 (Eng. 
{Current directions in the surgical treatment of 
é 
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sagittal osteotomy of the ascending ramus) Takahashi 
S, et al. Jap J Oral Surg 17:528-38, 1971 (Jap) 
[L-shaped osteotomy, performed for prognathism and 
right displacement with open bite of mandible] Min B, 

et al. 
3 Korean Dent Assoc 10:373-7, Jun 72 (Eng. Abstr.) 
or) 


(Surgical treatment of prognathism by means of 
splitting the mandibular ramus) Cwioro F. 
Czas Stomatol 25:833-9, Sep 72 (Eng. Abstr.) (Pol) 
(Evaluation of therapeutic methods in prognathism) 
Malinowski J. Czas Stomatol 25:1227-34, Dec 72 (Pol) 
(Maxillary prognathism. Surgical and prosthetic 
therapy] Diaz RR, et al. 

Rev Esc Odontol Tucuman 38-43, 1972 (Spa) 
{The surgical therapy of maxillary protrusion] 


Tandlak 64:339-40, May 71 (Swe) 

of protrusion by posterior 
change of upper-jaw] Nordenram A. 

Sven Tandlak Tidskr 64:703-18, Oct 71 (Eng. Abstr.) 

(Swe) 

[A case of early surgical correction of prognathism] 

Rabe T. Tandlakartidningen 64:620-5, 1 Oct 72 (Swe) 
(Surgical and prosthetic treatment of 

prognathism and a case] Cataloglu C. 
Dentoral (Istanbul) 4:180-6, Jul-Aug 72 (Eng. Abstr.) 
(Tur 


[Preventive retention after mandibular surgery for 
prognathism} Monti AE, et al. 
Ortodoncia 36:151-3, Nov 72 (Eng. Abstr.) (Mul) 
(Treatment of mandibular prognathism. Triple 
osteotomy of the body of the mandible] Petrovié S. 
Cesk Stomatol 73:107-11, Mar 73 (Eng. Abstr.) (Slo) 
(Correction of jaw deformities by surgical procedures 
on alveolar process] Pidéevi¢A, et al. 
Stomatol Glas Srb 205-12, May-Jul 72 (Eng. Abstr.) 
(Cro) 


THERAPY 


The challenge of facial deformity. Horowitz SL. 
Dent Pract Dent Rec 22:191-202, Jan 72 
Prognathism--orthodontic and surgical management. 
Adelson H. NY State Dent J 39:477-83, Oct 73 
The challenge of facial deformity. Horowitz SL. 
Trans Br Soc Study Orthod 57:111-22, 1970-71 
{Action of external motor forces in vestibular 
retruding arch and vestibular protruding arch] 
Kondofersky IV. 

~~ one (Sofiia) 54:105-9, Mar-Apr 72 o~ 

r.) 

(Therapy of crossbite of single sttitahiemane 
a overlay block and lingual or 
outer arch] Bay R. 

Fortschr Kieferorthop 33:67-72, Jul 72 (Eng. Abstr. ee) 


{Clinical follow-up of orthodontically treated 
hism in mixed dentition] Sterzik G. 
Fortschr Kieferorthop 33: 123-38, Sep 72 (Eng. Abstr.) 
(Ger) 
[Case contribution to the therapy and after-treatment 
of prognathism] Stumpf M. 
Osterr Z Stomatol 69:393-6, Oct 72 (Ger) 
{Orthodontic treatment of thism by 
means of a removable plate] Dadelahi H. 
Schweiz Monatsschr Zahnheilkd 82:1245-8, Dec 72 
(Ger) 
(The right time for orthodontic treatment] Murillo JC. 
Mondo Odontostomatol 14:396-400, May-Jun 72 (Ita) 
{Clinical examinations, diagnosis, therapy and outcome 
of a case of dysgnathia] 
Mondo Odontostomatol 14:641-7, Jul-Aug 72 (Ita) 
{3 cases of mandibular prognathism with facial 
asymmetry; 2 cases challenged orthodontically and 
the other corrected surgically) Kameda A. 
3 Jap Orthod Soc 31:374-92, Dec 72 (Eng. Abstr.) (Jap) 
[Treatment of 2 cases with maxillary protrusion and 
— class I] Kubota M, et al. 
3 Jap Orthod Soc 31:401-13, Dec 72 (Eng. Abstr.) (Jap) 
[A yg observation on the effect of the chin 
cap) Suzuki 
eee 164-74, Jun 72 (Eng. Abstr.) (Jap) 
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medicine, predictive medicine] 
Schweiz Monatsschr Zahnhetlkd 83:965-7, Aug 73 


PROGRAMMED INSTRUCTION 


Dental schools cooperate to produce educational 
materials. Dent Stud 51:16-8, Jan 73 
Self-instruction utilizing programmed audiovisual 
teaching machine. Denehy GE. 

3 Dent Educ 37:33-5, Feb 73 

Evaluation of self-instruction mini-course. 

RA, et al. J Dent Educ 37:40-3, Apr 73 
Medical school teachers--there is a message from an 
airline. Ludwig J. J Dent Educ 37:13-5, Jul 73 
Videotape cassette: use in dental education. 
Mangiaracina J, et al. J Dent Educ 37:42-4, May 73 
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Programmed simulation of endodontic 
problems. Mullaney TP, et 

J Dent Educ 36:37-9, Nov a 
Interprofessional consortium approach to developing 
auto-tutorial modules in basic health sciences. Roth 
GI, et al. J Demt Educ 37:21-4, Jun 73 
Self-instructional drug prescribing in dentistry. Wynn 
RL, et al. J Dent Educ 37:36-8, Feb 73 
(Continuous performance control in education and 
instructions. 2. Programmed methods in the 
department of orthodontic stomatology 
evaluation methods)] Kramer R, et 

Dtsch Stomatol 22:555-61, Jul 72 (Eng. ‘abetr.) (Ger) 
[Setting up a lesson pian} Détzel 

Zahntechnik (Berl) 14:164-74, Apr " (Ger) 
(Multiprofessional teams in community programs in 
Practice teaching in higher education] Cordon JA. 


Rev ALAFO 7:127-39, Jul 72 (Spa) 

(Computer based ed psychological and 

educational problemsj Kirkegaard E. 

Odont (Aarhus) 13:47-50, 1972 (Swe) 
STANDARDS 


Evaluation of method of self-teaching 
Portion of pathology. Pullon PA, et al. 

3 Dent Educ 36:20-2, Nov 72 

PROGRAMMED LEARNING see PROGRAMMED 
INSTRUCTION (I) 


PROLACTIN RELEASING FACTOR see under 


PITUITARY HORMONE RELEASING FACTORS 
(D8) 
PROLINE 
ANALYSIS 


Relation of clinical findings to imino acid contents in 
collagenous protein of inflamed human gingiva. 
Okamoto H, et 


3 Osaka Univ Dent Sch 12:57-66, Sep 72 
PROMETHAZINE 
PHARMACODYNAMICS 


Effectiveness of various doses of premedicating drugs 
used for dental procedures in altering toxicity of 
Procaine and lidocaine. Bennett CR, et al. 
Pharmacol Ther Dent 1:227-32, Jun 71 


PROPANIDID 


[Use of propanidid in 
anesthesia] Dixneuf B, et al. 
Anesth Analg (Paris) 30:133-45, Jan-Feb 73 (Fre) 


ADMINISTRATION & DOSAGE 


Subanaesthetic dosage of propanidid as a sedative for 
a controlled clinical trial. Cossham PS, et al. 
Anaesth 45:369-75, Apr 73 

of neuro-psychic status in ambulatory 

dental patients following somebrevin anesthesia) 

Ingerman Glu, et al. 

(Mosk) 52:26-8, Jul-Aug 73 (Eng. 
(Rus) 


{The state of cerebral circulation in Sombrevin 
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conditions} Bazhanov NN, 
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PROPAZEPINE see under DIBENZAZEPINES (D2) 
PROPITOCAINE see under PRILOCAINE (D6) 
PROPOXYPHENE 
ADMINISTRATION & DOSAGE 
Propoxyphene hydrochloride--a review article towards 
its proper usage. Need for a rational approach to the 
use of Darvon (propoxyphene hydrochloride). 
Anesth Prog 19:149-50 passim, Nov-Dec 72 


PROPYLIODONE see under CONTRAST MEDIA 
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ee cranial implants. Polisar RS, et 
al. J Dent 29:310-6, Mar 73 


A radiopaque internal prosthetic acrylic resin. De 
Rezende JR. Oral Surg 36:599-602, Oct 73 
Orbital corrections with the use of alloplastic material. 
Borghouts JM, et al. 

Trans Congr Int Assoc Oral Surg 4:321-2, 1973 
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Trans Congr Imt Assoc Oral Surg 4:210-6, 1973 
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Preliminary studies on the clinical application of 
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Trans Congr Imt Assoc Oral Surg 4:223-8, 1973 
[Plastic restoration of the esophagus] Kavrakirov V. 
—e (Sofiia) 54:321-4, Jul-Aug 72 (Eng. 


A 
[Prosthetic restoration of the external 
Actual Odontostomatol (Paris) 26:491-9, Dec 72 (Eng. 


applica’ 
Bol Fac Odontol Piracicaba 1-8, 1971 (Por) 
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Congress. 
Farrell FA. J Prosthet Dent 30:106-8, Jul 73 
American Board of Prosthodontics. Laney WR. 
J Prosthet Dent 28:657, Dec 72 
The Federation of Prosthodontic ree annual 
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J Prosthet Dent 29:348-50, Mar 73 

Gnathology for general practioner. Reed V. 
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(Gnathology--prosthetic concept or fad?}] Spranger H. 
Zahmaerzt! Prax 23:629-30, 1 Dec 73 (Ger) 

(Gnathology--prosthetic concept or fad?] Spranger H. 
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[Definition of some prosthodontic terms] Petz R. 
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Student evaluation of self-instructional preclinical 
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Prosthodontics. LaVelle WE, et al. 

3 Dent Educ 37:43-5, Feb 73 


ee education of 
Official speech on the occasion of the 
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Prosthetics and materials in Bremen] Veigel H. 
Zahnaerztl Mitt 63:512-7, 1 Jun 73 (Ger) 
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History of the American Board of Prosthodontics. 
Laney WR. J Prosthet Dent 28:655-6, Dec 72 
[Development of dental research during the past 25 
years] Adler P. Orv Hetil 114:1155-62, 20 May 73 (Hun) 
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collagen. Rabinowitz JL, et al. 
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Chlorhexidine-protein interactions. Hjeljord LG, et al. 
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PROTEIN DEFICIENCY 
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Effect of undernutrition during the perinatal period on 
caries development in the rat. IV. Effects of 


Abstr.) (Fre) 
[Reproduction of nasal and auricular protheses in 
tory 
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: Profession and laboratory industry. 
Dent Surv 49:6 passim, Jun 73 
Referral rapport. Morganelli JC. 
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EDUCATION 
denture diagnosis. Castellarin LP, et al. 
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cariogenic diet on subsequent dental caries incidence. 
Menaker L, et al. J Dent Res 52:692-7, Jul-Aug 73 

Effect of undernutrition during the perinatal period on 
caries development in the rat. 11. Caries susceptibility 
in underfed rats supplemented — protein or caloric 
additions during the suckling period. Menaker L, et al. 
J Dent Res 52:680-7, Jul-Aug 73 


PROTEINS 


see also related 
SILVER PROTEINS (D1, D3) 


ANALYSIS 


Properties of salivary basic proteins showing 
polymorphism. Azen EA. 
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Mondo Odontostomatol 14:581-8, Jul-Aug 72 (Eng. 


Clin "Radiol 17:404-12, Jun 72 
length and 


Tanniaegeforen Tid 82:330-3, Jun 72 (Nor) 
BB A presentation and some 
experiences) Klafstad 

Tidsekr Nor Laegeforen 99:177-8, 20 Jan 73 (Eng. 


Abstr.) (Nor 
(Orthopantomyograph in diagnosis of 
diseases} Kopera Z, et al. 


Czas Stomatol 26:461-4, Apr 73 (Eng. Abstr.) (Pol) 
[X-ray phantom for training of extra-oral and intra-oral 
radiograms}) Mitrega J, et al. 
Czas Stomatol 26:597-600, 1973 (Eng. Abstr.) (Pol) 


[Exposure to radiation in dental radiology] Mlosek K. 
Czas Stomatol 26:411-5, Apr 73 (Eng. Abstr.) (Pol) 
(Radiographs for endodontia and periodontia. Latitude 
of exposure) Martins WD. 
Dens (Curitiba) 1:115-9, Jul-Dec 72 (Eng. Abstr.) (Por) 
[Periapical radiographic long cone technic. 
Comparative study of short and long cone technics, 
used to determine tooth length in endodontic 
Practice] Vale IF do, et al. 
Estomatol Cult 6:53-8, Jan-Jun 72 (Eng. Abstr.) (Por) 
= interpretation. Record model] Rumel A, 


+. Se 1:12-4 passim, Jun 72 (Eng. Abstr.) (Por) 
[New methods of roentgenological study in the 
diagnosis of diseases of the maxillo-facial area) 
Zhibitskaia El. Med Tekh 4:38-40, Jul-Aug 72 (Rus) 


childr uipment] q 
— (Mosk) 52:71-2, Mar-Apr 73 (Eng. 


(Rus) 

evaluation of the effectiveness of conservative, 

surgical and orthodontic treatment) Arce Porres M. 

An Esp Odontoestomatol 31:351-70, — 72 (Spa) 
{Implants and radiology] Vivas 

(Spa) 


ements and qualitative 
studies] Selle G, et al. 
Monatsschr 


Schweiz Zahnheilkd 82:1153-60, Nov 72 
(Eng. Abstr.) (Ger) 
STANDARDS 


Regulatory control of ionizing radiation in Canada. 
Dasgu AK. Am Ind Hyg Assoc J 33:412-8, Jun 72 
Absorbed radiation from panoramic plus bitewing 
exposures vs full-mouth periapical plus bitewing 
exposures. Jerman AC, et al. 

3 Am Dent Assoc 86:420-3, Feb 73 
Simplified and standardized intraoral radiography with 
reduced tissue irradiation. Updegrave WJ. 

3 Am Dent Assoc 85:861-9, Oct 72 

Evaluation of an S. S. White Panorex x-ray machine. 
Jacobson AF, et al. Oral Surg 36:426-42, Sep 73 
Reliability of panoramic radiography in the diagnosis of 


determination of * orthodontic supporting area] 
Gebauer U, et 


Fortschr Kietererthep 33:331-48, 1972 (Eng. 
(Ger 


with dental roentgen appartus) Egli U. 
Freie Zahmarzt 16:24-6, Sep 72 (Ger) 
(Upon the characteristics and resolution of the dental 
x-ray machine) Sugisawa K. 
Odontology (Tokyo) 61:88-102, Apr 73 —- 
{Image quality of orthopan 
Shikwa Gakuho 72:26-44, May 72 (Eng. Gaomts chews 
RADIOISOTOPE SCANNING 
Tumor scintigraphy with radiogallium 
radiostrontium. Langhammer H, et al. 
Dentomaxillofac Radiol 1:29-32, 1972 
Diagnostic potentialities the 
'c99m -pertechnetate. Mlatchov 
C, et al. Dentomaxillofac Radiol 1:38-41, 1972 
Quantitative isotope diagnostic method of the salivary 
glands in Sjogren’s syndrome. Szabo G, et al. 
Dentomaxillofac Radiol 2:29-31, 1973 
{Scintigraphy of salivary glands by means of 
technetium 99m pertechnate] Haisovd L, et al. 
Cesk Stomatol 73:169-76, 1973 (Eng. Abstr.) (Cze) 
{Introduction to salivary gland scinti-scanning] 
en HA, et al. 
Ned Tijdschr Tandheelkd 80:84-6, Mar 73 (Eng. Abstr.) 
(Dut) 
Rev Stomatol Chir Maxillofac 73:285-93, Jun 72 (Eng. 
Abstr.) (Fre) 
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— 


ADVERSE EFFECTS 
[Rational handling of radiographs in general practice] 
Schnobrich G. Quintessenz J 2:35-6, Dec 72 (Ger) : 
[Dental radiographic technic. Intra- and extraoral 
radiographs. II} Taugerbeck R. 
Quintessenz J 3:55-8, Apr 73 (Ger) 
(Dental radiographic technics. Intra- and extraoral 
radiographs. I] Taugerbeck R. 
Quintessenz J 3:43-51, Mar 73 (Ger) 
(Dental radiographic technic. Intra- and extraoral J 
radiographs. 3] Taugerbeck R. 
Quintessenz J 3:57-60, May 73 (Ger) \ 
Abstr.) (Ita) 
[Clinical experience using the orthopantomography] 
examinations in dentistry] Naujoks R. 
(Jap) 
th intraoral 
radiography. Some factors influencing the choice of 
the focus length and the technic) Eggen S. 
maxillary sinus pathosis. Lyon HE. 
Oral Surg 35:124-8, Jan 73 
(Standardization of radiographic demonstration of : 
bicuspid breadth for measurements in the 
(Exposure to radiation in dental radiology] Miosek K. 
Czas Stomatol 26:411-5, 1973 (Eng. Abstr.) (Pol) 4 


RADIOISOTOPE 


Fourestier J, et al. 
- Stomatol Chir Maxillofac 73:504-16, Sep 72 4 
tr.) (Fre 
{A new radionucleid test on salivary gland guaction| 
Ancri D, et al. 

Mund Kieferheilkd 60:314-22, May 73 
tr (Ger 
{Salivary gland diagnostics using Anger’s on 

camera] Kempfle B, et al. 

Dtsch Zahn Mund Kieferheilkd 60:1-8, Jan 73 (Eng. 
Abstr.) (Ger) 
(Seintigraphy of the salivary glands of the head using 

99mTc-pertechnetate] Bérner W. 
Fortschr Kiefer Gesichtschir 15:23-6, 1972 (Eng. 
Abstr.) (Ger) 
[A new isotope method for the functional diagnosis of 
salivary gland diseases} Cernea P, et al. 
Fogory Sz 66:225-8, Aug 73 (Hun) 
{Preliminary observations on radioisotopic diagnosis of 
carcinoma of the oral cavity with positive indicators] 
De Biase S, et al. 
Ann Stomatol (Roma) 21:259-68, Sep-Oct 72 (Ita) 
{Lymphoscintigraphy and scanning in the diagnosis of 
chronic lymphadenitis of the deep cervical lymph 
nodes} Zuev VP. 
— (Mosk) 52:25-7, Sep-Oct 73 =. 
bstr.) 
{Gammagraphy of salivary glands. Diagnostic in 
salivary pathology] Rioboo Garcia R. 
Bol Inf Dent (Madr) 32:47-60, Jan 73 


RADIOISOTOPE TELETHERAPY 


{Radiotherapy of tumors] 
Wannenmacher M, et 
Osterr Z Stomatol 20:382-6, Sep 72 


RADIOISOTOPES 


see also related 
ISOTOPE LABELING (E5) 


(Spa) 


Determination of half value layer with Pb and 60 Co. 
Becker CE. J Dent Educ 37:25-6, Jun 73 


(Reactions of isotopic SnF2, NaF and acid phosphate 

fluoride on the enamel surface] Hinoide M. 
3 Dent Health (Tokyo) 22:121-43, Jun 72 (Eng. Abstr.) 
(Jap) 


[Fundamental studies on the arsenic metabolism on the 
fate of radioisotope 74As -administered to 
experimental animals and the pharmacodynamic 
action of the antidotes on the arsenic poisoning] 
Tsutsumi S. Shikwa Gakuho 72:1-25, May 72 (Jap) 


RADIOLOGY 
HISTORY 


{In memory of Wilhelm Conrad Réntgen] (Réntgen 
WC), Holtkamp P. Dent Dienst 25:18-9, Mar 73 (Ger) 


RADIOMETRY 


Newer studies of radiation exposure in cephalometric 
roentgenography utilizing the rando head phantom. 
Franklin JB. Angle Orthod 43:53-64, Jan 73 


RADIOPAQUE MEDIA see CONTRAST MEDIA 
(D13) 
RADIOTHERAPY DOSAGE 
STANDARDS 


[The state of hard dental tissues depending on the dose 
and localization of irradiation] Borovskii EV, et al. 
Stomatologiia (Mosk) 52:16-8, Mar-Apr 73 (Eng. 
Abstr.) (Rus) 


RADIOTHERAPY, HIGH ENERGY 


{High energy therapy of salivary gland tumors (cobalt 
teletherapy, betatron therapy)] Schiitz J, et al. 
Fortschr Kiefer Gesichtschir 15:118-20, 1972 (Eng. 
Abstr.) (Ger) 


RADIUM 
ADMINISTRATION & DOSAGE 
{Nonradioactive preparation for radium needles] 
Vigner H. 
Ann Radiol (Paris) 15:787-9, Sep-Oct 72 (Fre) 
ANALYSIS 
[ Radium-226, lead-210 and polonium-210 in food, water 


and human teeth) Oira M, et al. 
Jap J Hyg 27:544-50, Feb 73 (Eng. Abstr.) (Jap) 
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THERAPEUTIC USE 


Retreatment of recurrent nasopharyngeal malignancy 
using a radium mold. Deutsch M, et al. 
3 Prosthet Dent 30:315-20, Sep 73 

An afterloading technique for radium needles in the 
treatment of carcinoma of the oral cavity. Bier R, et al. 
Radiology 108:711-2, Sep 73 

[Results of the treatment of cancer of the floor of the 
mouth in the Warsaw Oncological Institute] Danczak 
S. J Radiol Electrol Med Nuci 53:470-1, May 72 (Fre) 

[Respective indications for radiation and surgery in the 
treatment of the primary localization of epitheliomas 
of the floor of the mouth] Dulac GL. 
J Radiol Electrol Med Nucl 53:467-70, May 72 (Fre) 


RADIUS 


metastasis to the radius. Jacobson ES, et 

3 Oral Surg 31:539-42, Jul 73 

RAIN see under WEATHER (G3) 


RANULA 


Ranulas: a series of eighteen cases of extravasation 
Gormle al. 


(Surgery in the treatment of retention cysts in the oral 
cavity] Rocha E. 
Rev Gaucha Odontol 20:258-64, Oct-Dec 72 (Por) 
THERAPY 


(Conservative therapy of ranulae] Gyenes V, et al. 
Fogorv Sz 65:353-6, Dec 72 (Hun) 


VETERINARY 
Canine salivary mucocoeles. Results of sialographic 
examination and surgical treatment of fifty cases. 
Glen JB. J Small Anim Pract 13:515-26€, Sep 72 
RATIONALIZATION see under DEFENSE 
MECHANISMS (F1, F2) 


RATS 


[Albino rat as an experimental animal in experimental 
Periodontology] Schneider HG. 
Dtsch Stomatol 22:599-607, Aug 72 (Eng. Abstr.) (Ger) 
RAYNAUD’S DISEASE 
Hereditary hemorrhagic telangiectasia, Raynaud’s 
disease, and the C.R.S.T. syndrome. Donaldson D, et 
al. Oral Surg 36:512-6, Oct 73 
REACTION TIME 
DRUG EFFECTS 
[Reaction time yg in dental surgery using 
— sedation] Tetsch 
© May $9 (Ens. 
REACTIVE SITE see BINDING SITES (G1) 
READING 


[A system of reading and writing appliances for a 
greatly handicapped patient) Hellquist R, et al. 
Tandilakartidningen 65: 1 Mar 73 (Swe) 

REAGENTS see under INDICATORS AND 
REAGENTS (D13) 

RECALL see under MEMORY (F1) 


RECEPTORS, NEURAL 


({Neuro-occlusal rehabilitation: NOR] Planas 
Orthod Fr 42:333-47, 1971 (Eng. Abstr.) 


PHYSIOLOGY 


osteum. et 
Bull Tokyo Dent Coll 13:227-50, Nov 72 
Identification of stretch receptors in the frog 
geniohyoid muscle by sinusoidal stretching. Ito F, et 


stimulation] Sakada S, 
Bull Tokyo Dent Coll 13:205-25, Nov 72 (Jap) 


INDEX DENTAL LITERATURE 


RECEPTORS, STRETCH see under 
MECHANORECEPTORS (A8) 
RECKLINGHAUSEN’S DISEASE OF BONE see 
OSTEITIS FIBROSA CYSTICA (C3) 
RECKLINGHAUSEN’S DISEASE OF NERVE see 
NEUROFIBROMATOSIS (C2) 
RECOVERY ROOM see under INTENSIVE CARF 
UNITS (N2) 
RECRUITS see under MILITARY PERSONNEL (M) 
RECURRENT LARYNGEAL NERVE see under 
LARYNGEAL NERVES (A8) 
REDUCTASES see under OXIDOREDUCTASES (D9) 
REFERRAL AND CONSULTATION 
Lack of relationship. Keller RW. 
3 Am Dent Assoc 86:929, May 73 
Referral rapport. Morganelli JC. 
3 Am Dent Assoc 86:1229-30, Jun 73 
Joint consultation services by the periodontist and 
Pprosthodontist. Nassif J, et al. 
3 Prosthet Dent 29:55-60, Jan 73 


Patient referral. Nabers CL. 
NZ Soc Periodontol Bull 23-4, Feb 73 


REFLEX 


the cat. Achari NK, 

Arch Oral Biol 17: iers-00, “Jul 72 

Oral reflexes elicited by mechanical stimulation of 
palatal mucosa in the cat. Thexton AJ. 

Arch Oral Biol 18:971-80, Aug 73 

The marble technique: a method for treating the 
“hopeless gagger” for complete dentures. Singer IL. 
3 Prosthet Dent 29:146-50, Feb 73 


REFLEX, PSYCHOGALVANIC see GALVANIC SKIN 
RESPONSE (El, F1, F3) 

REFRACTORY PERIOD, PSYCHOLOGIC see under 
REACTION TIME (F3) 

REGENERATION 

3 Nihon Univ Sch Dent 14:42-52, Jun 72 (Eng. Abstr.) 

REGIONALIZATION see under HEALTH AND 
WELFARE PLANNING (I, N3) 

REHABILITATION, VOCATIONAL 


see also related 
EMPLOYMENT (N1) 


What’s to become of dental program at “Esque”? Johns 
BK. J Calif Dent Assoc 48:12-9, Fall 72 

The dental laboratory trainee program at San Quentin. 
Aubertine JF. Sci Educ Bull Int Coll Dent 3:75-9, i970 

REIMPLANTATION, TOOTH see TOOTH 
REIMPLANTATION (E4, E6) 

RELAXATION 

(Correction of oral archaic tics with the sophrologic 


method) Fiammengo L. 
Fr 42:315-23, 1971 (Eng. Abstr.) (Fre) 


. RELIEF WORK see under DISASTERS (G3) 


RELIGION 

Socialism and Christ. Crane GW. CAL 36:18-22, Mar 73 

RENAL FAILURE, CHRONIC see KIDNEY 
FAILURE, CHRONIC (C8) 

RESEARCH 


see also related 
INFORMATION SERVICES (L) 


Forty years of growth research and orthodontics. 
Krogman WM. Am J Orthod 63:357-65, Apr 73 


SURGERY 
METABOLISM — 
(Fre) 
> 
Response to thermal stimulation of fast- and 
free-fiber units in the cat 
Response of slow-adapting free-fiber end 
[Response of slow-adapting free-fiber ending units in 
the cat mandibular periosteum to vibratory 


organisation of joint research Shovelton 
DS. Br Dent J 133:198-201, Sep 

The research worker and MEDEARS. Silis I. 

Dent Anaesth Sedat 1:21-2, Aug 72 

Research and training in dental anesthesiology. 

Driscoll EJ. Dent Clin North Am 17:351-7, Apr 73 

Spend a summer in dental research. Albert RW. 

Dent Stud 51:72, 73 

In search of dental research. Dent Stud 51:22-3, May 73 

The relevance of research to dental education and 

dental practice. English JA. Int Dent J 22:500-6, Dec 72 

Biostatics in dentistry. Collins JF. 

3 Acad Gen Dent 21:31-4, May-Jun 73 

NIDR at 25. J Am Dent Assoc 87:49-56, Jul 73 

Support of research in pain control: a position paper. 

Council on Dental Research. 

3 Am Dent Assoc 86:1048, May 73 

Guidelines for reporting clinical trials. 

3 Am Dent Assoc 87:557, Sep 73 

Student research in the dental curriculum. Eames WB, 

et al. J Dent Educ 36:25-7, Oct 72 

NIDR reviews progress of five dental research 

institutes. J Dent Educ 36:45, Oct 72 

Restraint of monkeys for craniofacial research. 

McNamara JA Jr. J Dent Res 52:183, Jan-Feb 73 

Training of surgical researchers: head and neck--an 

NIDR workshop. Spriestersbach DC, et al. 

3 Dent Res 52:837-40, Jul-Aug 73 

Report of the Committee on Scientific Investigation of 

the American Academy of Restorative Dentistry. 

Smith BB. J Prosthet Dent 29:647-82, Jun 73 

Dental research: the first few years. Dixon AD. 

NC Dent J 56:19-20, Jan 73 

Financial support for dental research in Canada. 

Blackmore RV. 

Sci Educ Bull Int Coll Dent 3:79-81, 1970 

Dental research in Taiwan, Republic of China. Shyu K. 

Sci Educ Bull Int Coll Dent 2:58-63, 1969 

Microradiography in oral research. Anneroth G. 

Sven Tandlak Tidskr 64:317-34, May 71 (32 ref.) 

Dental students research activities at Temple 

University. DiMattia P. Temple Dent Rey 43:10-1, 1973 

{Stress on scientific work] Naess K. 

Tid Tann 33:243 passim, Dec 72 (Nor) 

{10 years of the Central Research Institute of 

Stomatology. Results--Data--Prospects 

Stomatologiia (Mosk) 52:6-12, May-Jun 73 (Rus) 

(Current status of teaching and research in dental 

materials in Central America and Panama and a 

proposal for a method for its integral improvement] 

Aguirre MA, et al. 

Rev Guatem Estomatol 3:25-8, Jan-Apr 73 (Spa) 


HISTORY 


Success story: 25th anniversary of NIDR. Hillenbrand 
H. J Dent Educ 37:7-8, Jun 73 

{Scientific research work in stomatology during the 
years 1957-1972] Rokytovad K. 

Cesk Stomatol 73:197-202, 1973 


RESEARCH DESIGN 


Research techniques used in evaluating dental 
materials. Paffenbarger GC, et al. 

3 Am Dent Assoc 86:643-51, Mar 73 

Studies in the design and analysis of dental 
experiments. 14. Replicate latin squares. Varma AA, 
et al. J Dent Res 52:23-5, Jan-Feb 73 
Program implementation: practice, praxis and 
paradigm. Sundram CJ. 

Sci Educ Bull Int Coll Dent 3:26-32, 


RESEARCH PERSONNEL 


EDUCATION 


(Cze) 


1970 


Training for careers in dental research. Gardner CL. 
3 Am Dent Assoc 85:1133-5, Nov 72 


RESEARCH SUPPORT 
(The Finnish Dental Society as a research supporter. A 


research political report 16.3.1972] Alvesalo L. 
Suom Hammaslaak Toim 68:156-70, 1972 (Eng. Abstr.) 


(Fin) 
RESERPINE 
ADVERSE EFFECTS 
Reserpine: cause and treatment of oral-facial 
dyskinesia. Wolf SM. 
Bull Los Angeles Neurol Soc 38:80-4, Apr 73 


PHARMACODYNAMICS 


Effects of reserpine and monoamine oxidase inhibition 
on the levels of amino acids in sensory ganglia, 
sympathetic ganglia and spinal cord. Santini M, et al. 
Brain Res 47:167-76, 27 Nov 72 

The recovery of the capacity for uptake-retention of (3 

renaline in rat adrenergic nerves after 


H)norad: 


INDEX DENTAL LITERATURE 


Haggendal J, 


et al. 
Pharmacol 24:565-74, Jul 72 


RESIDENCY, MEDICAL see under INTERNSHIP 
AND RESIDENCY (I) 

RESIDUAL CYST see under ODONTOGENIC CYSTS 
(C2) 

RESINS 


[Practical experiences with the fluid resin technic] 
Simon K. 
Osterr 


Zahntech Handwerk 18:6 passim, Jan 73 (Ger) 
ADVERSE EFFECTS 


Contact allergy to medicaments and materials used in 
dentistry. IV. Sensitizing effect of eug phony 
in surgical dressing. Koch G, et al. 

Odontol Revy 24:109-14, 1973 


Theoretical studies of dynamic creep behavior by 
Voight visco elastic model using exponential fluid. 
Ichimaru T, et al. 

J Jap Soc Dent Appar Mater 12:48-53, Jun 71 
[Behavior of a synthetic resin (Diamon-D), baked to 
gold, after dipping in parituclar experimental 
solutions. 8. Absorption and corrosion after dipping in 
artificial saliva acidified with butyric acid] Valletta G, 

et al. 
Arch Stomatol (Napoli) 12:85-94, Apr-Jun 71 -~ 
Abstr.) 

[Behavior of a synthetic resin (Diamon-D), 
gold, after dipping particular experimental solutions. 
Il. Absorption and corrosion after dipping in 
potassium sulfocyanate added to artificial saliva] 
Valletta G, et al. 

Arch Stomatol (Napoli) 12:13-22, Jan-Mar 71 (Eng. 
Abstr.) (Ita) 

[Behavior of a synthetic resin (Diamon-D) after dipping 
in particular experimental solutions. V. Absorption 
and corrosion after dipping in artificial saliva 
acidified with lactic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 12:55-64, Jan-Mar 71 (Eng. 
Abstr.) (Ita) 

[Behavior of a synthetic resin (Diamon-D) after dipping 
in particular experimental solutions. VII. Absorption 
and corrosion after dipping in artificial saliva 
acidified with butyric acid] Valletta G, et al. 
Arch Stomatol (Napoli) 12:75-84, Apr-Jun 71 (Eng. 
Abstr.) (Ita) 

[Behavior of a synthetic resin (Diamon-D), baked to 
gold, after dipping in particular experimental 
solutions. IV. Absorption and corrosion after dipping 

in artificial saliva acidified with acetic acid] Valletta 
G, et al. 

Arch Stomatol (Napoli) 12:45-53, Jan-Mar 71 o. 
Abstr.) (Ita 

[Behavior of a synthetic resin (Diamon-D) after 
in particular experimental solutions. I. Absorption 
and corrosion after dipping in potassium sulfocyanate 
added to artificial saliva] Valletta G, et al. 
Arch Stomatol (Napoli) 12:3-12, Jan-Mar 71 (Eng. 
Abstr.) (Ita) 

[Behavior of a synthetic resin (Diamon-D) after dipping 
in particular experimental solutions. IX. Corrosion 
after dipping in ethyl alcohol] Valletta G, et al. 
Arch Stomatol (Napoli) 12:95-102, Apr-Jun 71 (Eng. 
Abstr.) (Ita) 

[Behavior of a synthetic resin (Diamon-D) after dipping 
in particular experimental solutions. 3. Absorption 
and corrosion after dipping in artificial saliva 
acidified with acetic acid] Valletta G, et al. 
Arch Stomatol (Napoli) 12:23-31, Jan-Mar 71 (Eng. 
Abstr.) (Ita) 

(Behavior of a synthetic resin (Diamon-D), baked to 
gold, after dipping in particular experimental 
solutions. X. a after dipping in ethyl alcohol) 
Valletta G, et 
Arch Stomatol 12:103-10, Apr-Jun 71 
Abstr.) (Ita 

[Behavior of a synthetic resin (Diamon-D), baked ~ 
gold, after dipping in particular experimental 
solutions. VI. Absorption and corrosion after dipping 
in artificial saliva acidified with lactic acid) Vallettas 
G, et al. 

Arch Stomatol (Napoli) 12:65-73, Apr-Jun 71 ym 
Abstr.) 

{A method of testing the resinous properties sy 
thermoplastic impression material] Bieske RH. 
Protet Stomatol 22:377-84, Sep-Oct 72 (Eng. a 

) 


RESPIRATION 


see also rela 
APNEA C17) 


Effect of tonsils and adenoids upon respiration, 


RETICULAR FORMATION 


deglutition and phonation. 


Bushey R. 
Proc Found 


Orthod Res 255-9, 1971 
DRUG EFFECTS 


The physiology of respiration and circulation. Effects 
of adding N20-02 to these systems. Tekavec MM. 
J Natl Amalg Soc 2:49-62, Apr-Jun 73 

(Heart, cardiovascular circulation, metabolism and 
ventilation behavior in oral be a under analgesia 
and sedation] Esser E, 

Dtsch Zabnaerzt! Z 27: 976.80, 1998 (Eng. Abstr.) (Ger) 


RESPIRATION, ARTIFICIAL 


The Air-Viva resuscitator and a discussion on the 
diagnosis and treatment of respiratory emergencies. 
Chambiras PG. Dent Anaesth Sedat 1:14-7, Aug 72 

(Cardiovascular complications in dental practice. 2. 
Heart arrest] Schmid F. 

Zahnaerztl Prax 23:606-7, Nov 72 


RESPIRATORS 


INSTRUMENTATION 


(Ger) 


The Air-Viva resuscitator and a discussion on the 
diagnosis and treatment of respiratory emergencies. 
Chambiras PG. Dent Anaesth Sedat 1:14-7, Aug 72 


RESPIRATORY FAILURE see RESPIRATORY 
INSUFFICIENCY (C5) 
RESPIRATORY INSUFFICIENCY 


The Air-Viva resuscitator and a discussion on the 
diagnosis and treatment of respiratory emergencies. 
Chambiras PG. Dent Anaesth Sedat 1:14-7, Aug 72 

Cardiopulmonary resuscitation in dental practice. 
O’Day RA, et al. Dent Clin North Am 17:329-41, Apr 73 


THERAPY 
(Respiratory and cardiovascular accidents in general 


practice. (Prevention and therapy] Rifat K. 
Rev Belge Med Dent 27:217-25, Mar 72 (Fre) 


RESPIRATORY SYSTEM 
GROWTH & DEVELOPMENT 


[Indices of physical development and the state of 
respiratory system in children with ee cleft 
lip and cleft palate) Kovalenko AF, 
Stomatologiia (Mosk) 52:110-2, Mar-Apr 


RESPIRATORY TRACT DISEASES 


{The problem of palatal .. of upper lateral 
incisors] Ducka- K, et al. 
Czas Stomatol 26:531-6, 1973 (Eng. Abstr.) (Pol) 


FAMILIAL & GENETIC 
[Fistula of the left Stensen’s duct, with a skin 
in hyalinosis cutis et mucosae (Urbach-Wiethe 
syndrome)} Dos Reis SM, et al. 
Rev Port Estomatoil Cir Maxilofac 12:111-7, Jul-Dec 71 
(Por) 


RESPONSE LATENCY see under REACTION TIME 
(F3) 

RESPONSE TIME see under REACTION TIME (F3) 

REST VERTICAL DIMENSION see under 
VERTICAL DIMENSION (E6) 

RESTIFORM BODIES see under MEDULLA 
OBLONGATA (A8) 


RESUSCITATION 


The Air-Viva resuscitator and a discussion on the 
diagnosis and treatment of respiratory emergencies. 
Chambiras PG. Dent Anaesth Sedat 1:14-7, Aug 72 

Cardiopulmonary resuscitation in dental practice. 
O’Day RA, et al. Dent Clin North Am 17:329-41, Apr 73 

(Sudden death in the dental office] Garenne A. 
Dentoscope 5:18-20, Jul-Aug 72 (Fre) 

RETENTION see under MEMORY (F1) 


RETICULAR FORMATION 


(Hypothesis on the pertictaation of the reticular 
formation on the cerebral 
mnection 


(Fre) 


; 
ind 
STANDARDS 
4 
m 
Promot Dent 5-7, 1972 
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RETICULOENDOTHELIAL 


RETICULOENDOTHELIAL SYSTEM 
PHYSIOLOGY 


The relation of water pressure cleansing to 
reticulo-endothelial Kancir SL, et al. 
3 Periodontol 43:696-8, Nov 72 


RETICULOENDOTHELIOSIS 


Oral manifestations of the histiocytosis X syndrome: 
report of two cases. O’Donnell JP, et al. 

3 Dent Child 40:33-7, Jan-Feb 73 

Histiocytosis X--a case report. Kresberg H. 
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Salivary symptoms in Parkinson disease. Bateson MC, 
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Neurophysiology of facial nerve testing. Alford BR, et 
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Practical application of clinical tests for facial 
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Subanaesthetic dosage of propanidid as a sedative for 
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The therapeutic effect of lithium carbonate on a 
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regulation of deglutition. Sumi T. 
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Hexachlorophene toxicosis in dogs. Scott DW, et al. 
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d-amphetamine and other sialogogues and the effects 
of adrenergic blocking agents. Maling HM, et al. 
Arch Int Pharmacodyn Ther 199:318-32, Oct 72 
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Action of some N-methyl derivatives of histamine on 
salivary and lacrimal secretion of the cat. Bertaccini 
G, et al. Biochem Pharmacol 21:3076-8, 15 Nov 72 
Premedication in children. A controlled clinical trial of 
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anti-acetylcholine drugs. Some concepts of practical 
relevance. Inch TD, et al. 
3 Pharm Pharmacol 25:359-70, May 73 
Pharmacological properties of a new anticholinergic 
agent, 1, 
Piperidinium bromide (SA-504). Tamaki H, et al. 
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(Double-blind ts on 3 antidepressive agents. 2. 
Clinical comparison of noxiptiline, nor-noxiptiline, 
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3 Dent Res 51:1589-93, Nov-Dec 72 
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(Round cell sarcoma of bone marrow. A histochemical 
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{Experience with large fractionating in megavolt 
radiation therapy of tumors of the upper jaw] 
Vorob’ev Iul, et al. 
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study of 14 primary and secondary malignant tumors. 
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Osteogenic sarcoma of the mandible: review of the 
literature and report of case. Wilcox JW, et al. 
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et al. 
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[Reticulosarcoma in the mandibular primary site] 
Dangelo M. 
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SCHAUMANN’S DISEASE see SARCOIDOSIS (C17) 

SCHIZOID PERSONALITY see under 
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story of Super Brush and the Molars. Wyper M. 
3 Mo Dent Assoc 52:15-6, Oct 72 
The problem of child dental care. Jackson D. 
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The role of the division of dental health services in a 
Public preventive dental program. Collier DR. 
3 Tenm Med Assoc 66:346-8, Apr 73 
Survey of preventive dental services now being 
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[Mechanical study of the following 
te-and wedge-excision of tumors of the lower 

lip] Ivdnkievicez D, et al. 

Fogory Sz 66:164-7, Jun 73 (Hun) 


SURGICAL WOUND INFECTION 


may be encountered in wound 
RA. Apex 6:141-4, Sep 72 
Pathogenesis of disturbed extraction — Amber 
MH. J Oral Surg 31:666-74, Sep 73 
Fibrinolysis and wound infection. Schulte W, et al. 
Trans Congr Int Assoc Oral Surg 4:111-5, 1973 


DRUG THERAPY 
A proposed drug treatment of oral wounds, infection. 
Depalma RA. Dent Surv 49:54 passim, Jul 73 
“ey evaluation of Apernyl preparation] Banach J, 
Cons Stometel 28:061-4, Aug 73 (lng. Abstr.) (Pon 


[Postoperative wound infection and its prevention) 
Schulte W. Zahnarzt 17:29-34, Feb 73 (Ger) 
SUTURE TECHNICS 


in periodontal surgery. Levy L. 

Bull Phila Cty Dent Soc 38:12-5, Jan 73 
Non-sutured nerve transplantation. (A report on 
animal experiments). Matras H, et al. 

3 Maxillofac Surg 1:37-40, Mar 73 


A model for the demonstration of suturing technics. 


Oral Implantol 3:5-18, Summer 
(Comparative clinical studies vestibuloplasty 
with and without suture fixation] Richter M, et al. 
Dtsch Zahnaerzt! Z 28:206-12, Feb 73 (Eng. Abstr.) 
(Ger) 


[Suture materials and suture technic in oral surgery] 
Schiller F. Zahnaerztl Prax 23:603-4, Nov 72 (Ger) 
[Mechanical study of the tension following 
quadrate-and wedge-excision of tumors of the lower 
lip] Ivankievicz D, et al. 
Fogory Sz 66:164-7, Jun 73 (Hun 


Rev Fac Odontol Sao Paulo 10:121-6, Jan-Jun 72 (Eng. 
Abstr.) (Por) 


INSTRUMENTATION 
of suturing in fractures of the 


{Simplified method 
mandible] Gusev EP. 
(Mosk) 51:86-7, May-Jun 72 


Abstr.) 

SUTURES 

(Some suture materials in oral surgery. An evaluation 
based on new investigations] Winther S. 


Tand 76:1055-67, Nov 72 (Dan) 
{Suture materials and suture technic in oral surgery) 
Schiller F. Zahnaerztl Prax 23:603-4, Nov 72 (Ger) 
(P.G.A--a new synthetic, absorbable suture material. A 
clinical and histological investigation] Nordenram A, 
et al. Sven Tandlak Tidskr 65:431-40, Aug 72 (Swe) 


Clinical and bacteri aspects of acid 
sutures. Lilly GE, et al. J Oral Surg 31:103-5, Feb 73 
SWALLOWING see DEGLUTITION (G1) 


SWEETENING AGENTS 


Sugar, sugar substitutes and noncaloric ey | 
agents. Newbrun E. Imt Dent J 23:328-45, Jun 
Sweet indiscretion. Tillis BP. 

NY State Dent J 39:334-5, Jun-Jul 73 

(Should the state control the sugar industry?] Sjéstrém 
O. Tandilakartidningen 64:717-9, 1 Nov 72 (Swe) 
SWINE 


Buccal commissurectomy in miniature swine. Gillis MF, 
et al. J Dent Res 52:847, Jul-Aug 73 


ANATOMY & HISTOLOGY 


Cortical bone structure of the pig mandible. Powell K, 
et al. Arch Oral Biol 18:171-80, Feb 73 


SYMPATHETIC GANGLIA see under GANGLIA, 
AUTONOMIC (A8) 
SYMPATHINS see CATECHOLAMINES (D2) 
SYNAPTIC RECEPTORS 
PHYSIOLOGY 
Synaptic transmission in the submandibular ganglion of 
-. rat. Suzuki T, et al. 
Bull Tokyo Dent Coll 13:145-64, Aug 72 


(Responses of fungiform papilla of frog’s tongue to 
tactile and electrical stimulation--on ag receptor 


synapse of taste organ) Katsuhata T. 
Shikwa Gakuho 72:139-54, Nov 72 (Eng. Abstr.) (Jap) 
SYNCOPE 
DIAGNOSIS 
Faints and 


spells. Harrison JB. 
Dent Clin North Am 17:461-72, Jul 73 
PREVENTION & CONTROL 

{Clinical observations of so-called cerebral anemia 
appearing — during oral blood treatment] 
Gekuho 73 72:82-93, Jul 72 (Eng. Abstr.) (Jap) 
SYNOVIOMA 

Dtsch Z 27:086-7, 1972 (Eng. Abstr.) (Ger) 


SYPHILIDS see SYPHILIS, CUTANEOUS (C1, C12) 


TASK PERFORMANCE 


SYPHILIS 


Tertiary syphilis of the mouth. Titche LL. 
Arch Otolaryngol 96:460-3, Nov 72 

DIAGNOSIS 
{Syphilis of oral cavity and pharynx in the light of 


observed cases) Ferdynus J. 
Otolaryngol Pol 26:319-25, 1972 (Eng. Abstr.) (Pol) 


SYPHILIS, CUTANEOUS 


Rev Asoc Odontol Argent 60:426-7, Sep 72 (Spa) 
SYPHILIS, LATENT 
COMPLICATIONS 


[3 cases of late maxillofacial syphilis] Rytlowa W, et al. 
Czas Stomatol 26:279-85, Mar 73 (Eng. Abstr. 


SYRINGES 


“J new aspirating syringe. Cowan A. 

Dent J 133:547-8, 19 Dec 72 

Odendahl D. Dent Assist 42:10-2, Jun 73 

A pressure syringe technic for full deciduous 

pulpectomies. Frigoletto RL. Dent Surv 49:38, Mar 73 
A simplified method for the precision a of 


ble 
Quintessenz J 2:29-30, Nov n (Ger) 
STANDARDS 
[A clinical study of the reliability of a semi-automatic 
aspirating cartridge syringe] Filégel GE, et al. 
SYSTEMS ANALYSIS 


see also related 
TASK PERFORMANCE AND ANALYSIS (F1,J) 


J Dent Educ 37:20-6, Aug 73 

[Evolution of organization in public dental care. A 
working model for countries based on systems 
analysis and staff participation in management. 2) 


Petterson E. 
65:398-405, 1 Apr 73 (Swe) 
TALENT see under APTITUDE (F1) 
TALWIN see PENTAZOCINE (D6) 
TANDEARIL see under OX YPHENBUTAZONE (D6) 
TARPAN see under DIBENZAZEPINES (D2) 
TASK PERFORMANCE AND 
ANALYSIS 
The economics of the Begg 
Aust Orthod J 3:17-20, Jun 72 
A practical guide to assisted operating. 1. Principles of 
assisted operating. Paul ©. Br Dent J 133:258-61, Sep 72 


Work smarter...get home earlier. 
Dent Manage 13:17-9 passim, Sep 73 


Abbott RH. 


3 Am Dent Assoc 87:651-4, Sep 73 
Ergonomics: new entity in dental education and 
research. Khalil TM. J Dent Educ 37:32-4, Aug 73 
Current concepts of four handed dentistry. Schmid W 
dr. J Temm State Dent Assoc 53:153-6, Apr 73 
The dental team concept. II. A report evaluated by the 
FDI Commission on Dental Practice and its working 
group on chairside ergonomics. Arnold ThE. 
Int 481-4 Feb 73 
Ergonomic outline of orthodontic eq 
Orthod Soc 


CW. Trams Eur 387-92, 1971 
Time budget problem and labor ture 
den ] Bajrakov V. 


{Ergonomy in dental 


Dent Dienst 24:3-7, Aug 72 (Ger) 
(Ergonomic of laboratory equipment) 
Dent Dienst 24:12-8, Jul 72 (Ger) 


intraoral flap. Zola MB ¥ 
(Syphilis and cutaneous microangiopathy. Preliminary 
fa 
Quintessence Imt 4:17-26, Apr 73 7 
STANDARDS 
| 
The systems approach. Wildman AJ. ' 
Angle Orthod 43:88-95, Jan 73 > 
Application of precedence graphs as descriptive tool in ; 
development of “independent study” dental 
curriculum. Allen DL, et al. a 
Effective team and equipment positioning for dental 
Procedures performed in hospitals. Johnson R, et al. 
PREVENTION & CONTROL 
[ in 
tomatologiia (Sofiia) 54: 9, May-Jun 72 (Eng. 
Abstr.) (Bal) 
practice) Kimmel K. 
Med Hyg (Geneve) 30:1476-8, 11 Oct 72 (Fre) 
[Basic review of the duties of dental assistants. 
Ergonomics in dental practice] Holtkamp P. 
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TASK PERFORMANCE 


[Ergonomics in the dental office] 


Dent Dienst 24:20 passim, Jun 72 (Ger) 
{Ergonomics in the dental office] 
Dent Dienst 24:26-7, Jul 72 (Ger) 


{Through simplification to improved efficiency] 
Dent Dienst 25:19-20, May 73 (Ger) 
(Ergonomics is not wad for the practice and 
laboratory] Kimmel K. 
Dent Echo (Heidelb) 42:8-10, May 72 (Ger) 
{Seperate elements are preferable] Kimmel K. 
Dent Echo (Heidelb) 42:21-8, Sep 72 (Ger) 
{Ergonomics 1971--actual state] Kimmel K. 
Dent Echo (Heidelb) 71:8-11, Nov 71 (Ger) 
[Technical changes and professional education) Sting! 
J. Dent Echo (Heidelb) 71:25-7, Dec 71 (Ger) 
(Work sequence study in oral surgery ambulatory care 
(initial examination) in a stomatologic university 
hospital) Buth K. 
Dtsch Stomatol 22:711-7, Sep 72 (Eng. Abstr.) (Ger) 
(Working time study in ambulatory stomatologic care 
for children] Geiger L. 
Dtsch Stomatol 22:701-4, Sep 72 (Eng. Abstr.) (Ger) 
(Expenditure of work in systematic dental restoration 
in preschool children] Maiwald HJ. 
Dtsch Stomatol 22:704-11, Sep'72 (Eng. Abstr.) (Ger) 
(Demands on the orthodontic office and suggestions for 
solutions} Klee W. 
= Orthod Kieferorthop 4:228-35, Aug-Oct 72 . 
itr.) 
{Arrangement of individual inits in the dental ofies} 
Schén F. Quintessenz 23:111-6, Jul 72 (Ger) 
{Rationai working instructions. II] Caesar HH. 
Quintessenz J 3:35-8, Mar 73 (Ger) 
{Rational working place requires teamwork] Schmid E, 
et al. Quintessenz J 3:15-7, Jan 73 (Ger) 
(Ergonomics: panoramic and instrumentation] 
Guastamacchia C. 
Mondo Odontostomatol 14:667-80, Jul-Aug 72 (Ita) 
(Principles of ergonomy in dental practice] Krzywicki 
J. Czas Stomatol 25:777-84, Sep 72 (Eng. Abstr.) (Pol) 
{Ergonomics and its significance for development of 
stomatology] Ivashchenko GM, et al. 
Stomatologiia (Mosk) 52:81-3, Mar-Apr 73 (Rus) 


TASTE 


EEG correlates of conditioned taste aversion. Brozek G, 
et al. Act Nerv Super (Praha) 15:4-5, Mar 73 
Regulation of food intake. Physiologic-biochemical 
aspects (peripheral regulatory factors). Le Magnen J. 
Ady Psychosom Med 7:73-90, 1972 (73 ref.) 
Eating behavior and obesity in men and animals. 
Nisbett RE. 
Ady Psychosom Med 7:173-93, 1972 (34 ref.) 
Nitrogen narcosis during a 14-day continuous exposure 
to 5.2 per cent O 2in N 2 at pressure equivalent to 100 
FSW (4 ATA). Elecombe DD, et al. 
Aerosp Med 44:864-9, Jul 73 
Newer concepts in the regulation of food intake. 
Lepkovsky S. 
Am J Clin Nutr 26:271-84, Mar 73 (78 ref.) 
Electrophysiological investigations of intravascular 
taste using perfused rat tongue. Bradley RM. 
Am J Physiol 224:300-4, Feb 73 
A comparative observaton of the brain of some Indian 
freshwater teleosts, with special reference to their 
feeding habits. Singh CP. Anat Anz 131:234-7, 1972 
Taste preferences in pigs for nutritive and 
non-nutritive sweet solutions. Kennedy JM, et al. 
Anim Behav 20:706-18, Nov 72 
CNS: afferent mechanisms with emphasis on 
Physiological and behavioral correlations. 
J. Annu Rev Physiol 1973 (140 
The sense of smell. Engen T. 
Annu Rev Psychol 24:187-206, 1973 (143 ref.) 
Submerged growth of the cultivated mushroom, 
Agaricus bisporus. Dijkstra FI, et al. 
Antonie wan Leeuwenhoek 38:329-40, 1972 
Growth of the mycelium of Boletus edulis on agar media 
and in submerged liquid cultures. Eybergen GC van, 
et al. Antonie wan Leeuwenhoek 38:448-50, 1972 
Effect of sodium nitrite and sodium nitrate on botulinal 
toxin production and nitrosamine formation in 
wieners. Hustad GO, et al. 
Appl Microbiol 26:22-6, Jul 73 
Characterization of a heat-stable protease of 
Pseudomonas fluorescens P26. Mayerhofer HJ, et al. 
Appl Microbiol 25:44-8, Jan 73 
Use of cholestyramine in treatment of children with 
familial hypercholesterolaemia. West RJ, et al. 
Arch Dis Child 48:370-4, May 73 
The effects of surgical desalivation of the rat upon 
taste acuity. Catalanotto FA, et al. 
Arch Oral Biol 17:1455-65, Oct 72 
Long-term effects of selective desalivation on taste 
acuity in rats. Catalanotto FA, et al. 
Arch Oral Biol 18:941-52, Aug 73 
Nememeiacer of facial nerve testing. Alford BR, et 
al. Otolaryngol 97:214-9, Feb 73 
Practionl application of clinical tests for facial 
paralysis. Jongkees LB. 
Arch Otolaryngol 97:220-3, Feb 73 
Attenuation of drug-induced bai' 
solution as an 
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prior to conditioning. Elkins 
Behav Biol 9:221-6, Aug 73 
Dissociation of odor and taste in bai! 7 ce 
WG, et al. Behav Biol 8:407-19, Mar 
A rate theory of gustatory stimulation. Heck GL, otal 
Behav Biol 8:687-712, Jun 73 
ECS impedes tast aversion learning. Kral PA. 
Behav Biol 7:761-5, Oct 72 
Limbic lesions and control of the internal and external 
environment. McGowan BK, et al. 
Behav Biol 7:841-52, Dec 72 
Emotionality, hunger, and normal eating: implications 
for interpretation of electrically induced behavior. 
Wise RA, et al. Behav Biol 8:519-31, Apr 73 
Effect of taste stimuli on the extraction of lipids from 
bovine taste papillae. Kurihara Y. 
Biochim Biophys Acta 306:478-82, 21 Jun 73 
Taste thresholds in drug addicts and alcoholics. Smith 
SE. Br J Addict 67:317-21, Dec 72 
Rehabilitation following laryngectomy; the results of a 
questionnaire study. De Beule G, et al. 
Br J Disord Commun 7:141-7, Oct 72 
Importance of palatability in determining the feed 
intake of sheep offered chopped and pelleted hay. Van 
Niekerk AI, et al. Br J Nutr 30:95-105, Jul 73 
Relation between some forms of glaucoma and 
phenylthiocarbamide tasting. Kalmus H, et al. 
Br J Ophthalmol 57:503-6, Jul 73 
Diencephalic stimulation and mouth movements in the 
chicken. Gentle MJ. Br Poult Sci 14:167-71, Mar 73 
Interaction of neural systems which control body 
water. Emmers R. Brain Res 49:323-47, 30 Jan 73 
Taste responses to lick-duration stimuli. Halpern BP, et 
al. Brain Res 57:473-8, 27 Jul 73 
Analysis of taste receptor properties derived from 
chorda tympani nerve firing patterns. Wang MB. 
Brain Res 54:314-7, 17 May 73 
Orbicularis oculi (blink) reflex in Bell’s palsy. 
Marinacci AA. 
Bull Los Angeles Neurol Soc 38:126-37, Ju! 73 
Bioavailability of potassium from a slow-release tablet. 
Ben-Ishay D, et al. 
Clin Pharmacol Ther 14:250-8, Mar-Apr 73 
Simulated meat foods. Holmes AW, et al. 
Community Health (Bristol) 4:157-61, Nov-Dec 72 
Adaptation of primary gustatory nerve responses in the 
frog. Sato T 
Comp Biochem Physiol [A] 43:1-12, 1 Sep 72 
On two types of conditional reflex: general laws of 
association. Konorski J. Cond Reflex 8:2-9, Jan-Mar 73 
The influence of topically applied D-tubocurarine on 
the taste-induced electrical nerve activity in the frog. 
Steiner JE, et al. Confin Neurol 35:248-56, 
A preliminary report on taste sensitivity to 
phenylthiourea (P. T. C.) in Uganda Africans. Lutaaya 
E, et al. East Afr Med J 49:679-80, Sep 72 
A solution to the problem of cerebral cortical 
localization of taste in the cat. Ruderman MI, et al. 
Exp Neurol 37:522-37, Dec 72 
Acceptance of high concentration saccharin solutions 
by cats after hypothalamic lesions. Wyrwicka W, et al. 
Exp Neurol 40:367-76, Aug 73 
Inhibition of cyclic 3’,5’-nucleotide phosphodiesterase 
in bovine taste papillae by bitter taste stimuli. 
Kurihara K. FEBS Lett 27:279-81, 1 Nov 72 
Can-cutting for quality control. Oakley MR. 
Hospitals 46:85-8 1 Dec 72 
Studies on threshold of taste for salt with special 
reference to hypertension. Bisht DB, et al. 
Indian Heart J 23:137-40, Apr 71 
Normal threshold of taste among Indians. Dasgupta G, 
et al. Indian J Med Res 59:1154-62, Jul 71 
Covert sensitization: conditioning or suggestion? 
Foreyt JP, et al. J Abnorm Psychol 82:17-23, Aug 73 
New sweetening agents: N’-formyl-and 
N’-acetylkynurenine. Finley JW, et al. 
3 Agric Food Chem 21:33-4, Jan-Feb 73 
MCT cookies, cakes, and quick breads: quality and 
acceptability. Bowman F. 
3 Am Diet Assoc 62:180-5, Feb 73 
Acceptability of low-fat milk by school children. 
Godfrey M, et al. J Am Diet Assoc 61:525-8, Nov 72 
Physiologic control of food intake. Hamilton CL. 
J Am Diet Assoc 62:35-40, Jan 73 
Protein concentrates and cellulose as additives in meat 
loaves. Nollman DS, et al. 
J Am Diet Assoc 61:658-61, Dec 72 
Fruit and vegetable acceptance by students. Factors in 


Effect of citric acid on “frozen whole strawberries. 
Wells CE, et al. J Am Diet Assoc 61:665-8, Dec 72 
Bitter peptides in the casein digests with bacterial 
proteinase. II. A bitter peptide consisting of 
tryptophan and leucine. Minamiura N, et al. 

J Biochem (Tokyo) 72:841-8, Oct 72 
Characterization of monellin, a protein that tastes 
sweet. Morris JA, et al. J Biol Chem 248:534-9, 25 Jan 73 
Sex differences in newborns with special reference to 
differences in the organization of oral behavior. 
Korner AF. 

3 Child Psychol Psychiatry 14:19-29, Mar 73 
Gas chromatographic-mass spectrometric analyses of 
“flavory” and “non-flavory” Ceylon black tea aroma 
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concentrates prepared by two different methods. 
Wickremasinghe RL, et al. 

3 Chromatogr 79:75-80, 16 May 73 
Quantitative changes in alcohol consumption as a 
function of electrical aversive conditioning. Miller 
PM, et al. J Clim Psychol 28:590-3, Oct 72 
Ascending central gustatory pathways. Norgren R, et 
al. J Comp Neurol 150:217-37, 15 Jul 73 
Novel diet preferences in potassium-deficient rats. 
Adam WR. J Comp Physiol Psychol 84:286-8, Aug 73 
Modification of learned aversion to LiCl and NaCl by 
multiple experiences with LiCl. Balagura S, et al. 
3 Comp Physiol Psychol 81:212-9, Nov 72 
Responses of male Mongolian gerbils to male gerbil 
odors. Baran D. 

3 Comp Physiol Psychol — Jul 
Conditioning of food aversions by = Sa 
Psychoactive drugs. Berger BD. 

3 Comp Physiol Psychol 81:21-6, Oct 72 

Area postrema damage and bait shyness. Berger BD, et 
al. J Comp Physiol Psychol 82:475-9, Mar 73 
Conditioned satiety in the rat. Booth DA. 

3 Comp Physiol Psychol 81:457-71, Dec 72 
Aversion to a cue acquired by its association with 
effects of an antibiotic in the rat. Booth DA, et al. 
3 Comp Physiol Psychol 84:319-23, Aug 73 

A neuroanatomical investigation of enhanced 
cutaneous and gustatory responsivity associated with 
septal forebrain injury. Carey RJ. 

3 Comp Physiol Psychol 80:449-57, Sep 72 
-aversion learning in rats by 
cortical spreading depression in the CS-US interval. 
Davis JL, et al. 

3 Comp Physiol Psychol 80:398-402, Sep 72 
Aversion to a palatable saline solution in rats: 
interactions of physiology and experience. Devenport 
LD. J Comp Physiol Psychoi 83:98-105, Apr 73 
Contribution of ingestive behaviors to taste-aversion 
learning in the rat. Domjan M, et al. 

3 Comp Physiol Psychol 80:403-12, Sep 72 
Taste as a dipsogenic stimulus. Ernits T, et al. 
3 Comp Physiol Psychol 83:27-31, Apr 73 
Regulatory and nonregulatory effects of functional 
decortication on eating in rats. Freedman NL, et al. 
3 Comp Physiol Psycho! 81:233-42, Nov 72 
Mother’s milk: a medium for transmission of cues 
reflecting the flavor of mother’s diet. Galef BG Jr, et 
al. J Comp Physiol Psychol 83:374-8, Jun 73 
“Learned safety” as a mechanism in long-delay 
taste-aversion learning in rats. Kalat JW, et al. 
3 Comp Physiol Psychol 83:198-207, May 73 
Effects of quinine adulteration upon body weight of 
LH-lesioned and intact male rats. Keesey RE, et al. 
3 Comp Physiol Psychol 84:38-46, Jul 73 
Weight regulation with palatable food and liquids in 
rats with lateral hypothalamic lesions. Mufson EJ, et 
al. J Comp Physiol Psychol 80:382-92, Sep 72 
Conditioned preferences in the rat with an unnatural 
need state: morphine withdrawal. Parker L, et al. 
3 Comp Physiol Psychol 82:294-300, Feb 73 
Predation and feeding: comparisons of f 
behavior of killer and nonkiller rats. Paul L, et al. 
3 Comp Physiol Psychol 84:258-64, Aug 73 
Postingestional control of sodium chloride solution 
drinking in the rat. Rabe EF, et al. 

3 Comp Physioi Psychol 84:268-74, Aug 73 
Effects of lesions in the basolateral amygdala on fluid 
intake in the rat. Rolls BJ, et al. 

3 Comp Physiol Psychol 83:240-7, May 73 
Altered food preferences after lesions in the 
basolateral region of the amygdala in the rat. Rolls ET, 
et al. J Comp Physiol Psychol 83:248-59, May 73 
Failure of recovered lateral hypothalamic rats to learn 
specific food aversions. Roth SR, et al. 

3 Comp Physiol Psychol 83:184-97, May 73 
Behavior-genetic-dependent self-selection of alcohol in 
rats. Satinder KP. 

3 Comp Physiol Psychol 80:422-34, Sep 72 
Appetitive and aversive conditioning in 
thiamine-deficient rats. Seward JP, et al. 

3 Comp Physiol Psychol 83:157-67, Apr 73 
Comparison of behavioral deficits caused by lesions in 
septal and ventromedial hypothalamic areas of female 
rats. Singh D. J Comp Physiol Psychol 84:370-9, Aug 73 
Caloric regulation of food intake in man. Spiegel TA. 
3 Comp Physiol Psychol 84:24-37, Jul 73 
Increased motivation in rats with ventromedial 
hypothalamic lesions. Wampler RS. 

3 Comp Physiol Psychol 84:275-85, Aug 73 

of dietary amino acid pattern on food 

Preference behavior of rats. Zahler LP, et al. 
3 Comp Physioi Psychol 81:155-62, Oct 72 
Influence of site of administration of urea on voluntary 
intake of concentrate by lactating cows. Huber JT, et 
al. J Dairy Sci 55:1470-3, Oct 72 

Models of sweetness additivity. Moskowitz HR. 
3 Exp Psychol 99:88-98, Jun 73 

An analysis of hamster afferent taste nerve response 
functions. Frank M. J Gen Physiol 61:588-618, May 73 
Toxicological and hygienic evaluation of diethylene 
glycol dinitrate in connection with its standardization 
in water reservoirs. Krasovsky GN, et al. 
pt Epidemiol Microbiol Immunol (Praha) 17:114-9, 


“s acceptance and performance. Walker MA, et al. 
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Pp 
Synthesis and bioactivity of lincomycin 2-monoesters. 
Morozowich W, et al. J Pharm Sci 62:1102-5, Jul 73 
Pharmaceutical sciences--1972: literature review of 
pharmaceutics. I. Shah AC, et al. 
J Pharm Sci 62:1033-65, Jul 73 (849 ref.) 
Chernical modification of clindamycin: synthesis and 
evaluation of selected esters. Sinkula AA, et al. 
3 Pharm Sci 62:1106-11, Jul 73 
The gustatory sense in foetal sheep os the last 
third of gestation. Bradley RM, et 
3 Physiol (Lond) 231:271-82, Jun Aes 
Ranking in incomplete blocks. The use of the technique 
and the interpretation of the results. Levitt DJ. 
J Sci Food Agric 24:739-45, Jun 73 
Consumer testing of pork from boar and gilt pigs. 
Rhodes DN. J Sci Food Agric 23:1483-91, Dec 72 
Hypogeusia, anorexia, and altered zinc metabolism 
following thermal burn. Cohen IK, et al. 
JAMA 223:914-6, 19 Feb 73 
Sodium chloride preference in essential hypertension. 
Schechter PJ, et al. JAMA 225:1311-5, 10 Sep 73 
Taste response characteristics in the glossopharyngeal 
nerve of the rat. Ogawa H. 
Kumamoto Med J 25:137-48, 31 Dec 72 
Role of drug novelty and metabolism in the aversive 
effects of hashish injections in rats. Corcoran ME. 
Life Sci [I] 12:63-72, 15 Jan 73 
Monocarbony! compounds in the volatile components 
of rossiiskii cheese, flesh salmon, sturgeon and 
salmon caviar. Golovnya RV, et al. 
Nahrung 16:497-506, 1972 
Receptor site for sour stimuli. Koyama N, et al. 
Nature (Lond) 239:459-60, 20 Oct 72 
Purity effects and distilled water taste. O’Mahony M. 
Nature (Lond) 240:489, 22 Dec 72 
Phosphodiesterase in tongue epithelium: activation by 
bitter taste stimuli. Price S. Nature 241:54-5, 5 Jan 73 
Function of catechol taining neurones in 
mammalian central nervous system. Crow TJ, et al. 
Nature [New Biol] 238:245-6, 23 Aug 72 
Sensory transduction: a concluding essay. Beidler LM. 
Neurosci Res Program Bull 8:531-3, Dec 70 
Protein preference in protein-malnourished monkeys. 
Peregoy PL, et al. Percept Mot Skills 35:495-503, Oct 72 
Intake of diazepam and hashish by alcohol preferring 
rats deprived of alcohol. Amit Z, et al. 
Physiol Behav 10:523-7, Mar 73 
Hippocampal lesions and shuttlebox avoidance 
behavior: a fear hypothesis. Antelman SM, et al. 
Physiol Behav 9:15-20, Jul 72 
Influence of type of reinforcement on operant 
responding by rats with ventromedial lesions. Beatty 
WW. Physiol Behav 10:841-6, May 73 
Effects of hippocampal lesions on passive avoidance 
and taste aversion conditioning. Best PJ, et al. 
Physiol Behav 10:193-6, Feb 73 
Taste responses of the North American popcupine 
(Erethizon dorsatum). Bloom JC, et al. 
Physiol Behav 11:95-8, Jul 73 
Gastrointestinal factors in the acquisition of oral 
sensory control of satiation. Booth DA, et al. 
Physiol Behay 11:23-9, Jul 73 
Effects of chlordiazepoxide and ethanol on the 
extinction of a conditioned taste aversion. Cappell H, 
et al. Physiol Behav 9:167-9, Aug 72 
A decrease in ethanol preference in rats resulting from 
forced ethanol drinking under fluid deprivation. 
Carey RJ. Physiol Behav 8:373-5, Feb 72 
The effects of incentive shifts on stimulus-bound 
licking in rats. Chisholm DC, et al. 
Physiol Behav 9:277-9, Aug 72 
The effectiveness of some sugars in stimulating licking 
behavior in the rat. Davis JD. 
Physiol Behav 11:39-45, Jul 73 
Effect of pinealectomy or septal lesions on intake of 
unpalatable fluids in rats given sodium deplete or 
replete diets. Donovick PJ, et al. 
Physiol Behav 10:1095-9, Jun 73 
Analysis of diabetic hyperphagia and polydipsia. 
Hernandez L, et al. Physiol Behav 9:741-6, Nov-Dec 72 
Taste preferences for sucrose solutions and water 
under cholinergic and deprivation thirst. Johnson AK, 
et al. Physiol Behav 10:607-12, Mar 73 
Tolerance for quinine under cholinergic versus 
deprivation induced thirst. Johnson AK, et al. 
Physiol Behav 10:613-6, Mar 73 
Electroconvulsive shock impedes association 
formation: conditioned taste aversion paradigm. Kral 
PA, et al. Physiol Behav 10:145-7, Jan 73 
Sex differences in the taste preference for a salt 
solution in the rat. Kreéek J, et al. 
Physiol Behav 8:183-8, Feb 72 
Interaction of food and water on 
effect of body water losses and characteristics 
solution offered. Kutscher CL. 
Physiol Behav 9:753-8, Nov-Dec 72 
Lateralization of learned taste aversion i cortical 
spreading depression. Lehr PP, et 
Physiol Behav 10:79-83, Jan 73 
Palatability and caloric density as determinants of food 
intake in hyperphagic and normal rats. Levison MJ, et 
al. Physiol Behav 10:455-62, Mar 73 


Preference for sodium chloride over sodium carbonate 
by sodium deficient rats. Levy CJ. 
Physiol Behav 10:829-30, Apr 73 

Interactions between stimuli with different taste 
qualities. McBurney DH, et al. 
Physiol Behav 10:1101-6, Jun 73 

Temperature dependence of human taste responses. 
McBurney DH, et al. Physiol Behav 11:89-94, Jul 73 

Changes in stimulus reactivity following gonadectomy 
in male and female rats of different ages. Marks HE, et 
al. Physiol Behav 8:1113-9, Jun 72 

The effects of environmental constraints upon licking 
Patterns. Marowitz LA, et al. 

Physiol Behav 11:259-63, Aug 73 

Ethanol ingestion in the rat induced by rewarding brain 
stimulation. Martin GE, et al. 
Physiol Behav 8:1151-60, Jun 72 

Effect of flow rate on taste intensity responses in 
humans. Meiselman HL, et al. 
Physiol Behav 9:35-8, Jul 72 

Detectability and preference for sodium chloride and 
sodium carbonate. Morrison GR. 
Physiol Behav 8:25-8, Jan 72 

Taste control over sodium intake in sodium deficient 
rats. Morrison GR, et al. Physiol Behav 8:29-32, Jan 72 

Effect of solution temperature on taste intensity in 
humans. Moskowitz HR. 

Physiol Behav 10:289-92, Feb 73 

Effects of ethanol dependence induced artificially in 
the rhesus monkey on the subsequent preference for 
ethyl alcohol. Myers RD, et al. 

Physiol Behav 9:43-8, Jul 72 

Learned taste aversions in rats as a function of dosage, 
concentration, and route of administration of LiCl. 
Nachman M, et al. Physiol Behav 10:73-8, Jan 73 

Taste responses in the macaque monkey chorda 

tym . Ogawa H, et al. 
Physiol Behav 9:325-31, Sep 72 

Genetic influences on saccharin preference of mice. 
Pelz WE, et al. Physiol Behav 10:263-5, Feb 73 

A comparison of the motivational properties of thirst 
induced by intracranial angiotensin and by water 
deprivation. Rolls BJ, et al. 

Physiol Behav 9:777-82, Nov-Dec 72 

Incentive as a factor in the behaviors of rats given 
lateral hypothalamic stimulation. Smith DA. 
Physiol Behav 8:1077-86, Jun 72 

Cross adaptation between salts in the chorda tympani 
nerve of the rat. Smith DV, et al. 

Physiol Behav 8:213-20, Feb 72 

The effect of VMH lesions, lateral cuts and anterior 
cuts of food intake, activity level, food motivation, 
and reactivity to taste. Storlien LH, et al. 
Physiol Behav 9:191-7, Aug 72 

Saccharin drinking and mortality in rats. Strouthes A. 
Physiol Behav 10:781-91, Apr 73 

Enhancement of the consumption of acclimated sapid 
solutions following periodic and prolonged 
withdrawal. Wayner MJ, et al. 

Physiol Behav 9:463-74, Sep 72 

A new factor affecting the consumption of ethy] alcohol 
and other sapid fluids. Wayner MJ, et al. 
Physiol Behav 8:345-62, Feb 72 

Increased conditioned gustatory aversion os 
VMH iesions in rats. Weisman RN, et 
Physiol Behav 9:801-4, Nov-Dec 72 

Calories and sweet taste: effects on sucrose preference 
in the obese and nonobese. Wooley OW, et al. 
Physiol Behav 9:765-8, Nov-Dec 72 

Summated cerebral responses to taste stimuli in rat. 
Yamamoto T, et al. Physiol Behav 9:789-93, Nov-Dec 72 

The pharmacological actions of alcohol in relation to 
nutrition. Wilson CW. 

Proc Nutr Soc 31:91-8, Sep 72 (24 ref.) 

Odor and flavor compounds from lipids. Forss DA. 
Prog Chem Fats Other Lipids 13:177-258, 1972 (363 
ref.) 

Septum and behavior: a review. Fried PA. 
Psychol Bull 78:292-310, Oct 72 (167 ref.) 

Latent inhibition. Lubow RE. 

Psychol Bull 79:398-407, Jun 73 (64 ref.) 

Cat neurones and electrical 
self-stimulation. 2. A theoretical interpretation and 

some psychiatric implications. Crow TJ. 

Psychol Med 5:66-73, Feb 73 

Morphine dependent behaviour in rats: some clinical 
implications. Kumar R, et al. 
Psychol Med 3:225-37, May 73 

Hunger, obesity, and the ventromedial hypothalamus. 
Nisbett RE. Psychol Rev 79:433-53, Nov 72 (105 ref.) 

Disulfiramlike effects of trichomonacidal drugs. A 
review and double-blind study. Goodwin DW, et al. 
Q J Stud Alcohol 33:734-40, Sep 72 

Tasters and smellers in the food and fragrance 
industry. A limited new job possibility for the blind. 
Freund ED. Rehabil Rec 14:6-9, Mar-Apr 73 

Chemical transfer of radiation induced avoidance. A 
replication. Fjerdingstad EJ. 

Scand J Psychol 13:145-51, 1972 

Rats drink less cool water: a change in the taste of 
water? Bartoshuk LM. Science 178:1121, 8 Dec 72 

Sweet taste of water induced by artichoke (Cynara 
—, Bartoshuk LM, et al. 

178:988-9, 1 


TASTE 


Ch timulatory protein: a new type of taste 
stimulus. Cagan RH. Science 181:32-5, 6 Jul 73 
Taste stimuli: time course of peripheral nerve response 
and theoretical models. Faull JR, et al. 
Science 178:73-5, 6 Oct 72 

On the mechanism of action of carbohydrate active 
steroids on tastant detection and recognition. Henkin 
RI, et al. UCLA Forum Med Sci 15:339-53, 1972 
The facial nerve and gustatory function. Kim GR. 
Yonsei Med J 12:49-54, 1971 

[Place of electrogustometry in the study of the clinical 
evolution of facial paralysis} Dejean Y, et al. 
Acta Otorhinolaryngol Belg 26:547-50, 1972 (Fre) 
{Physiopathology of smell] Perrin C. 

Acta Otorhinolaryngol Belg 26:583-8, 1972 (Fre) 
[Research on the harmlessness of triglycerides 
synthesized from odd and even fatty acids} Gontzea I, 
et al. Ann Nutr Aliment 26:209-20, 1972 (Fre) 
gustometry in 350 subjects] Le 


Den R, et al. 
Ann Otolaryngol Chir Cervicofac 89:659-69, Dec 72 
(Eng. Abstr.) (Fre) 

[Study of the activity of a sodium hypochlorite solution 
for the sterilization of drinking waters on the Vibrio 
cholerae biotype, El Tor] Baylet R, et al. 
Bull Soc Pathol Exot 65:17-24, Jan-Feb 72 — 
Abstr.) 

(Sensory disorders in schizophrenia] Gross G, et a 
Arch Psychiatr Nervenkr 216: 119-30, 972 (Eng. 
Abstr.) (Ger) 

{Comparative studies on the sensitivity of 
phenylthiocarbamide (PTC) in primates] Glaser D. 
Folia Primatol (Basel) 18:27-34, 1972 (Eng. “aon 


[Blood groups of the ABO-system, secretory status and 
PTC-tasting in suffering from glaucoma] 
Kubitkova Z, et al. 

Klin Monatsbl Augenheilkd 161:32-5, Jul 72 (Eng. 
Abstr.) (Ger) 

[Psychosomatic aspects in a Freyberger H. 
Med Klin 67:1389-92, 27 Oct (Ger) 

[Evaluation of the quantitative _— test using 
adequate stimuli] Fikentscher R, et al. 
Monatsschr Ohrenheilkd Laryngorhinol 107: — 
May 73 (Eng. Abstr.) (Ger 

[Ripening of the Tollense cheese in foil as omen 
with the conventional technology. 2. Biochemical 
studies) Behnke U, et al. 

Nahrung 16:659-70, 1972 (Eng. Abstr.) (Ger) 

(New methods for the evaluation and analysis of 
organoleptic qualities of foodstuffs and for the 
estimation of their changes. 5. Organoleptic 
“relative” scales for saccharose and common salt 
concentrations as well as calculation of the “relative 
sweetness” of sugars) Herrmann J. 

Nahrung 16:215-33, 1972 (Eng. Abstr.) (Ger) 

(New methods for the evaluation and analysis of 
organoleptic qualities of foodstuffs and for the 
estimation of their changes. 4. Organoleptic scales for 
odor and flavor Herrmann J. 
Nahrung 16:205-13, 1972 my 


elastomers) R 
Nahrung 16:365-74, 1972 (Eng. Abstr.) (Ger) 
[Definition of the basic terms in flavor research] Rothe 
M. Nahrung 16:473-81, 1972 (Eng. Abstr.) (Ger) 
{Flavor enhancement in rye bread by pre-baking) 
Rothe M, et al. 

Nahrung 16:517-24, 1972 (Eng. Abstr.) (Ger) 
(Shortened dough preparation of wheat bread and its 
effect on the flavor. 1. Carbonyl compounds and 
ethanol] Rothe M, et al. 
Nahrung 16:507-16, 1972 (Eng. Abstr.) (Ger) 
(Threshold values of aromatic compounds and their use 


[Ripening of the Tollense cheese in foil as compared 
with the conventional technology. 1. Microbiological 
studies] Wegner K, et al. 

Nahrung 16:643-58, 1972 (Eng. Abstr.) (Ger) 

(Mechanoreceptors of the hair sensilla on the antenna 
of the red Dysdercus intermedius dist) 
Gaffal KP, 

Z Zellforsch Amat 132:79-94, 1972 


Abstr.) (Ger 
(Spatial distribution of sensory antennal fibres in = 
central nervous system of worker bees] Pareto A. 
Z Zeliforsch Mikrosk Anat 131:109-40, 1972 (Eng. 


(Ger) 
bacteriological studies on 
fon exchange resins) Miiller G, et al. 
Zentralbl Bakteriol [Orig B) 73 (tng. 
Abstr.) 
— equilibrium function, olfactory amt 
end tn paitente otth 
disease} Kiyofuji T, et al. 
3 Otolaryngol Jap 75:1098-9, Oct 72 
(Quantification of electric gustometry] Okuda Y. 
3 Otolaryngol Jap 75:1071-2, Oct 72 (Jap) 
[Studies on the pungent principles of ginger (Zingiber 
officinale Roscoe) by GC-MS] Masada Y, et al. 
3 Pharm Soc Jap 93:318-21, Mar 73 (Eng. Abstr.) (Jap) 
[The effect of age on taste sensitivity) Owada K, et al. 
Jap J Hyg 27:243-7, Jun 72 (Eng. Abstr.) (Jap) 


8-365 


A molecular theory of sweet taste. Kier LB. ie 
a 
a5 for evaluation of aroma analysis] Rothe M, et al. 
Nahrung 16:483-95, 1972 (Eng. Abstr.) (Ger) 


TASTE 


{Neural information for quality of —_ Sato M. 
Jap J Med Electron 10:113-22, Apr 72 (Jap) 
(Gustometry] Pietruski J. 

Neurol Neurochir Pol 6:625-9, Jul-Aug 72 (27 a 


[Set for impulse electrogustometry Kinsmen al 
Oto | Pol 27:411-4, 1973 (Poi) 
(Electrogustometry in the diagnosis of facial nerve 
palsy] Pietruski J. 

Otolaryngol Pol 27:125-30, 1973 fe. Abstr.) (Pol) 
[PeKa electrogustometer designed by 

et al. Oto 1 Pol 26:371-4, "1972 (Pol) 
[Gustometric studies in adult patients with 
mucoviscidosis] Tylezyfiski W, et al. 

Przegl Lek 30:311-5, 1973 (Eng. Abstr.) 
[Innervation of taste bulbs in the monkey epiglottis] 
Khaisman EB. 


Dokl Akad Nauk SSSR 209:713-6, 21 Mar 73 (Rus) 
ey sensitivity in ozena patients] Gotlib IaL, et 


Usha Nos Gort Roleen $1:725, Nov-Dec 71 (En ie 


The effect of metronidazole on the human taste 
threshold to alcohol. Wilson CW, et al. 

Br J Addict 68:99-110, Jun 73 
Structure-activity relationship in the taste effect of 
ribonucleotide derivatives. Mizuta E, et al. 
Chem Pharm Bull (Tokyo) 20:1114-24, Jun 72 
Depression of gustatory sweet response by alloxan. 
Zawalich WS. 

Comp Biochem Physiol [A] 44:903-9, 1 Mar 73 
Depression of gustatory sweet response by alloxan. 
Zawalich WS. 

Comp Biochem Physiol [A] 44:903-9, 1 Mar 73 
Effects of local anesthetic on taste and feed intake. 
Baile CA, et al. J Dairy Sei 55:1461-3, Oct 72 
Effects of chemical modifiers on taste responses in the 


Kfetek J. Physiol Behav 10:683-8, Apr 73 
Sexual and hormonal influences on eating, taste 
preferences, and body weight of hamsters. Zucker I, 
et al. Physiol Behav 8:101-11, Jan 72 
Aversive conditioning by psychoactive drugs: effects 
of morphine, alcohol and chlordiazepoxide. Cappell H, 
et al. Psy 29:239-46, 
Morphine induced saccharin aversion in 
-methyltyrosine pretreated rats. Coussens WR, et al. 
logia 29:151-7, 16 Mar 73 
Conditioned aversion toa preferred solution ayy 
methamphetamine injections. Martin JC, et 
Psy gia 29:253-61, 1973 
Chemostimulatory protein: a new type of taste 
stimulus. Cagan RH. Science 181:32-5, 6 Jul 73 
On the mechanism of action of carbohydrate active 
steroids on tastant detection and recognition. Henkin 
RI, et al. UCLA Forum Med Sci 15:339-53, 1972 
(Gustatory allachesthesia for sugar: complementary 
study on the nature of the internal signal] Cabanac M, 
et al. J Physiol (Paris) 65:Supp!l 3:370A, 1972 (Fre) 
[Problematics of examinations using the taste 
substance phenylthiocarbamide (PTC)] Glaser D. 
Z Morphol Anthropol 64:197-206, Nov 72 (Eng. = eee 


[Application of phenylithiocarbamide (PTC) in 
opinion on paternity) Glaser D. 
Z Morphol Anthropol 64:386-7, Dec 72 (Eng. Abstr.) 
(Ger) 
{Influence of Payzone on pigmentation and 
consumption quality of broilers] Halama AK, et al. 
Z Tierphysiol 30:164-72, Oct 72 (Eng. Abstr.) (Ger) 


TASTE BUDS 

(Evaluation of the quantitative taste test using 
adequate stimuli] Fikentscher R, et al. 
Monatsschr Ohrenheilkd Laryngorhinol 107:208-17, 
May 73 (Eng. Abstr.) (Ger) 


ANALYSIS 


Studies on the mucins of the vertebrate tongues. II. 
Mucopolysaccharides in cells of taste-buds in tongues 
of tadpoles of Rana tigrana and Bufo melanostictus. 
Nalavade MN, et al. 

Acta Histochem (Jena) 43:202-10, 1972 

The plasma membranes of bovine taste papillae. 
Polyacrylamide gel of circumvallate 
membrane proteins. Lo CH, et al. 

him 


buds. Hiji Y, et al. Nature [New Biol] 244:91-3, 18 Jul 73 

Possible taste receptor proteins. Dastoli FR. 
Neurosci Res Program Bull 8:509-13, Dec 70 

[Fine structural demonstration of acetylcholinesterase 
activity in taste buds of rabbit foliate papillae. I. 
Morphological studies} Jahnke K. 


S-366 


Arch Klin Exp Ohren Nasen Kehikopfheilkd 
203:125-52, 1972 (Eng. Abstr.) (Ger) 


ANATOMY & HISTOLOGY 


Studies on the mucins of the vertebrate tongues. II. 
Mucopolysaccharides in cells of taste-buds in tongues 
of tadpoles of Rana tigrana and Bufo melanostictus. 
Nalavade MN, et al. 

Acta Histochem (Jena) 43:202-10, 1972 

Multiple sensitivity of single taste cells of the frog 
tongue to four basic taste stimuli. Sato T. 
3 Cell Physiol 80:207-18, Oct 72 


CYTOLOGY 


The plasma membranes of bovine taste papillae. 
Polyacrylamide gel electrophoresis of circumvallate 
membrane proteins. Lo CH, et al. 

Biochim Biophys Acta 307:343-52, 11 May 73 

Responses of gustatory cells in the tongue of rat to 
stimuli representing four taste qualities. Ozeki M, et 
al. Comp Biochem [A] 41: 1 Feb 72 

Ultrastructural aspects of the basal zone in the taste 
bud. Olivieri-Sangiacomo C. 

Experientia 28:825-6, 15 Jul 72 

A transitional cell type in taste buds. 
Olivieri-Sangiacomo C. Experientia 28:827-8, 15 Jul 72 

Physiological and morphological identification of the 
gustatory cell in rat. Ozeki M. 

3 Physiol Soc Jap 35:251-2, May 73 

Receptor site for sour stimuli. Koyama N, et al. 
Nature (Lond) 239:459-60, 20 Oct 72 
Vertebrate receptors. Beidler LM. 
Neurosci Res Program Bull 8:506-9, Dec 70 
Comparative observations on chemoreceptors. 
Graziadei P. 

Neurosci Res Program Bull 8:518-22, Dec 70 

Trophic function of homografted neurons of 
Ag-B-histocompatible rats. Zalewski AA. 

14:618-23, Nov 72 

[Fine structural demonstration of acetylcholinest 
activity in taste buds of rabbit foliate papillae. I. 
Morphological studies] Jahnke K. 

Arch Klin Exp Ohren Nasen Kehikopfheilkd 
203:125-52, 1972 (Eng. Abstr.) (Ger) 

[Investigation of taste buds of barbels in Corydoras 

paleatus Jenyns. I. Ultrastructure of the taste buds] 


Schulte E, et al. 
Z Zellforsch Anat 120:450-62, 1971 (Eng. 
Abstr.) (Ger) 


Secretion from the dog’s parotid at as time 
intervals after denervation. Holmberg J. 

Acta Physiol Scand 85:305-11, Jul 72 

The recovery cycle of gustatory fibres during 


bitter compounds with monolayers of lipids from 
bovine circumvallate papillae. Koyama N, et al. 
Biochim Biophys Acta 288:22-6, 23 Oct 72 
Effect of taste stimuli on the extraction of lipids from 
bovine taste papillae. Kurihara Y. 

Biochim Biophys Acta 306:478-82, 21 Jun 73 
Responses of gustatory cells in the tongue of rat to 
stimuli representing four taste qualities. Ozeki M, et 
al. Comp Biochem Physiol [A] 41:391-407, 1 Feb 72 
Inhibition of neurotrophic activity in 

treated with opioids. Smith AA, et al. 

Exp Neurol 39:36-43, Apr 73 

Inhibition of cyclic 3’,5’-nucleotide phosphodiesterase 
in bovine taste papillae by bitter taste stimuli. 
Kurihara K. FEBS Lett 27:279-81, 1 Nov 72 
Multiple sensitivity of single taste cells of the frog 
tongue to four basic taste stimuli. Sato T. 

3 Cell Physiol 80:207-18, Oct 72 

The enhancing action of 5’-ribonucleotide on rat 
gustatory nerve fiber response to monosodium 
glutamate. Yamashita S, et al. 

Jap J Physiol 23:59-68, Feb 73 

Taste responses in the macaque monkey chorda 
tympani. Ogawa H, et al. 

Physiol Behav 9:325-31, Sep 72 


EMBRYOLOGY 


The gustatory sense in foetal sheep os the last 
third of gestation. Bradley RM, et 

Physiol (Lond) 231:271-82, Jun 

[Fine structure of developing taste buds in human fetal 
circumvallate papillae] Takeda M. 

Acta Anat Nippon 47:325-37, Oct 72 (Eng. = 


ENZYMOLOGY 


Regeneration of taste buds in tongue grafts after 
reinnervation by neurons in transplanted lumbar 


sensory ganglia. 
Exp Neurol 40:161-9, Jul 73 
Inhibition of cyclic 3’,5’-nucleotide phosphodiesterase 


INDEX DENTAL LITERATURE 


(Fine structural demonstration of acetylcholinesterase 
activity in taste buds of rabbit foliate papillae. I. 
Morphological studies} Jahnke K. 

Arch Klin Exp Ohren Nasen Kehikopfheilkd 
203:125-52, 1972 (Eng. Abstr.) (Ger) 


An introduction to the neurobiology of oro-facial 
growth. Moss ML. 
Acta Biotheor [A] (Leiden) 21:236-59, 1972 


INNERVATION 


The effects of transection of the glossopharyngeal 
nerve on the taste buds of the circumvallate papilla of 
the rat. Kennedy JG. 

Arch Oral Biol 17:1197-207, Aug 72 

Trophic function of ——— neurons of 
Ag-B-histocompatible Zalewski AA. 
Transplantation 14:618-23, Nov 72 


The plasma membranes of bovine circumvallate 
papillae. Isolation and partial characterization. Lo CH. 
Biochim Biophys Acta 291:650-61, 16 Feb 73 
Receptor site for sour stimuli. Koyama N, et al. 
Nature (Lond) 239:459-60, 20 Oct 72 


PATHOLOGY 


Effect of food deprivation on mucus secretion of 
gustatory papilla in frogs. Jayaraj AP, et al. 
Exp Neurol 36:507-11, Sep 72 


PHYSIOLOGY 


EEG correlates of conditioned taste aversion. Brozek G, 
et al. Act Nerv Super (Praha) 15:45, Mar 73 


reception: 
bitter compounds with monolayers of lipids 
bovine circumvallate papillae. Koyama N, 
Biochim Biophys Acta 288:22-6, 23 Oct 


al. Comp Biochem Physiol [A] 41:391-407, 1 Feb 
Multiple sensitivity of single taste cells of the frog 

tongue to four basic taste stimuli. Sato T. 

J Cell Physiol 80:207-18, 


Interactions between stimuli with 
qualities. McBurney DH, et al. 
Physiol Behav 10:1101-6, Jun 73 


palate. II. Influence of age, sex and smoking 
habits] Rollin H. 


gustatory 
soft one pee. I. Statistical analysis of normal values] 
30 Apr 73 (Eng. Abstr.) (Ger 
(Conductance change of the gustatory cell wails 
Sato T. J Jap Stomatol Soc 39:811, Dec 72 (Jap) 
[Neural information for quality of tastes] Sato M. 

Med Electron 10:113-22, Apr 72 


1 Nov 72 
: Enzymic changes in taste buds of monkey following 
transection of glosscpharyngeal nerve. Vij S, et al. 
‘ 3 Amat 113:425-32, Dec 72 
. rat chorda tympani. Noma A, et al. 
Jap J Physiol 22:393-402, Aug 72 PC 
Sex differences in salt taste: the effect of testosterone. 
Electrophysiological investigations of intravascular 
’ taste using perfused rat tongue. Bradley RM. 
Am J Physiol 224:300-4, Feb 73 
Effects exerted by trigeminal and fastigial stimu!ation ; 
p on Staderini’s nucleus intercalatus. Bava A, et al. 
Arch Sci Biol (Bologna) 56:13-34, Jan-Mar 73 
The recovery cycle of gustatory fibres during chemical 
DRUG EFFECTS stimulation of the tongue. Taglietti V, et al. 
a Arch Sci Biol (Bologma) 55:155-64, Jul-Dec 71 
on of 
from 
et al. 
8 tion the tongue. Taglie . @ Relation between receptor potential and resistance 
Arch Sci Biol (Bologna) 55:155-64, Jul-Dec 71 change in the frog taste cells. Sato T, et al. 
: Mechanism of bitter taste reception: interaction of Brain Res 53:455-7, 27 Apr 73 
z Responses of gustatory cells in the tongue of rat to 
a stimuli representing four taste qualities. Ozeki M, et 
Physiological and morphological identification of the 
gustatory cell in rat. Ozeki M. 
3 Physiol Soc Jap 35:251-2, May 73 
The enhancing action of 5’-ribonucleotide on rat 
ao gustatory nerve fiber response to monosodium 
; glutamate. Yamashita S, et al. 
. Jap J Physiol 23:59-68, Feb 73 
Receptor site for sour stimuli. Koyama N, et al. 
Nature (Lond) 239:459-60, 20 Oct 72 
Vertebrate gustatory receptors. Beidler LM. 
8 Neurosci Res Program Bull 8:506-9, Dec 70 
a Insect taste receptors. Dethier VG. 
Neurosci Res Program Bull 8:513-6, Dec 70 
Salt receptor of the blowfly. Gillary HL. 
6-8, Dec 70 
different taste 
Taste stimuli: time course of peripheral nerve response 
' and theoretical models. Faull JR, et al. 
Science 178:73-5, 6 Oct 72 
: [Electric gustatory thresholds of the tongue and the 
; Arch Klin Exp Ohren Nasen Kehikopfheilkd 204:81-8, 
? 30 Apr 73 (Eng. Abstr.) (Ger) 
Dise electrophoresis of extracts from the taste buds 
7 located in circumvallate papillae of rat tongues. 
Uehara S. J Gen Physiol 61:290-304, Mar 73 
Isolation of the sugar-binding protein from rat taste PF 
| 
- tactile and electrical stimulation--on the receptor 


INDEX DENTAL LITERATURE 


synapse of taste organ] Katsuhata T. 

Shikwa Gakuho 72:139-54, * goals (Eng. Abstr.) (Jap) 
(Gustometry] Pietruski 

Neurol Neurochir Pol 0:238-8, Jul-Aug 72 (27 ae 


[Set for impulse electrogustometry] Klajman S, et a 
Otolaryngol Pol 27:411-4, 1973 (Pol 
[Pecularities in functional mobility of taste receptor 
of the tongue in the elderly] Budylina SM, 
e 
(Mosk) 52:22-5, Sep-Oct 73 as. 
r 
(Neurophysiological theory of hunger, 
satiation] Anokhin PK, et al. 
Usp Fiziol Nauk 2:3-41, Jan-Mar 71 oy ref.) (Rus) 
{Skin thermal analyzer] Kurilova LM. 
Usp Fiziol Nauk 2:57-76, Jun-Sep 71 (189 ref.) (Rus) 
[Functional mobilization of receptors) Sniakin PG. 
Usp Fiziol Nauk 2:31-56, Jun-Sep 71 (145 ref.) ns 


PHYSIOPATHOLOGY 


[Gustometric studies in adult patients with 
mucoviscidosis] Tylezyfiski W, et al. 


Przegl Lek 30:311-5, 1973 (Eng. Abstr.) 
RADIATION EFFECTS 


(Pol) 


Loss and recovery of taste acuity in patients irradiated 
to the oral cavity. Conger AD. 
Radiat Res 53:338-47, Feb 73 

SECRETION 


Effect of food deprivation on mucus secretion of 


Exp Neurol 36:507-11, Sep 72 
TRANSPLANTATION 

Regeneration of taste buds in tongue grafts after 


sensory ganglia. Zalewski AA. 
Exp Neurol 40:161-9, Jul 73 


TASTE DISORDERS 


Hunt with contralateral Bell’s. Kelly A. 
N Engl J Med 288:266-7, 1 Feb 73 


CHEMICALLY INDUCED 
Penicillamine in the treatment of rheumatoid arthritis. 


Day AT, et al. Br Med J 3:593, 15 Sep 73 
Side effects of lithium carbonate. JE. 
Br Med J 1:491, 24 Feb 73 


Controlled trial of D(-)penicillamine in 
rheumatoid arthritis. Lancet 1:275-80, 10 Feb 73 
Morphine induced saccharin aversion in 
-methyltyrosine pretreated rats. Coussens + et al. 
gia 29:151-7, 16 Mar 
[Oxyfedrin hydrochloride and taste evaigorders Grand 
A. Nouv Presse Med 1:1994, 26 Aug 72 (Fre) 


COMPLICATIONS 
Short-term intake a for sucrose in 
developmentally retard children. Switzky HN. 
Percept Mot Skills Se3317, Feb 73 


i modern management of Bell’s palsy. Tonkin J. 
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Arch Oral Biol 18:953-6, Aug 73 

The facial nerve and gustatory function. Kim GR. 

Yonsei Med J 12:49-54, 1971 

(Gustometry] Pietruski J. 

Neurol Neurochir Pol 6:625-9, Jul-Aug 72 (27 ref.) 
(Pol) 


TEACHING 


The responsibility and methods of teaching sedation 


What makes a good dental teacher? JT, et 
al. Dent Stud 50:60-1, Oct 72 
Seminar approach for Partial 


Using behavioral objectives in new approach 
teaching dental anatomy. Fuller JL, et al. 
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glands in Sjogren’s syndrome. Szabo G, et al. 
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Dent Labor (Munch) 21:35-9 passim, 18 Jan 73 (Ger) 
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[Economic and technological future of dental 
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Osterr Zahntech Handwerk 18:6 passim, Jan 73 (Ger) 
(Rational working instructions. II] Caesar HH. 
Quintessenz J 3:35-8, Mar 73 (Ger) 
[Seience and dental technology are working together] 
Graff C. Quintessenz J 2:51-2, Oct 72 (Ger) 
(The dental assistant and laboratory technics] Kimmel 
K. Quintessenz J 3:47-51, Aug 73 (Ger) 
{Integration of dental technology into the structure of 
stomatology. Comments on the articles by Ebersback, 
Kamfe, Stiebing and Ulrich] Gerber A, et ~al 
Zahntechnik (Berl) 13:511-3, Dec 72 (Ger 
{Automatic polishing in a hot water bath] Giesdorf T. 


Zahntechnik (Berl) 14:159-60, Apr 73 (Ger) 
(Use of tray-system in dental technology] Heinze H. 
Zahntechnik (Berl) 14:69-75, Feb 73 (Ger) 


{Analysis of procedures in dental technology] Herbst 
D. Zahntechnik (Berl) 14:93-9, Mar 73 (Ger) 
{Perspectives of dentistry and the integration of dental 
technology within the professional structure of 


dentistry] Kampfe R. 

Zahntechnik (Berl) 13:377-9, Sep 72 (Ger) 
[Starting switch T 300) Lutzkendorf H. 
Zahntechnik (Berl) 13:325-7, Jul 72 (Ger) 


(Technology of dental laboratory procedures] 
Prskawetz J. 

Zahntechnik (Berl) 14:156-8, Apr 73 (Ger) 
(Technology of dental laboratory procedures] 
Prskawetz J. Zahntechnik (Berl) 14:66-8, Feb 73 (Ger) 
(Technology of dental laboratory procedures] 
Prskawetz J. 

Zahntechnik (Berl) 14:208-9, May 73 (Ger) 
[Experiences with the adaptor technic in entie. 1) 
Schneider HG, et al 


Zahntechnik (Berl) 13:523-9, Dec 72 (Ger) 
(Grinding in dentistry] Stiebing W. 
Zahntechnik (Berl) 13:322-4, Jul 72 (Ger) 


(Comments on the article: Propectives of Dentistry and 
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3 Comm State Dent Assoc 47:84-8, Apr 73 
Evaluation of a head positioner for panoramic 
radiography. Ryan JB, et al. 
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remnants. A clinical and histopathologic study with 
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Oral Surg 36:241-2, Aug 73 


PHYSIOLOGY 
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CELLS, CULTURED (A11) 


The development of teeth and jaws in tissue culture. 
Glasstone S. J Dent Assoc 8 Afr 28:328-34, Jun 73 

Bone resorption induced by epithelial and connective 
tissue from human gingiva in vitro. Jacobsen N, et al. 
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[The value of the interpretation of images 
of the temporal area in ] Dardenne J, et 
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orifices. Foretich EA, et al. J Oral Surg “a ‘556-7, Jul 73 

Diazoxide therapy in the syndrome 
Beckwith-Weidemann-Coombs. Gotlin nw. 
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Plast Reconstr Surg 52:91-2, Jul 73 

The Beckwith-Wiedemann syndrome: case in a 
newborn. Hughes FB, et al. Tex Med 68:86-8, Aug 72 
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TORUS PALATINUS see under PALATE (A2, A3) 
--ABNORMALITIES 


TRACE ELEMENTS 


Trace element effects on enamel pigmentation, incisor 
growth and molar morphology in rats. Castillo 
Mercado R, et al. Arch Oral Biol 18: — May 73 
{The current state of knowledge co 

microelements in medicine] Venchikov AI. 
Klin Med (Mosk) 50:11-4, Sep 72 (Rus) 


ANALYSIS 


Dental caries and soil content of trace metals in two 
Colombian villages. Rothman KJ, et al. 
3 Dent Res 51:1686, Nov-Dec 72 

The quantitative analysis of Sb, Ag, Zn, Co 
human dental calculus by neutron activation 
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and high-resolution gamma spectrometry. Retief DH, 
et al. J Periodont Res 8:263-7, 1973 
(Correlation between dental and soil 
ay Grivu O, et 
ort Estomatol Cir 12:119-26, Jul-Dec 
(Fre) 


(Trace elementsin food. VI. Copper Schlettwein-Gsell 
et 


int 3 Vitam Wotr Res 61:866-82, 1971 


(Quantity of selected trace elements (Zn,Fe,Cu,Mn) in 
the alveolar process in parodontosis and deep 
Pparodontitis] Krajnik J, et al. 

Czas Stomatol 26:287-93, Mar 73 (Eng. Abetr.) (Pol) 

(The incidence of dental caries in children and content 
of microelements in drinking water of Salekhard] 
Zurianov BN. 

Stomatologiia (Mosk) 51:82-4, Nov-Dec 72 (Rus) 


PHARMACODYNAMICS 


Effect of fluoride and other trace elements on calcium 
phosphate precipitates. Matthews RW, et al. 
Caries Res 7:63-9, 1973 

A comparative evaluation of the effect of trace 
elements on rehardening of human dental enamel. 
Talim ST, et al. J Indian Dent Assoc 44:156-64, Aug 72 

ae a the tooth form due to trace elements] 


Dtsch Stomatol 23:463-71, Jun 73 (Eng. Abstr.) (Ger) 
TRACHEOSTOMY see TRACHEOTOMY (E4) 
TRACHEOTOMY | 

ADVERSE EFFECTS 


Complications of tracheostomy: their prevention and 
treatment. Walker DG. J Oral Surg 31:480-2, 


TRACTION 


{Anterior traction of the mandible during 


Parotidectomy] Gaillard 
— : Chir Maxillofac 73:579-80, Nov 72 =. 


INSTRUMENTATION 


[Extraoral traction) Cabrero 
Rev Esp Estomatol 21: en May-Jun 73 (Spa) 


TRADE UNIONS see LABOR UNIONS (N3) 

TRAINEESHIPS see under TRAINING SUPPORT 
(H, N3) 

TRAINING SUPPORT 


The young professionals. Dental student loan 
Programs. Bates MW. 

Annu Manage Conf ADA 24:48-52, 1973 

The young professionals. Dental student loan 
Programs. Scheingold SS. 

Annu Manage Conf ADA 24:53-7, 1973 

Cutting the high cost of higher education. Martinson R. 
Dent Manage 13:55-6 passim, Jul 
Minority-group dental students need a “helping hand 
Henry JL. Dent Stud 51:30 72 
“Keep the faith”--on upholding the nh Rd of 
an alumnus to dental education. Newton DW Jr. 
Dent Stud 51:67, Apr 73 

New money for student loans. Dent Stud 50:50-1, Oct 72 
Money and dental schools: cause -— Possible effect? 
Dent Surv 48:10 passim, Dec 

Pedodontic clinic grant will aid 
Iowa Dent Bull 6:16, Fall 72 

Minorities and AFDE. Solomon CS, et al. 

3 Am Dent Assoc 87:25, Jul 73 

1972 Annual Report American Fund for Dental 
Education. J Am Dent Assoc 86:511-28, Mar 73 
The American Fund for Dental Education’s 1972 Honor 
Roll of individual contributors from the dental 
Profession. J Am Dent Assoc 86:747-57, Apr 73 
AFDE distributes 4 million dollar grant. 

J Am Dent Assoc 86:774-5, Apr 73 

Technician scholarship program--AFDE looks back and 
ahead. J ‘.m Dent Assoc 85:1040-1, Nov 72 
Johnson Foundation announces 4 million dollar student 
grant. J Am Dent Assoc 85:1244, Dec 72 
Helping dentists to help the people. 

J Can Dent Assoc 38:344, Oct 72 

The Canadian Fund for Dental Education. 

3 Cam Dent Assoc 39:396-7, Jun 73 

to dental schools. Hillenbrand 

J Dent Educ 36:7, Dec 72 

American Fund makes grant of 40,000 to for 
1973. Hillenbrand H. J Dent Educ 36:7-8, Dec 72 
Il. Audit Report: Dental Education, 1971-72, 1972-73. 
Hillenbrand H. J Dent Educ 37:7, Aug 73 
AFDE Program support to reach 5 million dollars for 
1972. J Dent Educ 36:45-6, Dec 72 


Robert Wood Johnson Foundation grants 4 million to 
dental schools. J Dent Educ 36:44-5, Dec 72 
AFDE awards 74 dental scholarships to disadvantaged 
minority students. J Dent Educ 36:32, Nov 72 
Dental students eligible for full tuition military 
scholarships. J Dent Educ 37:54, Feb 73 
Distribute four million Johnson Foundation grant to 
dental schools. J Dent Educ 37:56, Apr 73 
Johnson Fund grants 4.7 million for training in care of 
handicapped. J Dent Educ 37:55 passim, Jul 73 
Editorial: give and you shall receive. Laskin DN. 
3 Oral Surg 31:743, Oct 73 

Dental education. Smith WB Jr. 

NY State Dent J 38:532-3, Nov 72 
(Impressions scholarship stay in Great Britain] 
Jézefowicz W. 

Czas Stomatol 25:1249-54, Dec 72 oe Abstr.) (Pol) 
(Recommendation for augmenting the resources for 
teaching personnel and physical plants in order to 
satisfy the demands for dentists for Latin America] 
Beltran R. Rev ALAFO 8:29-40, Jan 73 (Spa) 


TRANQUILIZING AGENTS 


(Psychological aspects of conquering patients’ fear] 
Kirsch T. Zahnaerztl Prax 24:287-9, 1 Jun 73 (Ger) 
(Measuring vegetative reactions before and during 
dental treatment) Schomburg P. 
Zahmaerzt! Prax 22:85-6, 15 Apr 71 (Ger) 
(The use of sedatives in dental practice] van Zwieten 
PA. Zahnmaerztl Prax 22:124-5, 1 Jun 71 (Ger) 
(Use of Seduxen in oral surgery] Latyshev SV, et al. 
Stomato! (Mosk) 52:93-4, May-Jun 73 (Rus) 
[Role of premedication in dental surgery under general 


Zh 5:30-2, May 72 (Rus) 
ADMINISTRATION & DOSAGE 

(Control of fear in dental care] Nelemans F 
Ned Tijdschr Tandheelkd 80:203-11, Jun 73 me. 

Abstr.) (Dut) 

(Use of tranxene in ema and 

surgery] Cathelin 

Rev Odontostomatol east) 19:541-6, Nov-Dec 72 

(Fre) 
[Ambulatory treatment of the deciduous dentition 
special 


with regard to premedication] Kreter F. 
Prax 22:67-9, 15 Mar 71 


Acute parotitis associated with depression and 
psychoactive drug therapy. Rosen DH. 
Compr Psychiatry 14:183-8, Mar-Apr 73 
[Polygraphic study of the effect of concentration and 
voluntary motricity on late dyskinesias) Jus K, et al. 
Ann Med Psychol (Paris) 2:49-64, Jun 72 (Fre) 
(Dryness of the mouth, a well-known side-effect of 
psychotropic treatment, and its therapy] Lelord G, et 
al. Anm Med Psychol (Paris) 1:153-9, Jan 73 (Fre) 
(Salivary scintigraphy. Value in the treatment of dry 
mouth due to psychotropic drugs) Fourestier J, et al. 
Nouv Presse Med 2:839-42, 31 Mar 73 (Fre) 
(Chronic facio-lingual dyskinesia in patients treated 
with neuroleptics) Gralewski Z. 
Neurol Neurochir Pol 7:393-8, May-Jun 73 (Eng. 
Abstr.) (Pol) 


PHARMACODYNAMICS 
Conditioning of food aversions by injections of 
psychoactive drugs. Berger BD. 
3 Comp Physiol Psychol ~~. Oct 72 
Palpebral ptosis as an index of neuroleptic activity. 
Tedeschi DH. 
Mod Probl Phar psychiatry 5:55-6, 1970 
TRANSAMINASES see AMINOTRANSFERASES 
(D9) 
TRANSFERASES 
ISOLATION & PURIFICATION 
The sialic acids. 


XVI. Isolation of a mucin 

sialyltransferase from sheep submaxillary gland. 

Carison DM, et al. J Biol Chem 248:5763-73, 25 Aug 73 
METABOLISM 


Enzymatic studies of the dental pulp in dogs. Il. 
Succinate dehydrogenase, 6-ph 

dehydrogenase, 2 tetrazolium reductase, 
and phosphorylases. Olkowski 


Folia Histochem Cytochem (Krakow) 11:51-7, 1973 
TRANSIENTS AND MIGRANTS 


Students spend summer in mobile unit. Muscatine 
Provides exposure to many cultures. Fields H Jr. 
Iowa Dent Bull 6:18, Fall 72 


(Eng. 
(Ger) 
anesthesia with nitrous oxice] Sukachev VA, et al. 
evrecrs 


TRANSILLUMINATION 


[Photographic documentation of transillumination of 
the sinuses of the face, in normal and —— 
cases--a study of its value for diagnosis and 
therapeutic control] Silva GP da, et al. 

Rev _ Paul Cir Dent 26:311-6, Nov-Dec 72 oS 


INSTRUMENTATION 


[Transillumination of the oral cavity by means of fiber 
optics] Friedman J. 
Med Hyg (Geneve) 30:1460-2, 11 Oct 72 (Fre) 


TRANSPLANTATION, AUTOLOGOUS 


Autologous tooth transplantations. Sperling AL, et al. 
3 Conn State Dent Assoc 47:103-6, Apr 73 
Transplantation of third molar. Joshi MR, et al. 
J Dent 1:35-6, Oct 72 
Stereological studies of vascularization phenomena. 5. 
Stereological studies on the vascular restoration in 
the autotransplanted area of the monkey mandible. 
F. J Osaka Dent Univ 5:163-83, Oct 71 
The unerupted, partially erupted or erupted tooth. A 
potential autograft. Nordenram A. 
Sven Tandlak Tidskr 64:293-309, May 71 
[Anterior nasal spina as a material for autogenous bone 
grafts (preliminary report)] Malinowski J. 
Czas Stomatol 26:881-4, Aug 73 (Eng. Abstr.) (Pol) 
[A study on the regeneration of periodontal structures 
by using osseous autografts (new forming bone) in 
Gogh Passanezi E, et al. 
Estomatol Cult 5:131-50, Jul-Dec 71 (Eng. Abstr.) 
(Por) 


[Experimental studies on autotransplantation of 
= in the shoulder blade and in the mandible] 
n 
Stomatologia (Bucur) 19:339-46, Jul-Aug 72 (Rum) 
amie and homologous transplants] Basualdo 


Rev Argent Implantol Estomatol 1:5-8, Jul 72 (Spa) 
[ Autot: cell cultivation as a necessary 

intermediary G, et al. 

Sven Tandlak Tidskr 65:535-42, Oct 72 (Eng. Abstr.) 


{Indications for the autot pl 

Nordenram A. 

Sven Tandlak Tidskr 64:340, May 71 (Swe) 

transplantation of teeth] Cc. 
Dent Assoc Thai 22:132-42, Jul-Aug 72 (Tha) 


Jaw cysts and the basal-cell naevus syndrome: 
recurrence in a bone graft. Edwards JL. 
NZ Dent J 68:229-37, Jul 72 

The occurrence of a verruca vulgaris on an intraoral 
skin graft. A unique growth with significant 
implications. Hertz RS. Oral Surg 34:934-42, Dec 72 


TRANSPLANTATION, 
HETEROLOGOUS 


For the first time, she could have her cake and eat it 
too. Dent Surv 49:44, Jun 73 

Collagen heterografts for bone replacement. A 
preliminary report. DeVore DT. 
Oral Surg 36:609-15, Oct 73 

[Possibilities of use of — bone chips in stomatologic 
practice] Domaschk 

(Ger 


[Effects of calcium hydroxide and inorganic bone a 
the dental pulp of albino rats) Crespo Filho AS. 
Dens (Curitiba) 1:104-9, Jul-Dec 72 (Por) 

{Wound healing in dental socket following anorganic 

Histological study in rats) Sanches 

@ 

Rev Fac Odontol Aracatuba 1:83-90, 1972 (Eng. Abstr.) 


cyst 


[Histologic aspects of homografts and heterografts 
with lyophilized bone in animals] Tran-Van-Truong, et 
al. Stomatologia (Bucur) 19:347-54, Jul-Aug 72 (Rum) 


TRANSPLANTATION, HOMOLOGOUS 


Decalcified allogeneic bone matrix ae in 
joint spaces of rats. Narang R, et 

Oral Surg 35:730-40, May 73 

Bone allografts. Literature review. ee JP. 
Periodont Abstr 21:52-62, Summer 
Transpiantation of homologous dura in sieivention 
of the orbital floor. Luhr HG, et al. 

Trans Congr Int Assoc Oral Surg 4:340-4, 1973 
Recent advances in allogeneic tooth tation. 
Schulman LB, et al. 

Trans C Int Assoc Oral Surg 4:68-72, 1973 


(Host reactions provoked by implants, stored in 10 
formaldehyde, in the mandi 
RJ. 


bles of albino rats) 


Odontol Piracicaba 1-32, 1970 (Por) 
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(Homologous transplants continuously growing teeth 
with filled pulp chambers} Ramalho AC, et al. 
Rev Fac Farm Odontol Araraquara 4:173-82, Jul-Dec 
72 (Eng. Abstr.) (Por) 

[Histologic aspects of homografts and heterografts 
with lyophilized bone in anirnals} Tran-Van-Truong, et 
al. Stomatologia (Bucur) 19:347-54, Jul-Aug 72 (Rum) 

and homologous its} Basualdo 
Rev Argent Implantol Estomatol 1:5-8, Jul 72 (Spa) 

TRANSPLANTATION IMMUNOLOGY 

(Experimental transplantation immunity by tooth. I. 
Antigenicity of tooth and et of migration 
test] Kuroyanagi K. 

Bull Tokyo Dent Coll 13:191-203, Nov 72 (Jap) 


TRANSPLANTATION, ISOLOGOUS see under 
TRANSPLANTATION, HOMOLOGOUS (E4) 
TRANSSEXUALISM 


A case of transexualism exhibiting intersexuality, 
a XXY--sex determining mechanism. 


Am See Psychosom Dent Med 20:58-60, 1973 
TRANSUDATES see under EXUDATES AND 
TRANSUDATES (A12) 
TRAUMA see under WOUNDS AND INJURIES (C14) 
TREACHER-COLLINS SYNDROME see 
MANDIBULOFACIAL DYSOSTOSIS (C3, C16) 
TREE SHREWS see under PRIMATES (B2) 
TRENCH MOUTH see GINGIVITIS, NECROTIZING 
ULCERATIVE (C1,C4) 
TREPHINING 


Lateral trepanation of lower 3d molars. Howe Gi. 
Trans Congr Int Assoc Oral Surg 4:94-7, 1°73 


TREPONEMACIDES see under ANTI-INFECTIVE 
AGENTS (D3) 
TRIAMCINOLONE 
PHARMACODYNAMICS 


[The influence of mechanical callosities of oral mucous 
membrane by hormonal application in rabbits. 2) 
Pokorny J, et al. 

Cesk Stomatol 72:328-34, Sep 72 (Eng. Abstr.) (Cze) 


THERAPEUTIC USE 


(Treatment of periapical osteitis 
Paste] Yulis Modak J, et 
Odontol Chil 20:29-33, as 72 


TRIAMCINOLONE ACETONIDE 
PHARMACODYNAMICS 


Glucocorticoid inhibition of RNA synthesis and the 
critical period for cleft palate induction in inbred 
mice. Andrew FD, et al. Teratology 7:167-75, Apr 72 

Glucocorticoid inhibition of RNA synthesis and the 
critical period for cleft palate induction in inbred 
mice. Andrew FD, et al. Teratology 7:167-75, Apr 73 

(The hemopulpogram after treatment with Ledermix] 
Karadiov O, et al. 

Stomatol Glas Srb 258-66, Aug-Oct 72 (Cro) 


THERAPEUTIC USE 
The evaluation of a corticosteroid antibiotic agent in 
Pulp capping. Lakshmanan CD. 
3 Br Endod Soc 6:24-34, Summer 72 
Management of patients with persistent recurrent 
aphthous stomatitis and Sutton’s disease. Stanley HR. 
Oral Surg 35:174-9, Feb 73 
[Experimental and clinical studies related to the effect 


of triamcinolone acetonide in en Sandalli P. 
Dishekim Derg 3:533-56, Oct (Tur) 


TRICHINELLIASIS see TRICHINOSIS (C1) 
TRICHINOSIS 
PATHOLOGY 


Trichinosis in oral musculature: report of case. Moskow 
BS. J Am Dent Assoc 86:663-6, Mar 73 


(Spa) 


TRIGEMINAL NERVE 


TRIGEMINAL NERVE 


Neurinoma of the Gasserian and the 
trigeminal root. Report of four cases. Knudsen V, et 
al. Acta Neurochir (Wien) 26:159-64, 1972 
Biological characteristics of peripheral nerve tumors 
induced with ethyinitrosourea. Cravioto H, et al. 
Acta Neuropathol (Berl) 23:265-80, 1973 
Clinical manifestations other than audiologic findings 
of retrocochiear lesions. Snow JB Jr. 
Adv Otorhinolaryngol 20:258-70, 1973 
Case report of successful treatment of a reflex 
trigeminal nerve blepharospasm by behavior 
modification. Haidar A, et al. 
Am J Ophthalmol 75:148-9, Jan 73 
Jaw-winking blepharoptosis treated by the 
Fasanelia-Servat procedure. Putterman AM. 
Am J Ophthalmol 75:1016-22, Jun 73 
Corneal degeneration. Donaldson DD. 
Ophthalmol 5:561-5 passim, May 

Ocular changes in tuberculoid leprosy. scene VN. 
Indiar J Dermatol 17:74-6, Apr 72 
The development of the mesencephalic nucleus of the 


Sudden loss of vision following alcohol 
infraorbital nerve. Case report. Markham JW. 
3 Neurosurg 38:655-7, May 73 

Simple striate cells: comparison of responses to 
stationary and moving stimuli. Bishop PO, al. 
3 Physiol (Lomd) 227:15P-17P, Dec 72 

Pain in multiple sclerosis. Aring CD. 

JAMA 223:547, 29 Jan 73 


NZ Med J 76:112-3, Aug 72 
[Functional development of the somesthetic system by 
double stimulation in the newborn rabbit) Briquel F, 
et al. Arch Sci Physiol (Paris) 26:303-14, 1972 (Fre) 
(Ontogenesis of somesthetic cortical evoked potential 
in the newborn rabbit] Verley R, et al. 
Arch Sci Physiol (Paris) 26:267-76, 1972 (Fre) 
(Morphology of experimental nervous system tumors 
in vitro. I. Transplacentally induced — in the 
rat nerve] Thust R, et 
Arch Geschwuistforsch 40:300-7, i972 (Rag. Abstr. 
(Ger 


[X-ray diagnosis of the orbit in the original x-ray 
picture) Tanzer A. Radiologe 12:397-402, Dec 72 (Ger) 
(Induction of nervous system neoplasms using methyl- 
and ethylnitrosourea compounds in newborn rats. 
Comparative study) Warzok R, et al. 


Zentralbl Allg Pathol 116:551-5, 1972 (Ger) 
{Panel discussion: nervous system and 
immunology] Yonezawa T, et al. 

Clin Neurol (Tokyo) 13:75-7, Jan 73 (Jap) 


B. 

(Jap 

Biernacka M, et 

Klin Oczna 6, 1972 (Eng. — 

[Case of Raeder’s syndrome) Prusifiski 

Neurol Neurochir Pol 7: (Ree, 
(Pol 

{Isolated trigeminal neuropathy] Prusifiski A, et “ 

Neurochir Pol 7:107-10, Jan-Feb 73 


Biochim Biophys Acta 280:1-16, 7 
Genesis and possible dissolution of neuronal lipofuscin. 

Hasan M, et al. Gerontologia 18:217-36, 1972 (85 ref.) 
Ultrastructural localization of phospholipid synthesis 
in the rat trigeminal nerve during myelination. Benes 
F, et al. J Cell Biol 57:613-29, Jun 73 


ANATOMY & HISTOLOGY 
The multiplication of nerve cells by amitotic division 
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i 
trigerainal nerve in the chick. Rogers LA, et al. a 
3 Cemp Neurol 147:291-320, 1 Feb 73 k 
Trigersinal neurofibroma. Roy BN, et al. 

3 Ipdian Med Assoc 58:378 passim, 16 May 72 A 

The uumb chin in breast cancer. Horton J, et al. 
Peurol Neurosurg Psychiatry 36:211-6, Apr 73 
Trigeminal sensory neuropathy and virus hepatitis. pore 
Mandal BK, et al. Lancet 2:1322, 16 Dec 72 , 
3ome new aspects of the nerve supply of the cornea and ‘ 
i conjunctiva. Karvounis PC, et al. 7 
Monogr Hum Genet 6:206, 1972 
Muscle paralysis and herpes zoster. 
ADVERSE EFFECTS 
5 
(Methodology for and results of phenol blocks of the ie 
Gasserian ganglion in severe forms of facial pains) v7 
Vasin Nia. 
Vopr Neirokhir 37:16-22, Mar-Apr 73 (Eng. Abstr.) 
(Rus) 
| 
Unilateral lesion of the motor root of the trigeminal 
nerve. Brear M. Cam Med Assoc J 108:1103, 5 May 73 
ANALYSIS 
Composition and characterization of the lipids of . 
garfish (Lepisosteus osseus) olfactory nerve, a tissue " 
EE :0000C 


TRIGEMINAL NERVE 


during extrauterine life in mammals. Sosa JM, et al. 
Acta Anat (Basel) 82:579-605, 1972 
Experimental studies of afferent fibers in the 
hypoglossal nerve in the cat: a scanning electron 
microscopic observation on the lingual mucosa 
following transection of the nerve, and a degeneration 
study with silver impregnation methods. Mizuno N, et 
al. Arch Histol Jap 35:99-113, Jan 73 
Neuroanatomy of brain stem auditory system of the 
rabbit. Borg E. Brain Res 52:424-7, 30 Mar 73 
Anatomical relationship between mesencephalic 
trigeminal nucleus and cerebellum in the duck. 
Bortolami R, et al. Brain Res 47:317-29, 12 Dec 72 
The ascending and descending projections of the red 
nucleus in the cat: an experimental study using an 
autoradiographic tracing method. Edwards SB. 
Brain Res 48:45-63, 24 Dec 72 
Anatomical studies of the organization of the spinal V 
nucleus: the deep bundles and the spinal V tract. 
Gobel S, et al. Brain Res 48:27-44, 24 Dec 72 
Origin and central pathways of crossed inhibitory 
effects of afferents from the masseteric muscle on the 
masseteric motoneuron of the cat. Nakamura Y, et al. 
Brain Res 57:29-42, 16 Jul 73 
The representation field of the parental neurons of 
afferent fibers of the lacrimai nerve in the trigeminal 
ganglion in rabbits. Zabel J, et al. 
Folia Morphol (Warsz) 32:203-12, 1973 
The central connections of the anterior lateral line 
nerve of Gnathonemus petersii. Maler L, et al. 
3 Comp Neurol 151:67-84, 1 Sep 73 
Rubrobulbar projections in the rabbit. A light and 
electron microscopic study. Mizuno N, et al. 
3 Comp Neurol 147:267-79, 15 Jan 73 
The ascending fiber projections from the principal 
sensory trigeminal nucleus in the rat. Smith RL. 
3 Comp Neurol 148:423-45, 15 Apr 73 
Fiber spectrum of the trigeminai sensory root of the 
baboon determined by electron microscopy. Young 
RF, et al. J Neurosurg 38:65-72, Jan 73 
A simplified technique for injection of the Gasserian 
ganglion, using the fluoroscope for localization. 
Whisler WW, et al. 
Neurochirurgia (Stuttg) 15:167-72, Sep 72 
The brain of the seacow Trichechis. Verhaart WJ. 
Psychiatr Neurol Neurochir 75:271-92, Jul-Aug 72 
The trigeminal nerve cistern. Kaufman B, ct al. 
Radiology 108:597-602, Sep 73 
[The topography of nerves in the orbit) Trauzettel H, et 
al. Verh Anat Ges 66:633-45, 1971 (Ger) 
{Studies on ‘vascular and neural of the human 
auricle] Neumann OG, et 
Larpagel Mar 73 (Eng. Abstr.) 


(Ger) 
[Development of the human Gasserian ganglion and its 
relations to the meninges] Heym C. 
Z Mikrosk Anat Forsch 86:50-80, 1972 (Eng. —, 


Ha 

Z Physiother 25:139-49, Mar-Apr 73 (Ger) 
[Anatomic relationships of the emissary sinus of the 

ovale and their clinico-surgical implications) 

Sim S. 

Arq Neuropsiquiatr 31:1-9, Mar 73 (Eng. Abstr.) (Por) 
[Different degrees of pain in the area of teeth and jaws) 

Ahlberg T. 

Odontol Foren Tidskr 37:95-100, May 73 (Swe) 


BLOOD SUPPLY 


Theoretical anomalies of the stapedial artery. Hogg ID, 
et al. Ann Otol Rhinol Laryngol 81:860-70, Dec 72 
[Development of the human Gasserian ganglion and its 

relations to the meninges) Heym C. 
Z Mikrosk Anat Forsch 86:50-80, 1972 (Eng. Abstr.) 
(Ger) 


CYTOLOGY 


Fine structural changes in the trigeminal motor 
nucleus following neurotomy of the third division of 
the trigeminal nerve. Imamoto K. 

Arch Histol Jap 35:175-94, Mar 73 

Somatotopic organization of the trigeminal ganglion in 
the rat. Gregg JM, et al. 

Arch Oral Biol 18:487-98, Apr 73 
Cytostructural changes in the neurocytes of 
trigeminal ganglion after damage of the frontal ho 
lacrimal nerves. Zabel J, et al. 

Folia Morphol (Warsz) 32:29-38, 1973 

New methods for the demonstration of eo 
hydrolases by the formation of osmium 

Hanker JS, et al. Histochemie 30:201-14, na 
Ultrastructural localization cf phospholipid synthesis 
in the rat trigeminal nerve during myelination. Benes 
F, et al. J Cell Biol 57:613-29, Jun 73 
Nematosomes in the rat trigeminal ganglion. Peach R. 
3 Cell Biol 55:718-21, Dec 72 
Tri-dimensional structure of the forming face of the 
Golgi apparatus as seen in the high voltage electron 
microscope after osmium impregnation of the small 
nerve cells in the semilunar ganglion of the trigeminal 
nerve. Marraud RA, et al. 
3 Microse (Oxf) 97:49-57, Jan-Mar 73 
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ganglion. II. Fine structure of 
the neurons during development. Gaik GC, et al. 
3 Morphol 141:57-75, Sep 73 
The chicken trigeminal ganglion. I. An anatomical 
of the neuron types in the adult. Gaik GC, et 
al. J Morphol 141:43-55, Sep 73 
Nerve cells in the trigeminal nerve roots of rat. Mira K. 
Naturwissenschaften 59:520-1, Nov 72 
Postnatal development of myelinated fibers in the rat 
trig nerve. Mira K, et al. 
Naturwissenschaften 60:208-9, Apr 73 
(Modern concepts of morpho-functional peculiarities 
of oculomotor nerves] Abdullaew MS. 

Amat Anz 132:476-86, 1972 (Ger) 
[Influence of pure tone treatment on chick embryo 
trigeminal ganglion cultures] Grosse G, et al. 
Z Mikrosk Anat Forsch 85:273-90, 1972 (Eng. —.) 

(Ger) 


(Growth characteristics of neurons and Schwann cells 
in a culture of the sensory ganglion of the trigeminal 
nerve] Konovalov GV, et al. 
Anat Gistol Embriol 63:92-100, Nov 72 

) 


Identification of central trigeminal nociceptors and the 
effects of nitrous oxide. Kitagata LM, et al. 
Anesthesiology 38:12-9, Jan 73 

Neuropharmacology of SQ 10,996, a compound with 
several therapeutic indications. Babington RG, et al. 
Arch Int Pharmacodyn Ther 202:106-18, Mar 73 

and central pathways of crossed inhibitory 

effects of afferents from the masseteric muscle on the 
masseteric motoneuron of the cat. Nakamura Y, et al. 
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Sakuda M, et al. Angle Orthod 43:41-52, Jan 73 
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the radicular surface) Caffesse RG, et al. 
Rev Assoc Paul Cir Dent 27:129-34, May-Jun 73 (Eng. 


Abstr.) ‘or) 
(Ultrasonic depuration. Discussion of a new technic] 
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ADMINISTRATION 


Treatment, , research--Veterans 
Administration Hospital motto: “to care for him who 
shall have borne the battle”. Weber M. 

Iowa Dent Bull 6:14-5, Fall 72 

Helping to meet the dental health care needs of the 
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